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PREFACE. 


In  accordance  with  the  recommendation  of  Gov.  Chamberlain, 
an  exploration  of  the  water-power  of  the  State  was  ordered  by  the 
Legislature  of  1867,  and  was  entered  upon  under  the  general 
supervision  of  a  Commission,  consisting  of  Hons.  John  A.  Poor, 
A.  D.  Lockwood  and  Hannibal  Hamlin.  The  Commissioners, 
having  conducted  the  enterprise  through  its  preliminary  stage, 
retired  at  the  close  of  1867,  and  should  not,  accordingly,  be  held 
responsible  for  any  shortcomings  of  this  Report. 

In  regard  to  the  arrangement  of  the  water-powers,  (in  Part  III,) 
it  need  only  be  explained  that  such  powers  as  are  located  in  town- 
9Mp8  vriihout  proper  names,  will  be  found  under  the  letter  T.  All 
others  appear  under  the  names  of  the  towns,  townships,  etc.,  in 
the  appropriate  alphabetical  place. 

In  the  selection  of  water-falls  for  pictorial  iUiistration,  no  regard 
was  had  to  picturesque  effects,  but  simply  to  the  value  of  the 
privileges  for  manufacturing  purposes.  So  many  powers  of  equal 
value  remain  unrepresented,  that  each  of  those  shown  may  be 
regarded  as  the  type  of  a  class.  Multitudes  of  cascades  in  the 
mountainous  parts  of  the  State  present  extraordinary  attractions 
to  the  artist  and  tourist,  but  less  to  the  manufacturer,  and  could 
not  be  exhibited  in  a  work  of  this  strictly  economical  character. 
Nearly  all  the  sketches  and  drawings  for  the  engravings  were 
made  by  Mr.  'George  F.  Morse,  Superintendent  of  the  Portland 
Company's  Locomotive  and  Machine  Woi^s,  Portland. 

A  proper  Water-Power  Map  of  the  State  was  intended,  giving 
the  location  and  height  of  each  fall  and  rapid,  the  areas  and  storage 
of  the  lakes  and  ponds,  the  sites  of  artificial  reservoirs,  etc.     It 
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was  found  impracticable,  however,  to  collect  the  necessary  data 
in  season  for  this  Report.  The  Map  g^ven,  shows  the  position, 
form,  and  relative  size  of  the  several  river-basins,  the  courses  and 
principal  afiBuents  of  the  streams,  their  chief  lake  connections,  and 
the  lines  of  railroad. 

An  Index  to  Parts  I  and  II,  and  to  the  first  Division  of  Part  III, 
is  appended  to  the  Report.  The  second  Division  of  Part  III, 
constituting  much  the  larger  part  of  the  whole  volume,  needs  no 
index,  or  no  other  index  than  is  involved  in  the  alphabetical 
arrangement  of  the  towns. 
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EBBATA. 

PloaM  make  the  following  ooixeotionfl  before  reading  : 

Page  21,  seoond  paragraph,  seventh  line,  insert  "to"  between  "howeyer^  and  "the." 

Page  72,  Chapter  XV.,  seoond  line,  "  sontbeast,"  should  be  **  southwest." 

Page  92,  seventh  line,  "feet"  should  follow  «cubio." 

Fiftge  111,  last  two  lines  should  be  interohanged. 

Page  181,  about  middle  of  page,  *•  Holbrook"  should  be  **  Hoibroek*  In  both 


MEMOBANDA. 

Information  respooting  the  volume  qf  water  on  the  Penobtoot  river>  will  be  fimnd  in  the 
Appendix,  the  same  having  been  oommunioated  too  late  for  insertion  in  Chapter  XVin. 
Will  the  reader  please  make  a  note  of  this  on  page  106. 

Under  the  heading  **  Orono,"  page  383,  please  mark  [See  also  *■  Bradley  and  Orono," 
in  Appendix]  the  matter  given  in  the  Appendix  oame  too  late  for  insertion  in  the  proper 
plaoe. 

Also  under  the  heading  "  Oldtown,''  page  382,  please  mark  [See  also  **  Bradley  and 
Oldtown,"  in  Appendix.] 

Under  «  MUford,"  page  3fi0,  mark  [See  alio  «  Milford  and  Oldtown,"  in  Appendii^] 
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Maine  as  a  Water-Power  District. 


DIVISION  I. 

Geographical,  Topographical  and  Mated 

Conditions. 
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CHAPTER  I. 

GBOGEAPHIOAL  AND  CONTINENTAL  POSITION. 


Section  1. — Osoobaprioal  Position. 

Maine  lies  between  43*  e'  and  47**  21'  33"  N.  lat. ;  in  uw  mid  lao- 
between  M""  56'j48"  and  71*  V  41"  W.  Ion.  The  45th  ••** 
parallel  crosses  the  State  within  thirty  miles  of  its  geographical 
centre.  This  position,  almost  precisely  equidistant  betwixt  the 
eqnator  and  the  pole,  influences  the  water-power  of  the  State  in 
an  important  degree^  and  chiefly  through  its  meteorological  condi- 
tions. 

In  consequence  of  this  position  the  rainfall  of  the  conieqtieDttem- 
State  is  drawn  upon  for  only  the  proportion  of  evapo-  entetsthensot 
ration  due  to  a  moderate  temperature,  is  neither  burned  away  in 
long-sustained  and  ezcessiye  heat,  nor  converted  wholly  and  for 
months  into  snow  and  ice,  in  either  of  which  events  the  sources 
of  constant  water-supply  would  be  cut  off,  and  water-power  as  an 
economical  motor  be  put  out  of  the  question. 

In  fhrther  consequence  of  this  position  the  urinds  of  Connqveot 

obanuAer  of 

Maine  are  variable,  not  constant  like  those  of  the  Oiewiiuu. 
tropics,  nor  periodical  like  .those  of  the  Indian  peninsulas.  They 
prevail  during  the  year  for  a  longer  or  shorter  time  from  every 
quarter  of  the  compass,  and  bring  therefrom  every  variety  of  heat 
aud  cold,  of  moisture  and  dryness,  in  succession.  The  draft  rarely 
prevails  from  any  one  compass  point  for  more  than  two  or  three 
days  successively,  so  that  the  various  climatic  phases  attendant 
upon  change  of  wind  follow  one  another  in  rapid  succession. 
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OoowqaeDfc  It  further  results  from  the  geographic  positton  of  the 

State  that  the  precipitaHon  of  moisture  in  Maine  is 


non^periodic.  It  takes  place  in  the  form  of  either  rain  or  snow,  at 
all  seasons  jof  the  year,  and  tends  therefore  to  furnish  water-power 
at  all  seasons  of  the  year.  Its  faU  is  gentle,  occupies  not  unfre- 
quently  several  days  for  the  deposition  of  a  single  inch  of  water. 
It  therefore  rarely  impairs  the  availability  of  our  water-power  with 
sudden  and  great  inundations.  It  is  generally  associated  with 
a  more  or  less  protracted  continuance  of  cloud,  or  fog,  or  mist, 
which  lessens  evaporation,  and  by  consequence  augments  the 
volume  of  the  rivers. 

Sum  of  efltet         ^^  short,  it  is  only  in  the  mid  latitudes  that  water- 
power  can,  in  general,  be  counted  upon  as  an  available 
motor,  and  the  position  of  Maine  is  such  as  to  command  this 
advantage  at  its  maximum. 

Section  2. — Conhnkntal  Position. 

uoder  the  toe  of  The  first  poiut  to  be  remarked  under  this  head  is  the 
the  ooQtineDt.     Iq^ji^^Jqh  of  Maine  on  the  leeward  side  of  the  contineni 

in  the  latitude  of  prevalent  westerly  winds.  By  prevalent,  is 
meant  predominating  over  any  other  single  system  of  winds  from 
any  other  quarter  of  the  compass ;  and  not  predominating  over  all 
the  others  in  combination.  By  westerly,  are  particularly  specified 
the  winds  between  south  of  west  and  north  of  northwest.  The  winds 
referred  to  are  emphatically  continental  winds.  They  are  arid  at 
all  seasons.  At  all  seasons  they  tend  to  reduce  the  volume  of 
rainfall  and  to  absorb  it,  when  precipitated,  in  thirsty  evaporations. 
Their  influence,  therefore,  is  not  favorable  to  either  the  volume  or 
constancy  of  our  water-power. 

In  the  nin  draft  The  socoud  feature  in  the  continental  position  of 
Mexioo.  Maine  is  its  location  in  the  draft  of  the  soiUhwest  winds 

fr<ym  (he  Qulf  of  Mexico,  This  great  mediterranean  sea  is  remark- 
able for  its  singular  elevation  of  temperature,  by  which  it  is  con- 
stituted an  evaporating  caldron,  800,000  square  miles  in  area. 
The  prevalent  winds  from  and  over  this  heated  sea  are  southwest — 
the  southwest  return-trades  of  the  north-temperate  zone.  Maine 
lies  directiy  in  the  track  of  this  great  humid  draft ;  and  it  is  in 
&ct,  though  not  so  in  appearance,  the  vapor  of  this  wind  that  is 
precipitated  upon  us  in  our  so-called  northeasterly  storms,  the 
rain  being  furnished  in  large  measure  by  an  upper  current  whose 
movement  is  opposite  to  the  northeast  drift  beneath.    The  deposi- 
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tion  18  relatiyelj  more  abundant  in  Maine  than  further  south,  by 
reason  of  the  low  temperature  of  the  State,  to  be  noticed  subse- 
quently. 

In  the  third  place  Mame  i8  miwUed  upon  the  coctsL  ontbe  map 
It  is  not  an  inland  but  a  maritime  region.    Whatever 
favorable  conditions  as  respects  rainfall,  abated  summer  heat, 
humid  atmosphere,  and  surplus  moisture  for  water-power,  attach 
to  this  position,  Maine  enjoys  in  equal  measure  with  any  of  the 
Atlantic  seaboard  States. 

In  the  fourth  place  Maine  projects  to  the  eastward  Prvdeoted  team 
from  the  general  coast  line  of  the  United  States,  so  iine. 
that  south,  southeast,  and  in  part  southwest  winds  reach  its  shores 
direcUyfrom  (he  ocean,  charged  with  oceanic  influences.  So  that 
in  addition  to  a  substantially  equal  ocean  exposure  on  the  east,  it 
enjoys  one  to  the  south.  South  winds  are  quite  prevalent  in  Maine 
through  the  summer  for  a  part  of  the  day,  blowing  with  very  con- 
siderable power  as  a  diurnal  sea  breeze.  These  winds  are  moist 
and  cool,  and  so  in  such  degree  as  quite  seriously  to  affect  the 
process  of  hay-making  and  grain-curing.  They  therefore  check 
evaporation,  and  thus  exercise  an  important  influence  upon  the 
volume  of  the  rivers. 

In  short,  the  position  of  Maine  is  such  that  from  the  west  of 
south  to  the  north  of  east  through  east,  the  winds  are  oceanic,  and 
from  the  north  of  east  to  west  of  north  are  sufficiently  recent  from 
the  passage  over  watery  areas  to  be  marine  in  character.  In  other 
words,  the  winds  fi*om  the  direction  of  Cape  God  Bay  round  by 
Newfoundland  to  Hudson's  Bay,  or  from  two-thirds  of  the  com- 
pass, taken  as  a  whole,  are  mariUme  winds. 

The  last  feature  to  be  remarked  in  the  continental  sitiiatod  •t  um 

..•  A  •«»■   •.....•  .m  _.<«         .   DoitheMt comer 

position  of  Mame  is  its  location  so  near  the  northeast  or  the  gnod 
angle  of  the  continent.    As  is  well  known,  the  entire 
circulation  of  the  Arctic  ocean — ^including  all  the  waters  originally 
drawn  into  it  via  Behring's  Straits  and  the  great  current  on  the 
north  of  Europe — after  having  been  reduced  to  icy  temperature  by 
long  exposure  in  the  polar  basin  and  become  loaded  with  enormous 
masses  of  ice,  is  poured  in  a  constant  and  voluminous  stream  • 
down  by  the  east  coast  of  Greenland,  by  Baffin's  Bay  and  the  t 
channels  of  the  archipelago  north  of  Hudson's  Bay,  directly  upon  - 
our  northeastern  continental  frontier.    These  frigid  waters  fill  up  \ 
Hudson's  Bay,  the  Gulf  of  St.  Lawrence,   and  their  outlying 
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appendages,  and  are  oarried  as  an  inshore  drift  of  somewhat  abated 
temperature  off  our  coast.* 

Hence  our  winds  from  the  north,  northeast  and  east,  are  at  all 
seasons  of  a  marked  low  temperature,  and  their  e£fect  is  at  all 
seasons  to  abate  evaporation  and  increase  the  discharge  of  the 
rivers. 

outf-siraMn  Still  farther,  by  another  remarkable  geog^phical 

""^  arrangement,  enormous  Tolumes  of  water  of  aknost 

tropical  temperature  are  borne  in  an  eztensiTe  ocean  current  from 
the  southwest,  and,  a  few  hundred  miles  east  of  our  domain,  or  off 
Newfoundland,  are  brought  into  sudden  contact  with  the  polar 
drift  before  remarked.  The  atmosphere  overhanging  the  warm 
current — ^the  Oulf  Stream — ^is  charged  with  immense  quantities  of 
moisture.  Upon  contact  with  the  cold  atmosphere  incumbent  upon 
the  polar  drift,  the  moisture  is  condensed,  covering  thousands  of 
square  miles  with  thick  and  comparatively  constant  fogs,  burying 
up  the  Orand  Banks,  the  Oulf  of  St.  Lawrence,  and  the  adjacent 
ocean  and  land  in  their  dense  volumes,  and  giving  to  the  whole 
region  an  inglorious  celebrity  in  the  annals  and  estimation  of 
seamen. 

These  vapors  are  brought  in  by  east  and  northeast  winds,  and 
sometimes  involve  a  considerable  part  of  the  State  for  days,  and 
with  some  interludes,  for  weeks  together,  especially  during  the 
latter  part  of  summer.  The  cool  fogs  of  the  Dog  days,  a  most 
grateful  feature  of  our  climate  in  contrast  with  the  sultry  heats 
experienced  at  that  season  in  the  interior,  are  derived  from  the 
source  in  question.  Not  wholly,  however,  as  an  important  portion 
of  our  summer  fog  comes  from  the  southward,  consisting  of  the 
warm  humidity  of  a  lower  section  of  the  Oulf  Stream  condensed 
by  passage  over  the  cold  drift  along  our  coast.  The  effect  of  the 
fog  is,  as  observed  at  Bowdoin  College,  to  reduce  the  temperature 
in  summer,  6^*5  below  the  normal. 

pnettcaicflbot  The  obvious  offoct  of  the  atmospheric  condition  thus 
theceof.  induGcd,  which  ^libits  itself  in  various  forms,  misty, 

foggy,  hasy,  vaporous,  is,  g^reatiy  to  abate  the  evaporating  inten- 
sity of  the  sun  and  to  reserve  a  large  proportion  of  the  rainfall  for 
removal  by  rivers.  This  effect  is  the  more  influential,  because,  as 
just  observed,  it  is  exerted  with  the  most  energy  in  the  mid  and 
late  heats  of  summer,  when  the  streams  tend  to  run  lowest*    It 


*The  CUoM  Umaeinaj  4  nmrine  animal  itrlctlsr  AicUe  In  bablti  ami  aaMoiatloot,  hu  beea 
ulmired  in  vaik  nmiibaci  in  Portland  hartrar. 


DiV.  Ll  HOKEBOITTAL  £Hb  VkftflOAL  tfiXSmom.  f 

omttibiiieB  alfto  essenthJljrtoi  ih^  Btim  of  tvtvter  prddpitate<i,  ihongh 
the  amount  of  tblli  48  defined  ftom  that  fiuntehed  by  the  tahi-bear- 
ing  southwest  winds,  cannot  probably  be  detettnined. 

The  practical  effects  of  the  continental  position  of  dnm  or  the 
Maine,  as  exerted  upon  the  matter  in  ha&d,  nigr  be  ouml  vo^totm. 
summed  up  as  follows : — As  inducing  a  rainfidl  materially  aboye 
that  due  to  astronomic  position^  as  diminishing  evtiq^oration  veiy 
considerably  below  the  normal;  as  therefore  necessitating  an 
unusual  vcdume  in  the  rivers,  an  unusual  constancy  of  the  yolume, 
and  by  consef uence  and  in  ihe  last  result,  further  necessitatang 
uncommon  resources  of  water-power,  so  &r  as  this  is  dependent 
upon  a  copious  flow  in  the  streams. 


fitil  !■    It Ali     Jm  t 


CHAPTER  n. 

HOmZONtAL  AND  YHBTIOAL  DIMENSIONS. 


Section  1. — &oBizoNtAi.  ButiMnoirs. 

Maine  extends  through  902  statute  miles  in  latitude  p^i^tg^. 
and  288  statute  mUes  in  longitude.  The  general 
periphery  of  the  State,  measured  as  nearly  as  practicable  in  a 
right  line,  is  about  875  mfles.  Measuved  with  aUowance  for  tilie 
principal  flexures  it  is  somewhat  orer  1,000  miles ;  but  including 
the  sinuosities  of  the  riiore,  of  boundary  river  courses  and  highland 
ridges,  it  is  estimated  not  less  than  8,700  nules,  of  which  from 
2,000  to  3,000  are  coast.  The  lengA  of  the  shove  line  in  a  nearly 
direct  course  is  about  2S6  miles.  The  territorial  area  of  the  State 
is  about  31,500  square  mikSi  or  1|300  square  ndfes  less  than  all 
the  rest  of  New  England  comUned* 

The  annual  rainfEdl  upon  this  breadth  of  oountryi  Aatwat  m<ipt 
assumed  at  42  inches,  if  accumulated  to  the  dQ|>th  of  tamtaHibj. 
Lake  Erie,  woidd  cover  8tl  square  miles;  and  if  to  the  dqpth  of 
the  Germaon  Ocean,  would  still  constitute  a  lake  of  If  0  square  miles' 
ntent.  Its  total  measure  is  about  3,0T3|000^000,000|  or  not  far 
from  three  trillion  oubic  feet.  UpMi  supposition  that  40  per  cent, 
of  the  whole  rainfall  is  r^aoved  by  drainage^  the  aiaual  discharge 
from  our  surface  by  rivers  would  aaraunt  to  lia20»900»000|000,  or 
neariy  one  and  a  quarter  trillion  cubic  ftet,  eqnal  to  8,868,000,000 


g  WlXm  POWXR  07  MAZNB.  [Pj«r  I. 

cubic  feet  per  day.  These  figures,  therefore^  represent  approxi- 
mately our  annual  and  diurnal  sum  of  water-power  material,  as 
determined  by  our  yearly  rainfall,  by  evaporation,  and  our  horizon- 
tal dimensions. 

Section  2. — Gensral  StiyAnoir. 

BiUxnted  fig.  The  mean  elevation  of  a  country  is  one  of  the  most 
tton  or  Maine.  dlflScult  of  its  physical  conditions  to  ascertain,  and  is 
generally  one  of  the  last  to  be  ascertained.  After  exploring  all 
sources  of  information  within  reach,  as  the  surveys  of  the  British 
and  our  own  government,  made  in  connection  with  the  N.  S. 
Boundary  controversy,  surveys  for  railroads,  surveys  for  canals, 
and  private  explorations  in  special  localities,  the  observations 
involved  being  several  hundred  in  number,*  I  have  fixed  upon  the 
figure  600  feet  as  very  nearly  expressing  the  mean  height  of  the 
surface  of  our  State  above  the  level  of  the  sea. 
Baraitant  umo-  The  1,229,200,000,000  cubic  feet,  more  or  less,  of 
^llSSS^^SiSr  water  annually  delivered  by  our  rivers,  faU  therefore 
on  their  passage  to  the  sea  through  tiie  mean  distance  of  600  feet, 
and  in  their  descent  yield  a  gross  power  of  4,429  horse  for  each 
foot  of  fidl.  This  being  multiplied  by  the  total  average  fall  in 
feet,  g^ves  2,656,200  hQrse-powers  gross,  which  are  equivalent  to 
the  working  energy  of  over  34,000,000  men,  laboring  without 
intermission  firom  year's  end  to  year's  end. 

The  power,  if  its  efficiencies' were  concentrated  into  the  ordinary 
working  hours  in  manufactories,  namely,  eleven,  for  812  days  * 
per  annum,  would  be  equal  to  6,628,100  horse. 
NottHnsoeptt-      Of  courso  a  Very  considerable  iGraction  of  the  force 
alluded  to,  exists  where  circumstances  prevent  it  from 


being  of  present  economical  value,  some  of  it  where  it  can  never 
be  made  of  account  as  a  source  of  power ;  much  of  it  is  consumed 
in  overcoming  the  friction  and  resistance  encountered  by  the 
waters  on  their  passage  to  the  tide,  and  much  of  it  enters  the 
ocean  in  the  form  of  the  velociiy  of  rivers.  But  there  still  remains 
an  enormous  sum  of  power  that  can  be  made  available  for  use  at 
low  cost,  as  is  demonstrated  in  Part  III.  of  this  Report.  As  to 
the  actual  amount  that  can  be  brought  into  use  for  the  usual 
working  hours  of  the  year,  with  an  expenditure  that  would  be 
deemed  reasonable  at  now  existing  prices  of  mechanical  power,  it 
is  a  sufficiently  close  approximation  to  assign  a  figure  between  one 
and  two  millions  of  horse-powers. 

*  A  portion  of  ttM  wffl  U  ffMmA  in  Ittt  XL,  In  oonaeelim  with  ottMT  tf  f  loOt^ 
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Subsection  A. — ^ThB  XLSTATIOK  as  DISPOSSD  IK  SLOPBS.    xheitodee. 

The  state  surface  as  disposed  in  its  different  parts 
with  respect  to  height  above  sea  level,  exhibits  the  following 
grand  features  :  First,  an  acclivity  or  ascending  slope  from  the 
shore  line  140  miles  into  the  interior.  Secondly,  from  the  divide 
or  water-shed  ridg^  there  reached,  a  counter  slope  or  declivity 
extending  78  miles  in  the  widest  part  to  the  northern  boundary. 
Thirdly,  a  general  falling  off  of  the  surface  from  west  to  east,  the 
altitudes  above  the  sea  being  less  as  thedistances  from  the  White- 
Mountain  highland  are  greater. 

The  divide  separating  the  first  two  slopes  has  a  xheirboimdaiy 
height  above  sea  level  varying  from  1,800  feet  in  the  iidgw.  ^ 
west  to  600  in  the  east,  1,085  feet  on  the  average.'*'  The  crest 
of  elevation  bounding  the  third  slope  on  the  west,  is  for  a  long 
distance  elevated  not  far  from  2^000  feet,  and  determines  the  flow 
of  waters  from  the  acyacent  State  into  our  own. 

The  three  grand  features  of  surface  conformation  OeneniuovB- 
specified,  account  for  and  determine  the  directions  of  TUtue  waton?* 
our  rivers,  which  being  reduced  to  a  mean  for  all  the  streams,  are 
south-southeast  in  the  southern  portion  of  the  State,  and  east- 
northeast  in  the  northern. 

The  territory  north  of  the  cross  ridge  is  called  the  Nanm  ud 
Noiihem  Slope,  south  of  it,  the  SoiUhem  Slope.    The  slopes. 
area  of  the  former  is  7,400  square  miles,  of  the  latter  24,100  square 
miles. 

Subsection  B. — OhARAGTKRISTICS  op  the   slopes.      The    OrtheVorthsrn 

Northern  Slope  is  marked  by  a  comparative  uniformity  ****** 
of  eievoHon  over  its  different  parts.  The  descent  from  the  water- 
shed ridge  on  the  south  to  the  St.  John  on  the  north,  is  not  suffi- 
cient to  give  more  than  a  slow  movement  to  the  streams ;  and  the 
depression  of  the  whole  basin  to  the  eastward  is  so  slight  that  the 
current  of  the  St.  John  itself  is  moderate.  The  Aroostook  leaves 
the  State  at  the  elevation  of  845  feet,  and  the  St.  John,  of  419  feet 
above  tide,  and  that  amount  of  fall  is  accordingly  lost  to  the  State 
— not  gained,  however,  it  may  be  added,  with  two  or  three  impor- 
tant exceptions,  to  the  adjacent  province  for  the  purposes  of  power, 
for  there  is  comparatively  little  available  power  upon  them  be- 
yond State.  Such  is  the  general  levelness  of  the  surface  of  the 
Northern  Slope  that  quite  extensive  districts  are  permanently 
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swampy ;  rapids  and  falls  are  much  less  nttmerons  and  less  strongfy 
marked  than  upon  the  Sonthem  Slope,  and  the  riyers  of  the  region 
are,  therefore,  as  a  whole,  of  somewhat  inferior  consequence  as 
tributary  to  the  water-power  of  the  State — ^inferior  as  compared 
With  those  of  the  southern  section. 

itetara  or  flw  The  features  of  the  Southern  Slope  affecting  its 
itopS^^^  watei^power  are  of  a  most  decided  character.  First, 
**^'  its  general  pikA  satnoor^l— which  as  defined  by  a  total 

mean  descent  of  1,085  feet. in  a  mean  distance  of  about  140  miles, 
corresponds  to  an  angular  depression  of  5\  circular  measurement, 
per  mile — ^is  sufficient  to  constitute  the  region  proper  water-power 
country ;  sufficient  to  carry  off  the  surplus  waters  without  pro- 
tracted exposure  and  waste ;  not  sufficient  to  hurry  them  off  in 
uAmanageble  volumes  to  be  succeeded  by  dearth,  and  sufficient  to 
secure  a  great  number  of  privileges  upon  which  the  waters  can  be 
used  over  and  over  again.  The  slope  is  most  rapid  in  the  western 
part  of  the  State,  and,  by  consequence,  in  that  part,  other  things 
being  equal,  water-power  is  most  abundant, 
uniftmn  djbrtri-  Secondly,  thd  declivity  of  the  Southern  Slope  is  to 
mS^,  ''*  an  unusual  degree  dietrlhuted  unifbrmfy  from  He  upper 
or  interior  limU  to  (he  ocean.  Many  water-sheds  use  up  the  greater 
part  of  their  fall  near  their  upper  or  interior  limit,  where  the 
streams  are  yet  too  small  and  inconstant  for  water-power,  so  that 
through  the  lower  part  of  their  course  the  rivers  move  upon 
almost  a  level,  and  however  valuable  for  the  purposes  of  naviga- 
tion afford  no  facilities  for  manu&cturing.  Our  Southern  water- 
shed on  the  contrary  descends  with  comparative  uniformity  to  the 
sea>  the  last  steps  being  taken  in  numerous  instances  close  on  the 
coast  line,  as  at  Eennebunk,  SacOi  Falmouth,  Brunswick,  Warren, 
Ellsworth,  Oherryfield,  Columbia  Fails,  Machias,  Dennysville,  etc. 
Water-power,  accordingly,  so  far  as  dependent  upon  the  general 
descent  of  the  water-shed,  may  be  expected  to  be  found  across 
the  entire  breadth  of  the  Slope  from  the  interior  to  the  sea,  and  it 
is  so  found. 

other  fettane.  Other  features  of  the  Slope  &vorably  affecting  its 
relations  to  water-power,  as  its  brokenness  of  surface, 
the  hardness  of  its  rocks  and  their  arrangement,  the  feasibility  of 
natural  and  artificial  reservoirs,  etc.,  will  be  considered  herein- 
after, under  the  appropriate  heads. 
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Section  3. — ^Mountaiks. 

The  moimtains  of  Maine  are  characterized  by  the  Their  UHuUng 
following  features :  First,  in  a  geographical  compari-  *'*'**' 
son  their  size  and  height  are  insignificant.  Their  loftiest  peak 
stands  in  the  sixth  rank  on  the  scale  of  elevation,  it  being  less 
than  one  mile  high.  Secondly,  they  consist  not  of  ridges,  which 
formation  is  impressed  upon  the  Appalachian  Chain  in  the  middle 
and  southern  parts,  but  of  peaks,  generally  more  or  less  conical 
in  form,  standing  sometimes  in  isolation,  sometimes  in  clusters, 
sometimes  in  short  ranges  of  greater  or  less  continuity.  Thirdly, 
they  are  comparatively  hare  of  dirt,  especially  about  their  sum- 
mits,— they  are  out-croppings  of  bald  rock  and  not  immense  swells 
of  land.    Fourthly,  about  their  bases  they  are  heavily  wooded. 

Consider  the  bearing  of  these  several  characteristics  TMt  esboi  •■ 
upon  the  water-power  of  the  State.    Streams  from  ^!£S!l^«f 
and  among  mountains  of  great  height  are  worthless  ^^^  ▼«*>"«■• 
for  power  purposes,  being  alternately  overwhelming  torrents  land 
attenuated  rills.    Thus  the  Ardeche  in  France,  an  Alpine  stream, 
with  a  catchment  basin  of  about  926  square  miles,  a  little  larger 
than  that  of  the  East  and  West  Machias,  sometimes  rises  sixty 
feet  in  the  lower  part  of  its  course,  and  its  volume  sometimes  goes 
up  from  a  few  score  to  8,845  cubic  yards  per  second,  or  more  than 
the  mean  delivery  of  the  Nile,  whose  basin  is  nearly  a  thousand 
times  larger.    Some  of  our  mountain  streams,  as  the  Wild  river. 
Swift  river,  Ellis  river,  and  others,  specified  in  Part  HI.,  fluctuate 
considerably,  and  are  of  comparatively  little  value  on  this  account 
as  working  streams,  but  they  do  not  vary  enough  or  are  not  large 
enough  to  affect  seriously  the  rivers  into  which  they  empty. 

The  conical  form  and  dispersed  arrangement  of  our  j^j^P^  ^« 
mountains  result  in  the  expression  of  less  moisture  mnfloi. 
from  the  clouds  upon  their  windward  slopes  than  would  occur 
upon  continuous  ridges,  and  by  consequesioe  in  a  more  equal 
diffMkm  of  rainfall  in  all  parts.  There  id  a  somewhat  heavier 
downfall  upon  one  slope  of  our  mountains  than  upon  the  other 
according  to  the  direction  of  the  rain  wind.  Thus  the  Saeo  rises 
very  rapidly  in  south  and  southeast  storms,  the  upper  Androscog- 
gin in  northeast  storms,  owing  to  the  unequal  deposition  upon  the 
opposite  slopes  of  the  White  Mountains.  The  Willey  Hunily 
perished  in  a  southeast  rain. 

As  our  inountainB  thtts  exercise  some  influence  upon  li  rtgu^  ^ 
the  dislxibution  of  raialftU,  so  tiiey  dotibii^sB  exercise  mniuL 
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some  influence  upon  the  anumni  of  rainfaU,  increasing  it  in  a 
degree.  The  amount,  however,  is  not  great,  bat  there  are  no  data 
for  determining  definitely  how  great.  The  Saco  and  Androscoggin 
rivers  are  the  principal  gainers  by  whatever  it  may  be. 
As  regards  tiw  Our  mountains  are  not  sufficiently  high  to  preserve 
snow  all  ihe  year;  of  course,  therefore,  they  fail  to  con- 


tribute to  the  volume  and  constancy  of  the  streams  from  this 
source  for  the  whole  year.  They  do,  however,  conserve  the 
accumulations  of  winter  until  the  last  of  June  in  their  ravines  and 
forests,  and  through  these  add  to  the  volume  of  the  rivers.  The 
White  Hills  do  not  lose  their  snow  wholly  during  the  year,  and 
the  resulting  gain  is  to  a  large  extent  ultimately  ours,  by  reason 
of  the  diversion  of  the  Saco  and  Androscoggin  into  our  domain. 
Bfltet  or  the  The  comparative  nakedness  or  denudation  of  soil  of 
^^^^21^  our  mountain  summits,  tends  to  the  sudden  precipita- 
■'"°^*^  tion  of  water  into  the  drainage  channels.    This  ten- 

dency is  however  checked  by  the  mass  of  spongy  vegetable 
deposit  in  the  forests  about  the  bases  of  the  mountains,  which  not 
unfrequently  holds  in  its  interstices  a  weight  of  water  twice  greater 
than  its  own.  It  is  further  abated  by  the  comparatively  moderate 
size  and  height  of  the  elevations  themselves. 
^     ^  ^^^         On  the  whole,  therefore,  the  influence  of  the  moun* 

dQB  of  MM*. 

tains  of  Maine  upon  its  water-power,  in  respect  at 
least  to  the  volume  and  constancy  of  motor  material,  is  small. 
This  is  great  gain,  for  the  utmost  that  water-power  can  hope  firom 
mountainous  districts,  in  the  particulars  in  question,  is  not  to  be 
damaged  greatly.  In  this  statement  no  reference  is  had  to  the 
office  of  mountains  in  contributing  to  the  required  slope  of  water- 
sheds or  to  the  hrokenness  of  surface  indispensable  to  waterfalls, 
circumstances  which  in  so  far  as  considered  at  all  in  this  Report, 
are  considered  elsewhere. 

Subsection  A. — Distbibutiok  of  thb  mountains.  The  principal 
summits  of  the  State  are  included  in  a  district,  approximately 
triangpilar  in  form,  the  vertices  of  which  fall  respectively  near 
Fryeburg,  the  Bald  Mountain  Ridge,  and  Mars  HUl,  the  sides 
being  respectively  125, 185  and  240  miles  long,  and  the  area  of  the 
whole  about  6,600  square  miles. 

Its  importuit         The  features  of  this  distribution,  important  in  their 

bearings  upon  our  water-power,  are,  first,  the  location 

of  the  principal  mountain  district  on  the  Southern  Slope  of  the 

State ;  secondly,  its  horizontal  expansion  in  the  western  part,  to 
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which  may  be  added  its  higher  general  altitade  in  the  same  part. 
These  conditions,  taken  together,  indicate  clearly  in  what  portion 
of  the  State,  other  circmnstanoes  being  equal,  the  streams  will  be 
affected  with  the  greatest  variations  of  volume  at  different  seasons, 
and  their  currents  most  broken  with  rapids  and  falls.  The  loftiest 
single  summit  in  Maine,  Katahdin,  5,885  feet,  stands  about  mid- 
way the  system,  or  east  thereof,  but  as  a  whole  the  mountain 
district  is  much  more  elevated  in  the  west,  and  in  the  west  there- 
fore its  influences  are  most  marked  and  powerful. 

Section  4. — Vallbyb. 

By  valleys  are  here  meant  those  depressions  in  the  ,^.^ 
general  surface  of  the  State  which,  whether  more  or 
less  extended  and  profound,  sufSce  to  accumulate  the  stirplus 
waters  of  adjacent  districts  tdtimately  into  a  single  drainage 
channel.  The  number  of  these,  large  and  small,  is  of  course 
indefinitely  great,  but  of  none  will  any  detailed  description  be 
given  in  this  coimection,  a  very  general  view  sufficing  our  present 
purposes. 

Our  valleys  partake  of  the  plain  rather  than  of  the  fo^anibantim, 
ravine  character.  They  consist  mainly  of  broad  tracts 
of  country  depressed  along  their  central  axis  and  separated  one 
from  another  by  wide  low  swells  instead  of  steep  escarps  and 
abrupt  mountain  chains  or  ridges.  Their  surface  is  variously 
broken  and  diversified  with  local  elevations  and  depressions,  which 
however  do  not  materially  affect  their  general  form. 

The  general  form  referred  to  is  of  high  importance  ^g^  thawon 
as  regards  water-power,  since  the  descent  of  the  water- 
sheds to  the  streams  determined  by  it  is  so  gradual  as  to  throw 
off  the  surplus  volumes  of  the  rains  or  of  snow-meltings  with  mod- 
erate rapidity,  and  so  as  consequently  to  reduce  the  liability  to 
destructive  freshets.  It  is  further  of  importance,  since  it  affords 
room  for  the  formation  of  large  lakes  and  ponds ;  and  still  further 
of  importance  in  that,  as  it  discourages  the  sudden  discharge  of 
surplus  waters  into  the  streams,  so  in  the  same  act  it  conserves 
them  against  the  season  of  drouth  and  low  water. 

The  crests  of  the  water-sheds  of  these  valleys  are  in  LoirnMs  of  fbe 
many  localities  so  low  relatively  to  the  adjacent  parts 
of  the  basins,  as  barely  to  determine  the  flow  of  the  waters  in  one 
direction  rather  than  another,  and  this  is  especially  the  case  in  the 
vicinity  of  the  ridge  dividing  the  Northern  and  Southern  Slopes. 
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Tbd  waters  of  the  St.  John  Southwest  Branch  and  of  Ihe  Penobsoot 
Northwest  Branch  are  drawn  in  part  from  the  same  swamps,  the 
Kennebec  and  Penobscot  are  separated  at  points  by  only  a  mile  or 
two  of  yexy  low  oonntry ;  the  head  waters  of  the  Penobscot  in 
freshets  actually  become  commingled  with  those  of  the  Allag^nash, 
Aroostook,  and  St.  Oroix.  So  that  the  geographical  marvel  is 
mBOj  times  repeated  within  onr  limits,  of  rivers  interlocking  at 
theiv  sonrces  and  flowing  off  in  different  directions  npon  different 
slopes ;  a  circnmslanoe  that  in  the  caae  of  a  common  canal  betwixt 
the  Orinoco  and  the  Amazon  has  been  thought  worthy  of  elaborate 
discossion  by  the  pen  of  Humboldt. 

vau^  or  tba  The  valleys  of  the  southern  part  of  the  State,  in  con- 
****^**^  trast  with  that  of  the  northern,  are  not  determined  in 
their  Une  of  length  by  the  trend  of  the  Appalachian  ridges,  their 
axis  being  in  almost  every  case  disposed  with  reference  to  those 
ridges  at  a  very  large  angle,  almost  i^  right  angle  in  several  cases. 
They  assume,  therefore,  the  appearance  of  channels  worn  or  of 
passages  fi>rced,  from  the  interior  to  the  ocean,  in  some  sort  con- 
trary to,  and  in  spite  of  the  opposition  of,  the  great  geological 
tendencies  of  Ihe  region  as  exhibited  in  the  Appalachian  chain. 
The  rivers  likewise  in  the  tortuosity  of  their  courses,  their  abrupt 
taxDB,  their  circnitous  detours  around  obstructing  hiUs,  their 
numerous  rips  and  rapids,  with  reaches  of  still  water  above  and 
beloWy  their  multitude  of  pitches  and  falls,  with  now  and  then  a 
proper  cataract — ^afford  constant  and  striking  evidence  of  the  im- 
parallelism  of  their  lines  of  motion  with  that  of  any  settled  regular 
lines  of  geological  depression  or  fracture.  They  force  their  way 
to  the  ocean  amongst  the  hills  as  best  they  can.  Hence,  in  part, 
tbeii  extraordinary  amount  of  water-powor. 
Vaii«9s  nA  The  valleys  of  the  State  are  of  great  importanoe  in 

that,  leading  as  they  do  iuto  its  interior  by  the  imme- 


diate side  of  and  enclosing  the  waterfalls,  they  afford  comparatively 
uniform  planes  npon  which  roads  and  railroads  can  be  constructed 
at  moderate  cost.  For  in  consequence  of  this  the  extraordinary 
&cilitieB  of  approach  to  our  water-power,  afforded  by  our  numer- 
ous and  excellent  harbors  and  the  navigable  portion  of  our  streamsi 
can  be  still  further  carried  but  to  any  required  extent.  The  ad- 
vantage referred  to  has  already  in  the  southern  part  of  the  State 
been  turned  to  some  account ;  though  as  yet  there  is  not  a  single 
railroad  that  follows  the  Unes  of  onr  river  valleys  one-fourth  the 
distance  from  the  ocean  to  the  northern  boundary.    The  railwa^y 


t)iiit  now  texmioates  9A  Skowheg%a  can  be  extended  the  whofe 
distance  to  the  St.  John  riveari  via  the  Kennebec,  West  Fenabeoot 
and  Allaguaah  TaUeys*  withwt  my  9erioa9  natmrajl  obataphi. 
The  eame  holda  true  of  the  Penobsopt^  Mattagamon  (East  Brainch), 
^IrooBtook  and  Fiah  9|ver  vaUeys,  The  importance  of  thia  is  not 
eaaQy  leaUaed  at  the  preaen^  tune^  but  it  will  to  in  the  coorae  of 


CHAPTER  in. 

The  moat  important  of  Aoae  features  in  liie  geologi-  BuAkMorite 
eal  condition  of  Maine,  which  obyionaty  Inflnenee  ita  "**  ^  ^'^^ 
water-power,  is,  the  rmMrkabh  induroMon  of  <fte  pock$.  Ttda 
diaracter  veanlta  from  or  ia  aaaooiated  with  (nnder  Hbe  general 
geological  law)  tfaeiv  eztreitte  sntiqiotyf  v^ary  much  the  hrgeat 
portion  having  taken  form  and  coherenoe  aa  rooka,  at  a  pariod 
antedating  the  introduotion  of  life  upon  the  globe,  or  at  leaat  at  ao 
early  a  period  that  anbseqnent  ezposurea  and  internal  changaa 
lukTe  obliterated  eveiy  trace  of  organissed  Uta, 

The  attribute  ia  qnestion  la  of  the  higheet  oonse*  ftiMmpwi 

meTODneif  off 

qnence  aa  reg^ards  water*power,  in  variona  vaspeotB.  iiwiiMriwdii. 
It  ia  only  rocks  of  estreme  hardneaa,  that  can,  aa  a  general  atae^ 
ment/  be  ooanted  npon  to  retain  (ha  rou^meu  and  brokmine$$^  of 
fofrm  impressed  npon  them  by  geological  forces  either  primordiaBy 
or  in  later  periods ;  and  by  conseqnence  npon  snob  rocks  only 
that  tiie  uneven  condition  of  river  beds  so  indispensable  to  water* 
power  can  be  seemed,  and  be  maintained  indefinitely.  Accordingly) 
atreama  in  our  State  are  found  to  be  still  broken  with  very  numei^ 
ous  falls  and  abrupt  rapids,  the  abrading  action  of  the  watem 
having  &iled  to  impair  the  preoipitonsnefls  of  their  descent;  or  to 
■Mike  any  profound  inpiesmon  upon  the  surroundkig  sirito. 

In  fiirther  consequence  of  this  feature  of  our  underly-  am  mguta 
lag  strata,  the  oadkmjbrm  of  ravage  upon  river  becbi  is,  ^^'"^ 
except  looaUy,  unknown  in  our  state.  Were  the  conditions  predia* 
posing  to  water-power  with  us  in  atl  odier  respects  the  same  as  at 
present,  with  the  exception  thai  om:  rivers  should  cut  their  chan* 
nels  to  enormous  depths,  aa  in  Arkansas,  Texaa,  Eansaa,  ete., 
miles  in  length  and  hundreds  of  feet  deep,  thus  separating  the 
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country  by  enormotis  chasms,  and  grading  off  the  courses  of 
the  streams  to  uniform  planes  of  descent — ^water-power  in  onr 
limits  wonld  be  an  impossibilty,  it  conld  not  exist.  There  are  a 
few  ravines  or  gorges  traversed  by  the  rivers  of  the  State  which 
for  a  short  distance  approximate  the  ca&on,  as  for  example  the 
*'  Gorge''  of  the  Seboois,  and  the  "  Rapids"  below  Indian  Pond  on 
the  Kennebec,  but  even  these  are  not  so  prononnced  in  their 
features  as  to  forbid  entirely  the  use  of  the  water-power. 
As  regards  In  further  consequence  of  this  feature,  our  rocks  are 

bj  pMtMiatioii.  comparatively  proof  to  the  circuJation  of  water  in  their 
structure,  which  in  certam  formations  is  conducted  so  freely  as 
quite  materially  to  affect  the  proportion  of  water  flowing  upon  the 
surface  of  the  land,  and  hence  into  the  channels  of  the  rivers. 
This  is  especially  the  case  with  the  softer  limestones,  which  are 
apt  to  be  hollowed  into  conduits  and  even  caverns  by  the  solvent 
power,  of  carbonic  and  perhaps  other  acids  derived  from  vegetable 
decomposition,  held  in  solution  in  the  percolating  waters.  Such 
caverns  often  run  great  distances  under  ground,  and  become  the 
water-way  of  considerable  streams  and  even  rivers,  as  in  the 
caverns  of  the  Peak  and  Oastleton  in  Derbyshire,  England,  and  in 
that  of  the  Nicajack  Gave  in  Georgia,  where  a  waterfall  occurs 
three  miles  under  ground.  In  the  limestone  districts  of  Oamiola 
and  lUyria,  "almost  every  lake  and  rivejr  has  a  subterranean 

■ 

source  and  subterraneous  exit."  The  caves  and  underground 
stsreams  of  Kentucky  are  doubtless  referable  to  the  agency  in 
question.  It  is  safe  to  assert  that,  comparatively  speaking,  next 
to  none  of  the  rainfall  of  Maine  is  disposed  of  in  this  summary 
manner,  and  thereby  lost  to  the  rivers. 

Vast  quantities  of  water,  likewise,  are  absorbed  in  the  crevices 
and  fissures  abundant  in  limestone  and  other  soft  rocks,  which  in 
the  season  of  drouth  is  lifted  to  their  surface  and  burned  away  by 
evaporation.  This  elevating  process  may  go  on  hundreds  of  feet 
above  the  water  line  in  the  earth  and  above  the  level  of  the  sea,  it 
being  dependent  upon  capillary  forces  and  therefore  quite  irrespon- 
sible to  ordinary  gravitating  agencies.  It  is  evident  that  the 
water  thus  circulating,  as  it  were  in  an  independent  system  of 
conduits,  will  not  add  materially  to  the  sum  of  water-power  in  the 
rivers.  This  process  of  absorption  into  and  evaporation  from  the 
rocks,  g^s  on  of  course  with  us,  as  everywhere,  but  &r  less  freely 
tihan  in  districts  whose  geological  formations  are  of  more  recent 
date. 
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The  oharaoter  of  our  rocks,  now  remarked,  is  of  witer-ttgbt 
peenliar  importance  in  connection  with  the  toater-  '•"®^***^ 
retaining  capacity  of  our  lakes,  iheee  being  in  the  large  majoritj  of 
caaes  in  consequence  of  it,  underlaid  and  walled  in  with  imporons 
material.  A  leaky  lake  or  pond  will  hold  water  no  better  than  a 
leaky  cistern.  It  is  important  also  as  rendering  water-retaining 
orHficial  resenroirs  feasible  to  a  remariiable  extent,  everywhere, 
in  fact,  where  the  lay  of  the  land  fiiyors,  or  admits  of,  their  con« 
stmction  and  of  the  neceeeaxy  convergence  of  the  streams. 

As  a  particnlar  phase  of  the  first  geological  cfaarac-  Roekt  anted  to 
teristic  already  noticed,  should  be  instanced  tiie  rela*  fH^^^^^ 
tively  enormous  development  of  rooks  aOied  to  granite  '*****®°' 
in  their  water-power  reaction,  including  true  granite,  syenite, 
gneiss,  and  the  schists  which  in  thickness  and  solidity  of  layers 
approach  gneiss. 

There  are  about  13,500*  square  miles  of  the  State  surfietce  occu- 
pied with  the  rocks  referred  to.  The  whole  region  west  of  the 
Kennebec  is  given  up  to  their  occupancy,  3,400  square  miles  of 
which  are  almost  exdusiTely  underlaid  with  granite.  A  belt  of 
the  same  fomily  of  rocks  extends  along  the  sea  coast  through  its 
whcAe  extent. 

The  rocks  specified,  more  especially  granite  and  gneiss,  are 
charaoterised  by  irregular  forms  in  eminent  degree,  ^e  natural 
result  of  their  endurance  under  wear.  Above  all  other  rocks  they 
break  up  the  sur&oe  of  water-sheds  and  the  channels  of  streams, 
and  thus  at  once  produce  water&lls  and  maintain  them  against 
impairment  by  natural  forces. 

The  rocks  are  so  located  as  to  exert  the  most  fkvora-  TiMir  favonbie 
ble  influence  upon  our  water-power.  As  extended  ^'''^^' 
along  the  coast  they  produce  a  large  number  of  powers  in  close 
proximity  to  navigable  waters.  As  thus  situated,  also,  they  have 
in  ages  past  checked  the  wear  of  our  river  valleys  and  the  cutting 
bacdnvard  of  our  river  channels,  processes  which  of  necessity  begin 
at  the  mouths  of  streams  and  retrocede  as  the  softness  of  the  snr- 
rounding  materials  allows,  and  which  are  attended  with  the  im- 
pairment or  total  obliteration  of  water-power. 

The  rocks  in  question  are  accumulated  upon  the  Southern  Slope 
of  tiie  State,  and  in  particular  and  in  their  most  characteristic 
forms,  upon  tiie  western  part  thereof^  and  there  conspire  with  high 

*  Ertlmated  firasi  Hi(choook*8  Geological  Map  of  MaIbc  and  the  accompanying  Report. 
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elevation  and  favorable  planes  of  descent,  to  prodaoe  the  largest 
possible  amount  of  power.  Hence  in  the  region  of  the  Salmon 
Falls,  Saco,  Presampscot  and  Androscoggin  rivers,  an  amount  of 
manufacturing  power  is  found,  quite  in  excess  of  that  due  to  the 
areas  of  the  basins. 

TheiUftUfled  The  13,600  square  miles  of  rocks  referred  to  in  the 
foregoing  paragraphs  being  excluded,  there  remain 
18,000  square  miles  of  the  more  definitely  stratified  masses,  in 
which  the  schistose  character  is  conspicuously  exhibited.  As 
found  with  us  they  are  chiefly  clay  slate  and  mica  schist. 

The  grand  circumstance  to  be  noticed  respectii^  these  rocks, 
is,  (as  is  true  indeed  of  all  the  stratified  rocks  in  the  State,)  that 
the  lines  of  stratification  are  rigfU-angled  to  (he  courses  of  the  prin- 
cipal rivers,  and  of  all  our  chief  rapidly  sloping  rivers.  As  thus 
disposed  the  out-cropping  ridges  of  the  strata,  as  a  general  rule, 
run  across  the  streams,  and  so  produce  pitches  and  sudden 
descents,  which  according  to  their  steepness,  brokenness,  and  the 
associated  volume  of  water,  take  the  form  of  n^ids,  rips,  falls,  or 
cataracts.  There  are  very  many  water^powers  in  the  State  refera* 
ble  to  this  orig^. 

It  may  be  added  respecting  these  rocks  that  as  found  with  us 
they  are  of  exceptional  solidity,  and  accordingly,  save  in  the 
limited  districts  where  lime  enters  as  an  important  ingredient  into 
their  constitution,  as  on  the  Aroostook,  they  are  found  upon 
streams  resisting  water  wear,  not  unfirequently  with  almost  the 
pertinacity  of  granite. 

Exposure  of  Lastly,  the  pulverized  material  constituting  soil,  is 

the  rock.  |^  Maine  as  indeed  throughout  New  England,  shallow 

in  depth.  By  consequence  the  rock  is  to  an  unitsual  extent  exposed. 
Especially  is  this  true  in  and  upon  J^he  water  courses.  Some  of 
our  rivers  and  very  many  of  our  smaller  streams  run  in  channels 
of  stone,  and  the  sides  and  bed  of  nearly  all,  especially  on  a 
Southern  Slope,  are  rock-set  and  rock-bound,  though  at  the  sup- 
face  locally  covered  with  earth. 

The  importaace  The  practical  importance  of  this  fact  is  great.  Those 
riparian  ravages  and  vagrant  diversions  of  river  courses 
which  in  alluvial  districts  are  productive  of  so  much  inconvenience 
and  occasionally  of  serious  loss  of  propert^y  are  with  us  substan- 
tially unknown.  Ganak  and  raceways  can  be  constructed  in  the 
native  rock,  and  once  completed  need  no  repairs.  Mills  and  ap* 
purtenant  structures  can  be  planted  upon  ledge  bottom  and  so 
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made  proof  at  once  against  the  corrosion  of  under  cnrrents  and 
the  momentam  of  freshets. 

In  particular,  as  the  result  of  the  fact  that  our  streams  are  thus 
carried  in  rock-bound  conduits,  dams  are  susceptible  of  location  at 
almost  any  point  where  the  slope  of  the  stream  is  sufficient  to  form 
a  rapid,  and  upon  improvement  to  constitute  a  water-power.  So 
that,  dam  succeeding  dam,  the  whole  descent  of  the  streams  is 
capable  of  being  utilized  for  power  purposes,  the  loss  from  flowage 
and  from  the  degradation  and  erosion  of  the  banks  upon  eloTation 
of  the  water  surface,  being  as  a  general  statement,  very  small. 

From  the  statements  already  made  it  is  easy  to  infer  Bonding 
that  stone  of  suitable  quality  for  construction  purposes 
is  in  nearly  all  parts  of  the  State  comparatively  abundant  and 
cheaply  procurable.  The  gnmite  quarries  of  the  coast  in  particu- 
lar are  unrivalled  for  the  excellence  of  the  stone  and  the  facility 
with  which  enormous  masses  are  transferred  direct  from  the  native 
bed  to  the  decks  of  ships. 


CHAPTER   IV. 

CONDITIONS    OP    SURFACE 


The  conditions  of  surface  which  in  any  region  exercise  a  marked 
influence  upon  its  water-power,  are  three — ^namely,  surface  aspect, 
surface  materials,  and  vegetation. 

Section  1. — Surface  Aspect. 

By  far  the  most  important  and  characteristic  feature  miuneM  or 
of  the  topography  or  sur&ce  forms  of  Maine  is  its 
hiUiness.    The  grade  of  unevenness  intended  to  be  specified  is 
above  the  undulating  and  below  the  mountainous,  approaching  the 
former  more  nearly  than  the  latter.    In  other  words,  Maine  as  a 
whole  is  moderately  hiUy, 

In  consequence  of  the  unevenness  of  the  State  sur-  ^^  ^^^^ 
&ce,  the  surplus  of  the  rain&ll  is  gathered  into  the 
streams  with  less  waste  by  the  atmosphere  and  by  infiltration, 
than  is  associated  with  flat  water-sheds,  and  the  volume  of  the 
streams  is  accordingly  more  copious.    The  surface  being  only 
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moderaiely  broken,  ihe  waters  are  not  harried  into  the  rivers  in 
torrents, — ^torrents  which  cannot  be  nsed  in  passing  and  leare 
nothing  to  be  used  when  passed.  The  hilliness  in  qnestion  tends, 
therefore,  to  secure  a  moderate  supply  of  water  to  the  drainage 
channels,  and  to  secure  it  all  the  year,  avoiding  alike  the  evapora^ 
tion  and  infiltration  waste  of  the  level  water-shed  and  the  torrent 
waste  of  the  mountainous.  So  that,  as  a  whole,  the  surfaoe  forms 
of  the  State  react  most  favcMtkbly  upon  the  constancy  of  the  water- 
power,  and  therefore  upon  its  economical  value. 

Section  2. — Subjtaok  Matrbuls. 

BiiiBct  or  soUs  From  a  drainage  area  of  bare  rock,  water  would  pour 
«nlmtflr.^"^^  off,  as  irbm  the  pavements  of  a  city  into  the  gutters, 
with  great  rapidity,  would  presently  disappear  entirely,  and  the 
streams  would  dry  up.  Soil,  on  the  other  hand,  dams  the  water 
back  by  its  particles  and  detains  it  by  adhesive  attraction ;  the 
water  finds  by  consequence  slow  passage  through  the  millions  of 
channels  opened  for  it  amongst  the  grains  of  the  dirt,  and  con. 
tinues  therefore  to  feed  for  a  long  time  the  associated  streams. 

Thus  in  the  dry  deserts  of  the  low  latitudes,  where  as  in  western 
Sahara,  or  Australia,  rain  sometimes  intermits  for  two  years,  the 
springs  at  the  bottom  of  the  waddies  or  valleys,  yield  without  ces- 
sation their  treasures  of  water,  and  as  it  were  from  inexhaustible 
subterranean  fountains.  One  of  the  names  given  to  the  Sahara, 
in  the  poetical  language  of  the  Arabs,  is  the  "  Desert  of  the  Hid- 
den Sea."  So  that  the  waters  received  in  the  occasional  bursts 
of  rain  is  thus  demonstrably  held,  even  for  years,  in  the  surfttce 
matters  of  the  basin,  all  the  while  slowly  working  passage  to  the 
points  of  discharge. 
Bulk  of  the  ror-      Where  Burfacc  material  are  accumulated  in  immense 

ttM  materials 

or  Maine.  mass,  as  upon  the  large  aUuvions,  the  surplus  of  the 
rains  in  c&nsiderable  measure  penetrates  below  the  streams  and 
works  off  into  the  ocean  by  constant  and  diffused  flowage  through 
the  whole  body  of  the  ground.  Hence  the  fact  that  the  soil  of 
Maine  is  shallow,  as  it  unquestionably  and  obviously  is,  as  com- 
pared with  the  formation  referred  to,  reacts  favorably  upon  the 
volume  of  the  rivers.  A  shallow  depth  is  sufficient  since  our  rains 
are  uniformly  distributed,  are  rarely  for  a  long  time  intermittent, 
and  are  never  very  heavy,  sufficient  to  absorb  the  water  against 
evaporation,  and  not  sufficient  to  sqander  it  in  or  through  the 
lower  depths  of  the  ground. 
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The  physical  quatUy  of  6oik  with  reBpect  to  the  ab-  The  quality  or 
sorption  and  transmission  of  water  is  of  not  less  oonse-  ^e  m^^m?<S' 
quenoe  tiiaa  their  quantity.  Orayels  and  sands  absorb  ^'*^' 
water  with  great  freedom,  but  being  unable  to  retain  it,  affect 
streams  ninning  through  them  with  marked  fluctoatione  of  volumei 
so  at  least  unless  their  mass  is  great.  Clays  although  a  little 
tardy  in  the  reception  of  water  are  extremely  retentive  of  it,  and 
thus  on  the  whole  equalize  the  flow  of  streams.  Loams,  i.  e., 
mingled  sand  and  clay,  as  also  vegetable  mould,  are  both  retentive 
of  water  and  freely  receptive  of  it,  and  accordingly  impart  to 
streams  great  regularity  of  volume — ^not  passing  it  too  rapidly  as 
do  sands,  and  not  suddenly  shedding  it  as  do  clays  in  a  degree. 

It  is  undoubtedly  true  in  Maine,  as  indeed  nearly  all  The  pKnOMit 
the  world  over,  that  sand,  i.  e.,  rock  broken  into  fine  •***^ '^  ****"*• 
grains  but  not  powdered,  is  more  abundant  than  those  exceedingly 
minutely  divided  soils  which  are  as  respects  their  reliction  upon 
water,  dayey  in  quality.  A  very  large  proportion  of  our  subsoil 
appears  to  be  pan,  that  is,  sand  consolidating  or  cementing  into 
ledge.  Relatively,  however,  the  ordinary  proportion  of  granular 
ted  and  of  powdered  surface  materials,  the  soil  of  Maine  is  b^ 
lieved  to  be  more  than  ordinarily  clayey. 

In  response  to  inquiries  sent  into  every  town  and  plantation  in 
the  State,  the  prevailing  surface  materials  have  been  represented 
as  follows : 


EivBa  BAsat • 


Saeo, 

Androteoggio. 
Kennebee, .... 
Peoobtoot,.... 

St.  Jobs, 

Presiimpwot, . 
8h«efMoU*.... 
NarraciiAguB, . 
VttmyB, 


t 

8 

6 

16 


8 
2 
3 
2 


42 


'9 

a 

A 


3 
3 

6 
T 
1 
6 


29 
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a 

A 
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3 
1 
S 


11 


4 
6 
U 
16 
6 
3 
2 
2 
2 


62 


16 


1 

1 

1 

1 

4 

6 

16 

1 

2 

2 

46 


The  loams  and  clays  are  represented  in  113  units  and  the  sandy 
soils  in  82  units.  The  testimony  in  many  cases  refers  to  the  exis- 
tence of  "clayey  subsoils"  where  sand  is  abundant  at  the  sur&oe, 
which  make  their  appearance  only  in  cuttings,  excavations  for 
wells,  cellars,  in  river  beds,  etc.    Not  improbably  returns  from 


22  WAXU  FOWIR  OF  MAIKl.  [PABf  I. 

the  interior  and  mountainous  portions  of  the  State  will  show  a 
larger  proportion  of  loose  soils. 

Consistently  with  the  facts  reported  is  that  prime  necessity  of 
successful  tillage  with  us,  which  is  insisted  upon  first  and  last  in 
our  agricultural  journals  and  in  the  invaluable  reports  of  the  Secre- 
taiy  of  the  Board  of  Agriculture,  namely,  underdraining. 
utatof  the  The  sand  and  gravel,  or  drift  materials  found  upon 

MindB  and  grav-  .  •    n 

eisinMAtDe.  our  surfaces,  exert  an  mnuence  upon  water-power 
much  less  marked  and  detrimental  than  would  be  exercised  were 
our  rain^EhU  less  uniformly  distributed  through  the  year.  Sands 
and  gravels  cannot  hold  water  long,  and  in  our  State  they  are  not 
required  to  hold  it  long,  one  downfall  succeeding  another  at  not 
remote  intervals,  and  supplying  the  loss  of  percolation  and  evapo- 
ration. 

Section  3. — VsacTATioN. 

Under  this  head  forests  alone  will  be  referred  to.    This  form  of 
vegetation  far  exceeding  any  other  in  its  area  of  occupancy  of  the 
State  surface,  and  from  its  bulk  and  large  development  exercising 
the  most  powerful  influence  upon  water  disposal. 
forateMd  As  to  whether  forests  materially  increase  the  stem  of 

'^^'  water  precipiMed,  there  is,  notwithstanding  the  vari- 

ous  facts  and  incidents  alleged,  no  evidence  on  a  sufficientiy  broad 
scale  and  sufficientiy  unequivocal  to  be  at  all  decisive  of  the  ques- 
tion. It  is  however  quite  certain  that  their  influence  in  this  re- 
gard is  of  far  less  consequence  than  as  exercised  upon  the  ultimate 
disposal  of  the  water  after  it  has  once  reached  the  eartii.  This 
latter  will  now  be  considered. 

The  UTing  tree       The  living  tree  may  be  regarded  as  an  evaporating 
machine,  exposing  as  it  does  a  surface  of  transpiration 


far  greater  than  the  area  of  ground  covered  by  its  mass.  A  sin- 
gle black  birch  has  been  estimated  to  run  sixty  barrels  of  sap  from 
one  tap  in  the  Spring.  The  experiments  of  Williams  went  to 
show  that  trees  in  their  full  vigor  evaporate  a  proportion  of  water 
greater  by  one-third  than  a  water  surface  equal  in  extent  to  the 
breadth  of  ground  covered  by  the  trees.  Whether  this  estimate 
be  greatiy  or  slightiy  excessive,  there  is  no  question  that  as  living 
organisms  trees  waste  the  supply  of  river  material,  and  thus  refict 
unfavorably  upon  water-power.  With  us  however  trees  operate 
thus  for  less  than  one-third  of  the  year,  the  actual  period  of  growth 
fidling  below  four  months. 
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Begarded  as  masaea  of  maHer  trees  have  an  effect  FomiiaiMAe 
quite  to  the  contrary.  First,  ihey  shade  the  grwmd,  ^•«~*'°**' 
and  thns  prevent  the  sun  from  parching  away  the  water  contained 
in  tiie  gronnd,  which  accordingly  stands  its  chance  of  ultimately 
reaching  mill  wheels.  Our  forests  being  for  the  greater  part  ever- 
green, shade  the  ground  oJt  M  seasons.  They  check  therefore  the 
waste  of  winter  snow  as  well  as  the  waste  of  summer  rain.  Noth- 
ing is  more  common  than  for  patches  of  ice  formed  of  solidified 
snow,  to  be  found  lying  here  and  there  in  the  defiles  and  ravines 
of  our  woods  as  late  as  early  June,  saturating  the  ground  about 
them  in  their  melting,  and  sending  off  streamlets  to  the  nearest 
brook,  lake  or  river. 

Forests  check  the  movement  of  (he  atmosphere,  both  the  oiMtroet  tbe 
horizontal  and  the  vertical,  one  or  the  other  of  which  ouii«nt8. 
is  always  in  circulation,  and  thus  prevent  or  diminish  the  removal 
of  moisture  from  their  area  of  occupation  by  tbe  convective  power 
of  the  winds.  This*is  a  circumstance  of  great  importance,  as  may 
be  inferred  from  the  rapidity  with  which  roads  dry  up,  or  clothes 
from  the  laundry  dry  off,  during  the  prevalence  of  wind.  Our 
woods  being  so  largely  evergreen  check  the  movement  of  the 
winds  at  all  seasons,  and  abate  evaporation  therefore  at  all  sea- 
sons, a  matter  of  some  consequence  since  vaporization  goes  on 
from  snow  and  ice,  and  from  water  at  all  temperatures,  and  is  ac- 
celerated by  wind  from  four  to  ten  fold,  as  experiments  show,  and 
according  to  circumstances,  whatever  the  temperature  may  be. 

In  the  fourth  place,  forests  roughen  and  break  up  Boaghenaie 
the  ground  through  which  their  roots  force  passage,  *'™*^* 
so  that  water  can  penetrate  it ;  and  so  that  in  innumerable  depres- 
sions and  sinks  formed  by  the  heaving  ground  over  the  roots,  its 
volume  when  in  surplus  can  be  husbanded  against  too  sudden 
removal.  This  is  especially  important  upon  hilly  and  mountainous 
water-sheds,  contributing  to  their  uniformity  of  discharge. 

Lastly,  as  was  observed  in  the  section  on  mountains,  Aoowi^rte 
forests  cover  the  ground  beneath  them  with  masses  of  matter. 
vegetable  maUer  which  holds  water  like  a  sponge,  and  thus  favor 
the  uniformity  of  the  volume  of  the  connected  rivers. 

The  combiaed  and  last  result  of  all  these  infiuences  som  of  the 
is  to  increase  the  amount  of  water  that  shall,  other  con- 
ditions favoring,  be  available  for  manufacturing.     The  further  re- 
sult is  to  regulate  the  supply  or  delivery  of  the  water,  in  which 
respect  the  function  of  forests  is  probably  of  not  less  importance 
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than  in  regard  to  the  volume  of  water.  In  one  word,  forests  eon- 
tribute  in  a  very  important  measure  to  the  two  prime  essentials  of 
water-power,  namely,  its  volume  and  constancy,  their  influence  in 
this  respect  being  exceeded  by  only  thai  of  lakes  and  surfiftce 
materials.  / 

Subsection  A. — Extent  op  thb  forest  surfaces  of  Maine.  The 
following  table  probably  gives  a  tolerably  close  approximation : 

Area  of  the  State, Sl,500  flqoare  miles. 

Approximate  area  of  lakes,  ponds,  and  rlyer  sarfaees 8,200  **  ** 

ITotallandsBTftMM,..'. 18,900  *'  « 

iBfiwmi 9,000  **  <« 

In  the  wilderneiB  stote,  therefore, 19,300  **  ** 

Of  the  farm  lands  there  are  Ulled 4,200  *'  *• 

Learing  in  pastures,  woodlots,  etc., 4,800  **  (* 

Of  this  one-half  (?)  wood 2,400  «*  ** 

Total  woods,  10,300  +  2,400 -*  600, 21,200  •*  ** 

The  500  square  l!iiiles  subtracted  are  by  way  of  allowance  for 
bare  spots,  mountain  tops  and  slopes,  ledges,  heaths,  and  tracts 
too  barren  to  support  trees.  We  have  therefore  a  sum  total  of 
forest  surface,  in  farm  and  out,  of  about  21,000  square  miles,  and 
of  this  not  far  from  15,000  square  miles  in  the  northern  and  south- 
eastern districts,  are  to  only  a  limited  extent  entrenched  upon  by 
clearings. 

The  primeval  woods  of  Maine,  accordingly,  still  cover  an  extent 
seven  times  that  of  the  famous  "  Black  Forest "  of  Germany  at 
its  largest  expanse  in  modem  times.  The  States  of  Rhode  Island 
Connecticut,  and  Delaware,  could  be  lost  together  in  our  northern 
forests,  and  still  have  about  each  a  margin  of  wilderness  sufScient- 
ly  wide  to  make  its  exploration  without  a  compass  a  work  of  des- 
perate adventure. 

Favorable  The  forcsts  are  to  an  important  extent  so  located 

foreets.  as  to  exorclse  their  characteristic  influence  upon  water- 

power  to  the  best  advantage,  namely,  witihin  and  upon  the  moun- 
tain region  of  the  State.  So  situated,  their  special  efficiency  will 
be  readily  understood  and  appreciated  in  view  of  statements 
already  made. 

Their  prtMpeo.        Thus  locatod,  much  of  the  forest,  that  upon  the 
ve  penna-       mountains  themselves,  inaccessible  from  their  situation 


and  form,  bids  fair  to  be  as  permanent  as  the  rocky  elevations 
upon  which  it  is  planted.  For  a  long  time  the  woods  about  the 
head  waters  of  our  rivers  will  remain  substantially  as  they  now 
are,  deprived  indeed  of  their  heavier  timber,  but  still  woods,  and 
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dense  woods.  So  ihat  the  influence  of  forests  upon  water  supply 
with  ns,  as  it  is  unqnestionably  important,  so  does  it  in  consider- 
aUe  measure  bid  &ir  to  be  permanent. 

The  cuttingK>ff  of  our  forests,  eyen  if  quite  thoroughly  sAwt  or  uw 
effected,  would  have  a  far  less  detrimental  influence  cwMi. 
upon  the  delivery  of  our  rivers  in  point  of  both  annual  sum  and  vol* 
ume  at  different  seasons,  than  would  be  experienced  in  lower  lati- 
tudes, hotter  climates,  and  districts  affected  by  periodical  rains,  or 
in  districts  excessively  mountainous,  as  amongst  the  Alps,  and 
visited  by  rains  of  great  violence  and  volume.  Because  the 
Azores,  the  Madeira  islands,  Palestine,  the  piedmontane  districts 
of  the  Alps,  etc.,  have  suffered  variously  fix)m  water  dearth,  or 
inundation,  or  both,  in  consequence  of  the  removal  of  forests,  it 
by  no  means  follows  that  Maine  will  suffer  in  the  particulars  re* 
ferred  to,  in  equal  degree  or  even  seriously. 

Maine  having  a  cool  climate,  non-periodic  rains,  an  exposure 
oceanic  on  the  south,  maritime  on  the  east,  northeast,  and  south- 
east, being  swept  by  Oulf-Stream  vapors,  and  being  furnished 
with  enormous  natural  reservoirs,  can  be  shorn  of  its  woods  with 
comparative  impunity,  so  fisur  at  least  as  respects  the  flow  of  the 
rivers,  and  without  reference  to  agricultural  or  other  reactions. 
In  other  words,  the  circumstance  of  less  or  more  vegetation  upon 
its  surfaces  becomes  comparatively  unimportant  in  a  district  whose 
general  geographic  conditions  and  exposures  are  such,  and  are 
such  as  to  exercise  an  influence  so  pronounced  and  commanding 
upon  both  the  precipitation  and  removal  of  water.  On  this  same 
principle,  the  northwest  coasts  of  North  America,  all  northwestern 
Europe,  the  British  Isles,  China,  (proper),  and  many  other  regions 
are  and  will  remain  heavily  watered  countries  whether  their  woods 
are  cut  off  or  not. 

In  particular,  the  natural  reservoirs  of  the  rivers  of  Maine  are 
of  such  capacity,  that  were  the  forests  wholly  cut  away,  the  low* 
run  volume  of  the  streams,  or  of  nearly  all,  could  still,  by  the  use 
of  the  reservoirs,  be  raised  to  and  maintained  at  a  figfure  greatly 
in  excess  of  the  natural  or  present  summer  run.  Of  this  we  have 
demonstration  in  the  &ot  that  the  streams  which  are  the  most  con* 
stant  in  their  supply  of  water,  as  at  present  used,  are  on  the  ooaat| 
and  in  particular  in  the  southwest  part  of  the  State,  the  Mousami 
Presumpscot,  Salmon  Falls,  etc.,  from  whose  drainage  territory  the 
greater  part  of  the  forest  has  been  removed,  but  whose  storage 
basins  have  been  brought  into  use,  and  which  realize  hundreds  per 
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cent,  more  power  than  when  the  forests  were  comparatively  intact, 
and  the  reservoirs  nnimproved. 

sfltot  of  forat  It  may  be  proper  to  add  that  ibe  reasons  for  preserv- 
«Mapoo^.  ing  forests  are  much  more  urgent  with  reference  to 
^^^^"^  agricttltnre  than  water-power.    So,  first,  because  trees 

operate  in  favor  of  cultivated  plants,  as  shelters,  etc.,  in  modes 
which  are  quite  inoperative  as  reg^ds  water-power;  and  so,  sec- 
ondly, because  streams  being  fed  by  under-ground  storage,  suffer 
&r  less  in  dry  times,  especially  the  larger  streams,  than  cultivated 
plants,  because  they  draw  water  supplies  from  much  greater  depths 
and  masses  of  earth.  The  retention  of  vast  bodies  of  forest  is  quite 
a  different  matter  from  preserving  tracts  and  belts  of  moderate  size 
scattered  over  the  general  face  of  the  country,  though  too  fre- 
quentiy  confounded  with  it  in  discussions  upon  the  topic. 


CHAPTER   V. 

LAKES. 


Section  1. — Influkkob  of  Lakks  upon  Watkb-Pover. 

impotuMe  or        There  ia  no  other  physical  feature  of  a  coantrr  that, 
lefcrenoe  to       Under  the  control  of  man,  can  be  made  to  contribute  to 


the  constancy  of  water-power  in  equal  measure  with 
lakes.  The  importance  of  this  will  appear  when  it  is  remembered 
that  water-power,  only  in  proportion  as  it  is  constant,  becomes  suit- 
able for  extensive  manufacturing,  where  large  amounts  of  capital 
are  invested  in  stock  and  materials.  It  may  be  profitably  employed 
for  local  conveniences  and  in  small  establishments,  even  though  it 
be  variable  at  different  seasons,  and  at  some  parts  of  the  year 
reduced  to  almost  nothing.  But  under  such  conditions  only  can 
highly  variable  water-power  be  advantageously  employed,  as 
against  steam  in  connection  with  which  intermissions  of  efficiency 
can  be  guarded  against  by  proper  precautions,  and  flood  and 
drouth  alike  are  shorn  of  their  power.  Some  of  tiie  more  important 
modes  will  now  be  specified  in  which  lakes  exert  a  favorable 
influence  upon  water-power. 
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They  store  up  the  Burplus  of  heavy  rams  and  of  inkMM 
snow-melting^,  and  so  provide  power  material  in  the  *°'*«****"- 
season  of  excess  ag^ainst  the  season  of  dearth.  They  are  therefore 
natural  reservoirs,  oftentimes  of  a  capacity  which  man  would  not 
presume  to  emulate  by  artificial  constructions,  provided,  too, 
almost  firee  of  cost,  and  capable  of  being  put  to  actual  use  with 
insignificant  outlay. 

Lakes  with  us  and  in  our  climaie  serve  a  double  use  as  reser- 
voirs, namely,  against  both  the  drouth  of  summer  and  the  drouth 
of  winter.  During  our  mid  winter,  precipitation  takes  place  largely 
in  the  form  of  snow.  Moreover  the  water  upon  the  surface  of  the 
ground  is  to  a  considerable  extent  turned  to  ice  and  immovably 
fixed,  and  the  ground  itself  in  all  its  upper  stratum,  saturated  with 
wet,  is  frozen  solid,  and  yields  no  contributions  to  the  streams. 
Accordingly  such  streams  as  are  improvided  with  reservoirs  run 
low  in  winter,  though  rarely,  if  ever,  so  low  as  in  midnsummer. 
Those  on  the  contrary  fed  by  lakes  and  ponds  continue  to  yield 
approximately  their  usual  supply,  the  g^at  body  of  the  water 
being  protected  against  congelation  by  the  sheet  of  ice  and  snow 
incumbent  upon  the  surface  of  the  reservoirs. 

Lakes  contribute  to  lessen  (he  frequency  and  violence  i«k«  aiinin- 
of  freshets.  In  the  act  of  storing  up  water  in  floods  and  "^^•■'*^- 
snow-meltings,  they  reduce  the  pressure  upon  the  discharge  capac- 
ity of  the  streams,  thereby  enabling  them  to  pass  off  the  surplus 
volumes  with  a  comparatively  moderate  rise  of  sur&ce.  Upon 
rivers  subject  to  excessive  floods  manufisu^turing  works  have  to  be 
constructed  of  great  strength  to  withstand,  and  with  extreme  nicety 
to  exclude,  the  water ;  and  most  generally  if  so  built  as  to  be  safe 
against  the  overflow  of  one  season,  are  high  and  dry  at  the  low 
water  of  another. 

Lakes  give  opportunity  for  the  formation  of  far  less  uimaxkitiM 
tee  than  would  be  made  out  of  an  equal  quantity  of  loa. 
water  dispersed  in  streams  and  upon  the  general  sur&ce  of  the 
land,  the  great  body  of  the  water  being  protected  from  the  action 
of  the  cold  by  the  non-conducting  covering  of  ice  and  snow  incum* 
bent  upon  it.  Lake  ice  before  "going  out''  becomes  rotten, 
breaks  up  and  separates  into  a  mere  sludge  of  crystals,  incapable 
of  harm,  whereas  the  ice  of  streams  is  torn  from  its  restingp-place 
by  the  strong  traction  of  the  current,  while  yet  it  has  cohesiveness 
enough  to  cling  together  in  large  masses  and  to  deal  very  heavy 
blows. 
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The  water  of       The  watOF  of  lakes  and  ponds  is  toarm  so  that  mills 

Jakw  Winn  in 

winter.  near  them  and  fed  by  them  experience  no  trouble  from 
the  forming  of  ice  about  their  wheels  in  OTcn  the  coldest  weather. 
LtkMud  fiw  Lakes  add  to  A6  annual  amount  of  river  disc^wrge  by 
dtiA^etlS^^*  accumulating  the  water  from  a  wide  land  sui^e  into 
^^'^"'^  a  limited  receptacle  whose  sur&ce  alone  is  exposed  to 

the  sun  and  winds,  and  whose  great  body  is  sheltered  against 
waste.  Water  when  in  the  mass  of  the  ground  is  most  tenaciously 
held  against  evaporation,  but  when  the  ground  will  hold  no  more 
and  a  residue  must  be  disposed  of,  that  is  &r  better  conserved  in  a 
lake  than  when  dispersed  upon  a  land  surftce. 
intaneptttA  LakoB  Operate  to  the  same  result  by  dividing  with 
mtanoSrLs  their  deep  concavities  the  strata  of  the  ground,  and 
lower  groand.     ^^  receiving  a  larger  share  of  that  volume  of  water 

which  circulates  in  the  earth,  below  the  streams,  and  which  other- 
wise would  work  off  into  the  ocean  by  diffused  flowage  through 
subterranean  channels.  Hence  it  is  that  many  of  our  lakes,  as, 
conspicuously,  the  Schoodic  chain  and  Sebago,  discharge  far  more 
water  than  they  visibly  receive  from  the  inflow  of  tributary 
streams. 

Section  2. — ^Ths  Laks  System  oi*  Maini. 
Numbw  taA  The  first  feature  of  the  lacustrine  system  of  the  State 

area  of  the  lakes  ^ 

In  Mala*.  to  be  noticed,  is  the  extraordinary  number  and  size  of 
the  componerU  lakes.  Maine  in  fact  constitutes  the  southeastern 
extreme  of  the  Oreat  North  American  Lake  System,  which  extends 
hence  westward  to  the  Oreat  Lakes  inclusive,  and  thence  to  the 
Arctic  sea.  There  are  but  three  or  four  districts  on  the  globe,  not 
more  extensive  than  Maine  and  equally  habitable  in  other  respects, 
upon  which  an  equal  number  of  receptacles  for  impounding  rainr 
fall  of  not  inferior  capacity  and  sur&ce  is  to  be  found.  The  total 
count  of  those  represented  upon  the  maps,  as  connected  with  our 
rivers  both  within  and  beyond  the  State,  not  including  the  multi- 
tudes of  small  ponds  scattered  about  the  State  in  such  profusion 
that  almost  every  neighborhood  and  school  district  has  one,  and 
not  including  the  great  number  of  small  ponds  in  the  wilderness 
districts  which  are  not  represented  upon  any  map— is  not  less  than 
one  thousand  six  hundred  and  twenty.  In  &ct  the  Kennebec  river 
has  more  lakes  connected  with  it  than  the  gigantic  Orinoco,  and 
the  Penobscot  than  the  Amaspn,  or  than  all  the  rivers  in  Africa  so 
far  as  known  I 


]>IT.  1.] 


The  lakes  referred  to  and  defiDed  above  posseas  at  an*  or  the 
the  lowest  eetimate  deducible  itom  the  various  state  '^^^  ^  '^*^'' 
and  county  maps  and  the  "plans'^  of  the  State  Land-Officei  a 
combined  area  of  2,300  square  miles.  The  estimates  returned  in 
response  to  inquiries  touching  the  extent  of  lakes  and  ponds,  have 
in  the  large  majority  of  cases  overrun  the  figures  deduced  from 
the  maps.  In  the  ccmstruction  of  town  plans, -etc.,  there  is  in 
general  no  disposition  to  exaggerate  the  water  surfaces,  as  this 
would  involve  the  diminution  of  land  and  lumber  tracts. 

To  the  above  figures  should  be  added  900  square  miles,  more  or 
less,  on  conjecture,  of  river  and  stream  surface,  giving  a  grand 
total  of  3,200  square  miles  of  inland  water.  Maine  contains  more 
lake  surface  than  a  miUicm  square  miles  of  the  United  States,  sit- 
^uated  in  the  central  and  west-central  districts  and  south  of  the 
lake  belt,  not  including  the  lagoons  and  bayous  connected  with 
some  of  the  rivets,  which  are  not  propeir  lakes. 


TABLE  OF  LAKE  8Y6XB1I8. 


Androwogghi, 

KcmMSoOf*  •>••  ■«••  .•••  «••• 

P^DObflOOt, 

8t.  Ckoiz,. 

St.  John, 

Denny's  ete., 

MMhiat,  BMi  nod  Wesl, . . . . 

Namgnagni,  eto., 

tTnion,  (noHnelndiDg  isltadi) 
St.  George,  Skei^ioot,  eto.,. . 

Preenmpeoot, 

Boynl,  ete., 

Moneem,  eto., 

^m   B^^^^^we^^e^^  •■••  •  ••••  vwcv  evvw  eAse 


No.  of 

lUtio  of  lake 

Ayenffe  area  of 
thelakeB. 

Ukee. 

Aggregi66  ateft. 

tobidaior* 

faoe. 

109 

84  iqnnn  milei. 

I:  16,6 

0.76  BqaMre  milee. 

148 

818      •*         " 

1:  17 

1.43      "        »• 

tu 

440      «*         •« 

1 :  12.9 

1.44      «•        •« 

467 

685      ««          •« 

1:14 

1.26      "        " 

61 

150      «          «« 

1:    6.5 

2.96      •*        " 

306 

360      ««          " 

1 :  21.1 

1-76      ««        •« 

S2 

38      «•          *• 

1:    9.8 

1.72      «        «• 

66 

68      ^          ■* 

1 1  ll.T 

1.26      ••       " 

38 

25      "          «« 

1:22 

0  66      "        «« 

43 

eo    «*       •• 

1:8 

1.39      "        ** 

72 

ao    **       •• 

1:16 

0.70      "        " 

45 

97      ««          «« 

1:    6.3 

2.10      "        " 

6 

4          «C                 M 

1:4S 

0.66      ••        •« 

14 

10      "          " 

1:26 

0.71      "        «« 

22 

16      «          •* 

1:34 

0.72      •«        «• 

1,620 

2,300  sqoaremllee. 

- 

Of  the  above  lakes  1,568  are  located  within  the  State  bonn- 
daries,  and  2,200  square  miles  of  the  total  surface  likewise.  There 
are  in  the  State  one  lake  to  each  twenty  square  miles  of  territoiy, 
and  one  square  mile  of  lake  to  each  14.3  square  miles  of  territorial 
area. 

The  second  feature  of  the  lacustrine  system  of  Maine,  Lekee  eon- 
and  which  for  our  purposes  gives  the  first  marked  sig-  the  riven. 
nificance  and  importance,  is  the  almost  universal  connecHon  of  (he 
lakes  vriih  the  rivers.    The  Androscoggin  Lake  System,  the  Kenne- 
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bee  Lake  System,  the  Penobscot  Lake  System,  etc.,  receive  their 
titles,  respectiyely,  not  from  the  mere  contiguity  of  the  lakes  to 
the  streams,  but  from  the  fact  of  actual  connection,  from  the  ilBUi^t 
that  the  lakes  and  the  rivers  constitnte,  in  each  case,  a  single 
organism  of  aqneons  circulation,  and  operate  together  for  the  ful- 
filment of  a  common  function. 

The  practical  result  is,  that  whereas  in  many  regions  lakes  are 
merely  inert  volumes  of  water,  with  us  they  are  by  the  fortunate 
circumstance  referred  to  transformed  to  receptacles  of  manufacture 
ing  power,  and  may  upon  proper  improvement  contribute  greatly 
to  the  wealth  and  population  of  the  State. 

TbeUkeiitt.  The  third  feature  of  note  in  the  inland  water  system 
head  of  the  of  Maine,  is  the  establishment  of  so  many  of  the  lakes 
'*^*"'  at  and  about  the  head  of  the  rivers.    The  Umbagog 

series  at  the  source  of  the  Androscoggin,  Moosehead  serving  as 
the  fountain  of  the  Kennebec,  the  double  St.  Croix  series,  Sebago 
and  its  outlying  appendages  at  the  head  of  the  Presumpscot,  the 
Allaguash  chain,  the  Fish  river  lakes,  the  reservoirs  about  the  head 
waters  of  the  Penobscot,  the  Machias  lakes,  the  Union  lakes,  etc., 
are  striking  illustrations  of  the  law ;  and  thus  situated  are  ob- 
viously located  at  the  point  of  greatest  conservation  of  force. 
Upon  and  above      In  the  fourth  place,  the  lakes  of  Maine  to  an  impor- 

tbe  iw>nntaln 

district  tant  extent  are  situated  either  above  or  upon  the  tnotm- 

tain  region  of  the  State,  and  are  obliged  to  seek  passage  for  their 
waters  over  its  broken  surface,  or  through  its  rugged  ravines,  over 
rough  and  impeded  channels,  and  are  thus  made  to  nourish  a  con- 
siderably larger  number  of  powers  than  under  other  circumstances 
could  reasonably  be  looked  for,  and  in  particular,  multitudes  of 
smaller  powers  upon  the  lesser  streams,  in  addition  to  the  larger 
upon  the  main  rivers  nearer  to  the  sea. 

High  eievauon  Fifthly,  the  Moh  elevation  above  tide  at  which  many 
of  the  largest  lakes  are  held,  is  a  circumstance  of  first- 
rate  importance  as  regards  water-power.  The  table  subjoined 
gives  a  few  facta  in  illustration,  the  figures  denoting  the  height  of 
the  lacustrine  surfaces  above  sea  level  in  feet. 
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Hooaehesd, 1,023 

Wood 1,094 

Attean 1,094 

Long  pond, 1,094 

Sohoodie,  (about) 300 

Seboo,  (aliioat) 375 

BsBkahegan,  (about) 400 

Fanednmoook,    the   Twins,   aod>     gj^n 

Milinoket,  (about) J     •^ 

Bipogonoa 878 

Cberaneook, 900 

OauqaomgooKM,  (abont) 930 

8quawpan,  (about) 680 

Sebago 247 

Umbagog, 1,350 


Riohardflon, 1,456 

MooMlaomagantlo, 1,486 

Bangeley, 1,511 

Mattagamon,  (about) 850 

Chamberlain 986 

Pomgoewahem  and  Chnrohill 914 

Allaguaah  (aboot) 950 

Bagle, 579 

Square  and  Cnn,    587 

Long 608 

Portage,  (about) 625 

FUh  Kirer  (about) 660 

(^ipntnetioook, ;....    383 

••  Grand, 449 


Now  Lake  Itasca  at  the  extreme  head  waters  of  the  Mississippi 
river  is  elevated  only  1,516  feet,  or  but  little  above  the  height  of 
Rangely  lake.  Lake  Superior,  of  the  Oreat  Lakes,  at  the  source 
of  the  St.  Lawrence  1,800  miles  by  the  river  from  the  ocean,  is 
elevated  only  630  feet,  or  about  two-thirds  the  height  of  Moose- 
head.  Lake  Winnepiseog^  in  New  Hampshire  is  but  501  feet 
above  tide,  or  four  to  five  hundred  feet  below  the  large  lakes  at 
the  head  of  the  Penobscot, — Ghesuncook,  Chamberlain,  etc.  So 
that  our  lakes  hold  their  waters,  as  just  observed,  in  a  state  of 
great  and  unusual  reserved  power — ^power  that  is  g^ven  forth  as 
the  waters  fall  to  the  sea  along  the  (K)ur8es  of  our  rivers. 

The  lakes  and  ponds  of  Minnesota  are  as  a  whole  elevated 
higher  above  sea  level  than  the  lakes  of  Maine ;  but  the  &11  of 
their  surplus  waters  to  the  tide  is  not  effected  within  her  limits, 
nor  indeed  in  less  than  thousands  of  miles  of  horiz(mtal  run,  and 
accordingly  is  comparatively  unproductive  of  power  available  for 
nse. 

Lastly.  The  tables  given  in  Part  II.  of  this  Report  ooarertiuiity 
show  the  lakes  and  ponds  of  Maine  to  be  susceptible  imOxm, 
in  remaiicable  degree  of  conversion  into  storage  basins,  and  in- 
deed to  be  already  very  generally  converted  into  such  for  log- 
driving  purposes.  The  average  depth  of  reserve  that  can  be  held 
upon  their  surfaces  is  certainly  not  below  eight  feet,  and  the  in- 
crease of  the  natural  low  run  of  the  streams  that  can  be  com- 
manded by  their  use  is  confidently  believed  to  be  much  in  excess 
of  one  hundred  per  cent. 

The  statistics  of  Part  III.  give  striking  examples  of  Bx»inpi«ofin. 

,  1.1  •   A«  J*  creaae of  power 

the  increase  of  power  realized  upon  appropnation  of  by  raservoin. 
reservoirs.    These  are  the  most  remarkable  as  exhibited  upon 
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small  streams,  which  if  tinfamished  with  storage  basins  would  be 
entirely  worthless  for  manufacturing  purposes.  Thus  the  Megun- 
ticook  stream  at  Camden,  though  only  3.5  miles  long,  nevertheless 
being  fed  by  several  ponds,  yields  an  annual  product  of  several 
hundred  thousand  dollars  in  manufactured  goods,  and  yet  its 
available  power  is  by  no  means  wholly  employed.  In  like  manner 
a  mere  brook  in  Bridgton  manufactures  $600,000  of  goods  yearly, 
its  power  t)eing  far  from  wholly  used.  Dexter  stream,  which 
without  the  reservoir  pond  at  its  head,  would  be  substantially  dry 
in  summer,  realizes  by  the  use  of  the  pond,  constant  power  on  the 
Dexter  Falls  alone  of  360  horse,  with  machinery  only  moderately 
economical  of  water.  The  Sabattus  stream,  fed  by  the  Sabattus 
pond,  yields  at  lowest  run  a  power  of  500  horse  on  a  fall  of  only 
thirty  feet  in  Lisbon;  without  the  pond  its  power  in  a  drouth 
would  scarcely  be  worth  the  using. 

On  the  larger  streams  also  results  sufficiently  striking  have  been 
reached  by  the  means  in  reference,  though  not  in  equal  degree,  on 
account  of  the  almost  universally  inadequate  and  partial  use  of  the 
available  reservoirs.  Thus  the  power  of  the  Salmon-Falls  river 
has  been  increased  one  hundred  per  cent,  by  the  use  of  about  six 
square  miles  of  ponds.  At  Mechanic  Falls  on  the  Little  Andros- 
coggin, a  constant  power  of  1,058  horse  is  secured  on  a  fall  of  87 
feet,  by  the  use  of  the  great  natural  storage  basins  tributary  to 
the  river,  and  much  more  can  be  had  when  required.  Other 
examples  to  the  same  effect  are  given  in  Part  TIL  of  the  Report. 
The  TCmidiig  It  is  easy  to  see,  therefore,  how  great  an  advantage 
SS^^^^  our  water-power  has  over  that  situated  further  South, 
^*^'  in  Virginia,  the  Garolinas,  Georgia,  and  Alabama,  which 

is  obliged  to  rely  upon  the  natural  flow  of  the  streams  for  its 
supplies,  or  if  furnished  with  reservoirs  at  all,  has  to  depend  upon 
artificial  constructions  of  comparatively  great  cost  and  limited 
capacity.  For  this  reason,  if  for  no  other,  that  power  can  never 
cmnpete  on  equal  terms  with  the  water-power  of  Maine. 
Wby  Hven  tn  If  the  matter  under  discussion  were  the  general  phy- 
tua  potet.  sical  geography  of  the  State,  a  view  of  its  Eivera  would 
be  in  order  at  this  point.  But  the  special  objects  had  in  view, 
require  such  prominence  to  be  given  to  these,  as  necessitates  their 
treatment  in  an  independent  Part  of  the  discussion. 
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CHAPTER   VI. 

THE  TIDAL  WATER-POWER  OF  MAINE. 


The  tides  upon  the  coast  of  Maine  are  so  remarkable  The  vaioe  of 
for  volume  as  to  require  special  notice  in  the*  discussion  power. 
of  its  water-power.  Tidal  force  is  not  considered  available  for 
ordinary  manufacturing  purposes  in  which  large  numbers  of  hands 
are  employed^  because  of  the  unseasonable  and  constantly  chang- 
ing hours  in  which  it  is  necessarily  used :  this  at  least  without 
considerable  expense  in  the  way  of  supplementary  basins  for  the 
reception  of  the  mill  discharge  during  the  time  of  high  tide,  by  the 
use  of  which  the  season  of  work  can  be  regulated  to  convenience. 
But  on  the  other  hand  for  certain  forms  of  manufacturing,  as  sawing 
lumber,  grinding  grain,  grinding  slate  for  paint  or  plaster  of  Paris^ 
sawing  marble,  etc.,  in  which  large  amounts  of  power  are  used  and 
only  a  few  attendants  are  required,  it  is  of  decided  value.  The  f  ow 
of  the  tide  is  so  great  on  our  coast,  that  with  suitable  wheels  it  can 
be  operated  to  advantage  sixteen  hours  out  of  the  twenty-four. 
The  supply  of  water  of  course  never  &ils,  and  the  extreme  fluctua- 
tions of  volume  are  very  small  as  compared  with  those  experienced 
upon  even  the  nK>st  constant  of  firesh  water  privileges.  There  is 
less  trouble  from  ice,  and  the  privileges  are  obviously  accessible 
to  market  by  the  cheapest  form  of  transportation. 

The  coast  of  Maine  is  in  nearly  all  parts  iron-bound,  so  that 
dams  and  mill  structures  can  be  planted  upon  firm  foundations. 
Upon  the  vast  reaches  of  sandy  and  swampy  coast  south  of  us,  the 
tide,  however  great  might  b^its  rise  and  fall,  would  be  unavailable 
for  power  to  any  considerable  extent,  except  at  great  cost,  on  ac* 
Count  of  the  impossibility  oi  securing  solid  basis  for  superstruc- 
tures. 

The  following  table  exhibits  the  mean  range  from  low  to  high 
water  at  various  points  upon  the  coast : 
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Localities. 

Eastpurt, 

Maohiu, 

Maohiasport, 

Jooesport, 

Oolnmbia  VbMb, 

SteubeD, 

Winter  Harbor, 

Cold  Harbor,  Swan's  Island, 


18.1 
13.0 
16.0 
15.0 
14.0 
13  0 
10.6 
13.0 


Looolitles. 


Castlne, 

Oamden 

Themoston, 

Damariaootta, 

Wiseaasei, , 

Harpswell,  (Basin) 

PorUoad, 

Baoo, , 


Feet. 


13.0 
9.8 
9.4 
8.1 
9.4 
9.0 
8.9 
8.5 


11.1 


MEAN  TIDE  BETONP  STATE  ON  THB  ATLANTIC  COAST. 


Loeolities 


Portamouth,  N.  H.,  .... 

Boston,  Mom, 

Nantaeket 

Pforidenoe,  R.  I.,  ..... 
New  Tork,  N.  T., 


• .  • .  • 


F^t. 


86 
10.0 
3.3 
5.1 
4.8 


Loeolities. 

Brunswick,  Qa., 

Fsraandiiia,  Fk.,.  .. 

Charlotte,  Fia., 

Month  Mississippi,... 


Feet. 


6.8 
6.9 
1.1 
1.3 


MeiH^  54  §mL 

BfRsctoTthe  The  valtie  of  this  form  of  power  in  its  sum  for  the 

line.  State  is  indefinitely  increased  by  the  g^at  length  and 

broken  outline  of  our  shore,  which,  as  before  remarked,  is  extended 
to  the  estimated  length  of  2,000  to  8,000  miles  in  a  direct  horizon- 
tal distance  of  226  miles.  The  contour  of  the  coast  is  such,  that 
coves,  inlets,  and  reentering  arms  of  the  sea  in  great  numben  and 
of  large  size,  are  susceptible  of  inexpensive  improvement  as 
storage  basins  and  reservoirs  of  power. 
Proepeciive  For  many  years,  doubtless,  and  until  our  fresh-water 

employment  of  , 

tide  power.  powcr  18  measurably  put  to  use,  salt-water  power  wfll 
be  employed  only  in  small  amount,  and  only  where  insignificant 
outlay  will  be  required.  But  it  is  in  nowise  improbable  that  in 
time  the  large  sites  will  be  utilized,  works  constructed  on  a  great 
scale,  and  enormous  amounts  of  labor  accomplished  by  this  great 
natural  motor.  If  anywhere  in  the  World  it  can  be  done  to  advan- 
tage, it  is  here,  by  reason  of  favoring  physical  conditions,  and  to 
all  the  higher  advantage  in  connection  with  the  g^at  manufiM^tur- 
ing  system  to  be  o^tablished  on  our  rivers. 


DIVISION  II. 

METEOEOLOGICAL   CONDITIONS. 


In  this  dmmon  of  the  subject,  two  fbndaineiitAl  what  wm  be 

properties  of  our  climate— namely,  temperaiure  and  ^il^Dn!^ 

mm,  will  be  considered,  in  so  fieu:  as  they  directly  afifect  ^*^^ 
our  water-power,  and  nofariher. 


CHAPTER   VII. 

TEMPERATURE. 


Section  1. — Mxxs  Annual  Tkmfiiutcrb. 

The  mean  temperature  of  the  &tate  for  the  year  is  exhibited  in 
the  records,  the  results  of  which  are  subjoined,  covering  a  long 
period  of  years,  and  representing  as  nearly  as  possible  the  different 
parts  of  our  domain. 

TABLE  OF  MBAK  ANNUAL  TSMPBRATURB  IK  HAINB. 


LocAunss. 


Bort  Kent^. •..  ■•..  ••• 
Haaoook  Bamoks,... 

Pork  Fftirfleld, 

BaitporW 

Stoaben 

Portland 

Portland  OtMerratorj,. 

Willjamtbarg, 

Bmnswiok, 

Oprnirik 

Gardiner, 

Balh 


Mean  Tempentwe. 


87°.04 
40.60 
38  11 
43.02 
42.87 
43.40 
43.14 
42.90 
41.60 
44.60 
42.86 
48.04 
44.60 


7ean  reg^itered. 


4 
17 

26 
13 
40 
10 
81 

6 
60 

7 

66 
10 


The  mean  of  the  first  three  points,  88^.55,  represents  (nearly) 
the  temperature  of  the  northern  third  of  the  State.  The  mean 
of  the  remaining  points,  43*^.21,  represents  approximately  the 
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temperature  of  the  southern  two-thirds.    Hence  the  average  tem- 
perature of  the  whole  State  is  41'*.65. 

The  significance  of  this  figure  will  appear,  when  it  is  recollected 
that  in  no  other  part  of  the  northern  hemisphere^  except  northeast 
China,  does  the  isotherm  of  41*^.65  sink  so  near  the  equator,  as  in 
Maine  and  the  adjacent  districts  on  the  east  and  west. 

The  mean  temperature  of  the  State  is,  therefore,  for 


low.  ^  a  region  situated  upon  the  45th  parallel,  unusually  low. 

That  is  to  say  relatively  low,  low  for  the  latitude.  Abyssinia  and 
southern  Hindoostan  are  cold  countries  for  the  latitude,  on  account 
of  their  high  elevation.  The  coast  of  California  also  is  cold  for  the 
latitude,  on  account  of  the  cold  marine  under  current  upheaved 
upon  its  shores.  Yet  the  former  two  countries  are  hot,  and  the 
latter  is  warm,  to  live  in,  though  all  are  relatively  cold.  Corres- 
pondently  Maine  is  not  declared  to  be  cold  with  reference  to  com- 
fortable habitableness  or  capacity  of  vegetable  production,  since 
maize  ripens  every  year,  but  cold  in  the  relative  sense,  and  for  a 
country  no  further  removed  toward  the  poles. 
inoanMqaenoe  The  low  temperature,  though  referable  in  part  to 
other  causes,  is  due  mainly  to  the  cold  ocean  current 
off  the  northeast  shores  of  the  continent,  before  referred  to.  The 
effect  of  this  i3  exerted  on  so  grand  a  scale,  that  all  the  northeast 
portion  of  the  grand  division  is  constituted  a  geographical  region 
of  relatively  deficient  heat.  The  focus  of  this  district,  is  situated 
at  the  northeast  comer  of  Hudson's  Bay,  its  annual  defect  of  heat 
being  13°.  In  all  the  adjacent  regions  the  temperature  is  lower 
than  is  due  to  the  latitude,  in  proportion  to  their  proximity  to  the 
focus.  Thus  at  Quebec  the  deficiency  is  nearly  V,  at  New  York 
4*^,  throughout  Maine  is  not  far  from  5*^.5.  In  other  words  our 
mean  annual  temperature  is  what  might  be  looked  for  were  our 
geographical  centre  as  near  the  fiftieth  parallel  as  it  now  is  the 
forty-fifth. 

Its  efltet  upon  The  low  temperature  in  question,  without  impairing 
^^  '  the  habitability  of  the  State  in  other  respects,  cantrHh 
uies  essentially  to  its  water-power.  So,  first,  by  condensing  a  large 
share  of  moisture  from  the  warm  south,  southeast,  and  southwest 
winds,  and  thus  inducing  a  more  copious  rainfall  than  could  be 
looked  for  from  our  location  on  the  mid  parallel  and  upon  the  lee 
side  of  the  continent.  So,  secondly,  by  diminishing  the  waste  of 
toater  by  evaporoHon,  and  preserving  therefore  a  larger  proportion 
for  removal  by  rivers. 
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Section  2. — Skasok  Tiicpsraturkb. 

The  temperatures  of  only  the  summer  and  winter  seasons  need  be 
considered  in  this  Report,  they  exerting  npon  the  water-power  of 
the  State  the  most  characteristic  and  powerful  influence. 

Subsection  A.-^nmoiB  TBXPJBtATtTRE.  The  table  annexed  repre* 
sents  the  mean  summer  heat  at  pointa  widely  dispersed  over  our 
territory. 

TABUS  OF  SUMMER  TSMPSRATURB  IN  MAINS. 


Temperaiure. 


Fort  Fairfield, 
Bonltoo, 

OMfeioe, 

Vflliamtbarg, 
Braaswioky. . . 
Bath 


61<>.68 
61.68 
68.83 
60.60 
62.00 
69.10 
69.90 
64.80 
66.80 


The  mean  of  the  first  three  or  northern  stations  being  allowed 
to  represent  the  temperature  of  one-third  of  the  State ;  and  the 
mean  of  the  remainder  to  represent  the  temperature  of  two-thirds, 
we  obtain  as  the  average  summer  temperature,  62^.48. 

For  the  purpose  of  comparison  the  table  of  summer  oonpariMn 

wifli  diitrlcli 

temperatures  is  given  below  for  the  diatnct  of  countxy 


extending  west. 


TABUS  OF  SUMMBR  TSMPBRATURB  IN  DIBTRICTS  WX9T. 


LooA.Liraa. 


AndoTtr,  Ma«., 

Tro7,N.  Y^ 

Salraiy  N.  X  •, 

Orean  Bay,  Wto.»  .... 
Fort  Orawford,  Wii.,. . 
Fort  Atkiofod,  Iowa, . 
Fort  Bnelling,  Minn.,. 
Fbrt  BSdgely,  Minn., . 

PttoiUnfty. 

Fort  Bandall,  I)».,  . . . 


Moan, 


Latttnda. 


4i«>.01 


Tempeiatwo. 


i1f>-W 

68«.70 

42-48 

70.00 

43—15 

68.26 

44—80 

68.60 

48—06 

72.28 

48—00 

68.00. 

44—68 

70.64 

44—15 

70.00 

48-66 

70.00 

43—01 

76.40 

70°,  17 


Upon  comparison  with  the  Maine  stations  there  will  be  seen  ta 
be  a  difference  of  1^-2"  in  the  mean  latitude,  and  of  T^.H  in  the  mean 
temperaluie.  It  appears  therefore  that  the  Bummer  temperature 
of  Maine  is  lower  than  of  the  interior  districts  in  substantially  the 
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same  latitude,  by  over  twenty  per  cent,  of  their  temperature 
reckoning  from  the  freezing  point  of  water.*  Stated  otherwise, 
the  chances  of  water  dearth  arising  from  sunuoer  heat  are  dimin- 
ished over  twenty  in  the  hundred  with  us,  as  compared  with  the 
most  favored  and  valuable  water-power  region  in  the  country, 
removed  from  the  seaboard.  In  this  remark  special  reference  is 
had  to  Wisconsin,  Iowa,  and  Minnesota,  the  only  States  possessed 
of  watei^power  adapted  to  extensive  manu&cturing  west  of  tiie 
Alleghany  Mountains. 
compwriKm  If  the  comparisou  be  iurther  extended  so  as  to  cover 

with  dtetrictt         ,  '^  ,.  .  .1       A  ,      1^. 

aontiL  the  watei^power  country  adjacent  to  the  Appalachian 

highland  south  of  us,  and  which  with  the  western  district  speci- 
fied comprehends  all  the  water-power  of  the  country  suited  to 
extensive  manufactures,  results  equally  suggestive  are  reached. 

TABLB  OF  SUMMIR  TBHPBRATURB  IN  DIBIRIC1S  SOUTH. 


LoCALRUi. 


Newark,  N.  J., 

Fort  Delaware* 

RiehmoDd,  Va., 

MnrfteeAoroBgh ,  N.  0., 

Charleston,  S.  a, 

Savannah,  6a., 


Mean, 


36°- 28' 


lAtitodo. 

Tempefatafik 

400-46' 

7P.25 

S»— 96 

76.90 

S7— 20 

77.90 

96— M 

78.00 

32—46 

80.69 

S2--06 

80.70 

770.06 


As  compared  with  the  Maine  stations  here  is  an  excess  in  tem* 
perature  of  14^.62.  In  other  words  the  summer  heat  of  Maine  is 
less  than  of  the  districts  compared,  by  about  thirty-two  per  cent, 
of  their  temperature,  reckoning  from  congelation  point. 
Mbetortfaeiow  The  great  importance  of  the  low  summer  tempera- 
^n^upon  ture  thus  exhibited,  as  regards  the  matter  in  hand, 
water  wiafte.  namely,  the  conservation  of  water  for  power  purposes, 
may  be  inferred  from  the  following  facts : — 

BVAPOEATION  AT  DIFFBBINT  88A0ON8  OF  TEB  YJUR. 


LOCALRIBB. 

Summer, 

Winter. 

Batio. 

Near  LondoD.  Bnc • 

Jnlj,  3.76  inches. 
5  June,  3.72     •« 
lJulj,S.78     «• 
(  Deo.  11.01     «< 
<  Jan.  11.23     <« 
CFeb.    8.14     ** 

Jannaij,  0.60 
January,  inanpra- 
eiable. 

Haj,     1.97 
Jima,     L60 
Angoft,  2.67 

760  : 1 

Near  Montreal.  Ca. 

l*»W   •    ^ 

M«ihmini4,  Awtralia.T  t  ,.     . , . . 

"orl 
7  •  1 

8:1 

From  which  it  appears  that  the  draft  upon  rain&Il  by  evapor»- 
tion  is  fiur  greater  in  summer  than  in  winter,  and  by  oonsequenoe 


*BTapontioa is  oomparaliTdy  noimportsat  betovr  this  point 


that  a  reduction  of  a  few  degrees  in  eummer  heat  mnst  result  in  a 
Tery  important  abatement  of  water  waste. 

It  well  known  that  at  the  large  majority  of  manu-  itaetbctaare. 
factoring  labors  the  burden  of  the  day's  work  is  felt  hj  X^.*^' 
the  operative  to  be  nrach  heavier  in  snmmer  than  in  winter.  The 
cold  of  the  latter  season  can  be  so  gpiarded  against  and  mollified, 
that  throughout  the  whole  establishment  precisely  or  very  nearly 
that  temperature  can  be  secured  which  is  most  contiibutive  to 
vigorous  exertion.  But  the  heat  of  summer,  pervadinjg  and  pene- 
trating everything,  and  brought  in  at  every  open  window  with  the 
ttecessary  supplies  of  fresh  air,  cannot  be  shut  out.  It  cannot  be 
qualified.  It  oppresses  the  worker  with  a  languor  rarely  experi* 
enced  in  out-of-door  avocations^  and  renders  it  impossible  for  him 
to  do  so  much  or  do  so  well  as  he  can  easily  do  in  cool  weather. 
Accordingly,  the  evidence  is  Aat  in  Maine,  where  the  summer 
temperatupe  is  low,  where  it  rises  above  the  point  of  contort  for 
but  a  few  days  for  the  whole  season,  operatives,  circumstanced 
equally  in  every  other  respect,  accomplish  more  than  in  the 
interior  and  more  southern  States  by  llie  truly  remarkable  fraction 
of  Ten  per  cent. 

It  is  not  necessary  to  expatiate  upon  the  Importance  of  this  fact 
sinoe  it  really  covers  a  very  considerable  p^rt  of  the  whole  ground 
betwixt  manufMSturing  simply  wltiiout  loss  and  manufacturing 
with  liberal  pnjfit, — profit  and  loss  both  fbr  the  operative  and  for 
tiie  whole  State.  It  is  more  essential  to  insist  upon  the  view  that 
as  the  fact  m  a  fact  now,  so  will  it,  being  founded  upon  the  un- 
dia&gable  conditions  of  nature,  remain  a  fact  for  all  coming  time ; 
aod  that  by  consequence  for  all  coming  time,  other  things  being 
equal,  the  State  will*be  able  to  poap  from  tlie  labors  of  its  citizens 
employed  in  manufacturing,  a  proportion  of  advantage  greater  than 
can  be  acquired  by  ottier  States  from  the  labors  of  an  equal  number 
of  their  citizens  similarly  employed.  This  is  the  uniform  judgment 
and  testimony  of  the  superintendents  of  fttctories,  who  have  had 
the  opportunity  of  comparing  the  efficiency  of  labor  here  and  labor 
elsewhere,  and  is  most  positively  fnsisted  upon  by  those  who  have 
had  the  largest  and  most  varied  experience  in  this  and  other 
States. 

These  views  may  seem  to  conttct  wHh  certain  fiicts  Appu«nci7 
bcoiq^ht  out  in  the  oensus  for  1800,  from  which  it  icatod. 
i^pears,  first,  that  the  number  of  pounds  of  cotton  manufactured 
yearly  to  each  spindle,  for  the  decade  1850-60, 
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In  the  UDitod  8tatat». 7SJ 

In  the  New  BnglMd  Sifttot, 61 

In  the  Middle  States, 88.36 

In  Maine. 78 

And  appears  further  that  the  value  of  the  product  of  each  spindle. 

In  the  Unitwl  Statei, $lt.86 

In  the  New  Bngland  states, S(UO 

In  the  Middle  States, S0.48 

In  Maine. ; 12.1J 

From  which  it  is  evident  that  in  pounds  of  cotton  consumed  per 
spindle  and  in  the  value  of  the  annual  product,  Maine  falls  behind 
the  Middle  States  by  an  important  per  oentage. 
Theexptaoa-         The  explanation  of  thia  is  to  be  found  in  the  dreum- 
tion  ortbe  ftcts.  g|^^^^  g^st,  that  the  yams  for  the  Middle  State  goods 

are  largely  spun  in  New  England  and  elsewhere,  and  accordingly 
the  manuiJBtctories  of  those  States  receive  their  material  already 
half  wroughti  and  of  course  appear  to  advantage  when  estimated 
by  the  relation  which  the  value  of  the  finished  goods  holds  to  the 
number  of  spindles  in  their  own  works.  The  explanation  is  found, 
secondly,  in  the  circumstance  that  the  goods  produced  in  the 
Middle  States  are  not  fine  goods,  but  are  of  the  classes  medium  to 
coarse.  They  therefore  require  compaimtively  large  amounts  of 
raw  material  by  which  their  cost  and  value  as  finished  goods  are 
raised  to  a  relatively  high  figure,  as  above  indicated.  But  when 
employed  on  the  same  g^rade  of  goods,  and  performing  each,  all  or 
an  equal  number  of  the  processes  of  manuiiMSture,  the  factory 
operative  in  Maine  can  and  does  accomplish  more  than  the  openk 
tive  in  the  Middle,  Interior,  or  Southern  Stat&,  by  a  per  cent,  not 
less  at  least  than  that  before  specified. 

wikj  winter  Subsection  B. — ^Wintbb  wicpibaturb.     The  consid- 

ll^lSaiiyom.  cratiou  of  the  temperature  of  winter  is  next  in  oonse- 
tidered.  qoeuco  to  that  of  summer,  because  the  winter  of  Maine 

is  extremely  pronounced  in  character  and  exercises  no  inconsid* 
erable  influence  v|>on  the  volume  of  the  streams,  especially  the 
smaller. 

The  table  annexed  exhibits  the  temperatures  observed  for  the 
three  winter  months  at  the  places  specified,  the  figures  being 
respectively,  in  the  larger  numl)er  of  cases,  the  mean  of  several 
or  many  years'  record : 
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TABLB  OF  WINTER  KBHPBRATUBX  IH  If  AINB« 


LocAunn. 

Fori  Kent, 

Fort  Fftirfldld, 

HmiltoB, • • • 

BMtpoft, 

Fori  PreUe, , 

Ba^ 

Gardiser, 

Mean, 


Tamptntnre. 


14.28 
16.41 
33.90 
14.70 
84.00 
19.01 


19°.09 


Material  for  comparison  is  afforded  in  the  table  fol*  ComptfiMi 
lowing,  which  shows  the  winter  temperatnre  at  points 


westward,  situate  in  substantially  the  same  latitude : 

TABLE  OF  WINTER  TEMPERATURE  IN  DISTRICTS  WEST. 


'  LocALims, 

BorHngton,  VI., 

Pifttltlrargh,  N.  T.ft 

^eaaburgfa,  N.  T 

l&i  MMkhMO,  Hloh., 

8Mt  SI.  Marie,  Mieh 

Marquelte,  Lake  Superior 

Oreeo  Bay,  Wb., 

Fori  Alkinaon,  Iowa, 

Fori  Sttelllog,  Mtnn., 

Fori  Ridgelj,  Minn., 

Fori  Ripley,  Minn.,. 

Mean, 


Tempentore* 


210.60 
20.22 
22.60 
20.00 
18.30 
17.63 
19.92 
20.62 
16.07 
17.00 
10.00 


IS^'-SS 


The  winter  of  Maine,  therefore,  is  not  so  severe  as  is  experienced 
in  the  correspondent  latitudes  in  the  interior.  This  is  due  to  the 
mollifying  influences  of  the  surrounding  sea,  the  effect  of  which 
though  it  be  (in  this  latitude)  to  lower  the  mean  Cor  the  year, 
raises  it  for  the  winter. 

Whether,  however,  our  winter  be  warmer  or  colder  The  winter 
than  other  districts  experience  and  their  populations  {SSrSS"* 
are  obliged  to  endure,  is  for  our  purposes  only  an  ^''••^^p***' 
incidental  consideration.    The  main  point  to  be  observed,  is,  that 
the  winter  temperature  of  the  State  is  below  the  freezing  point  of 
water,  and  very  considerably  below — 12®.91  below. 

It  follows  from  this,  first,  that  the  surface  ground  The  pnetkai 
with  its  contained  water  tends  to  freeze  solid  and  to  a 
Tery  considerable  depth,  and  thereby  to  refuse  admission  to  any 
rainfall  received,  or  to  supply  the  streams  from  its  own  previous 
accumulations.    It  follows,  secondly,  that  the  sur&ce  water  upon 
the  drainage  sheds  tends  Hiroughout  the  season  In  question  to  turn 
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to  ice  wholly,  especially  when  *  dispersed  in  shaUow  depths,  in 
brooks,  shoal  ponds,  swamps,  etc.  It  follows,  thirdly,  that,  pre- 
cipitation inclines  to  be  very  largely  in  the  solid  form,  chiefly  snow. 
From  these  circumstanced  combined  the  streams  tend  to  run  low. 
They  do  ran  low  nsnally,  particularly  the  smaller,  whose  supplies 
are  famished  mainly  by  merely  sur&ce  drainage. 

^  ,,  Fortunately,  however,  these  three  circumstances  do 

not  practieally  combine  their  efficiencies  to  reduce  river 
supply.  For  when  precipitation  comes  in  the  form  of  snow  the 
ground  does  not  fireeze»  or  freeze  much,  and  continues  therefore  to 
supply  the  rivers  with  the  reserved  abundance  of  the  autumn  rains, 
a  supply  but  little  diminished  by  evaporation  and  accordingly  sur- 
prisingly durable.  When  the  snow  falls  to  the  depth  of  several  feet, 
as  it  does  nearly  every  winter,  the  ground,  if  frozen,  thaws  out,  the 
lower  stratum  of  the  snow  melts,  and  charges  the  earth,  which  in 
turn  feeds  the  streamB. 

The  severity  of  temperature  scarcely  ever  fails  to  relax  for  brief 
periods  during  the  winter,  so  as  to  admit  of  rains  and  of  the  melt- 
ing of  part  of  the  accumulated  snow,  by  which  the  lakes  and  reser- 
voirs are  filled.  So  that  while  the  streams  run  low  they  do  not 
run  dry,  or  hardly  ever  so  low  as  in  the  ordinary  reduccfd  summer 
Bupply .  In  other  words,  tbe  water-power  of  the  State  suffers  next 
to  no  inconvenience  from  deficiency  of  water  consequent  upon  and 
produced  by  the  cold  of  winter.  Further  remarks  upon  the  effects 
of  the  deep  snows  will  be  offered  in  a  subsequent  chapter. 
xtenMkiiwar  Two  Special  circumstances  of  some  practical  conse- 
^^toeupon  ^^^2106  attend  the  protracted  low  temperature  of  our 
•*■*•"*•  winter,  namely,  the  formation  of  ice  of  great  solidity 

and  thickness  upon  lakes  and  rivers,  and  the  liability  to  ice 
accumulations  about  the  water  gearing  of  mills  and  factories.  As 
respects  the  first-mentioned  circumstance,  it  carries  for  practical 
purposes  its  own  correction  with  it ;  for  the  brief  thaws  and  short 
rains  experienced  in  our  winters  do  not,  except  at  extremely  wide 
intervals,  suffice  to  break  up  the  ice  upon  the  rivers  and  never 
upon  the  lakes,  which  therefore  remains  unbroken  until  spring  and, 
as  before  noticed,  until  it  has  become,  under  the  action  of  the  hot 
sun  and  long  days,  comparatively  incapable  of  harm,  brittle  and 
ready  to  shatter  to  pieces  upon  a  slight  blow.  South  and  west  of 
us,  on  the  contrary,  where  the  winter  cold  is  less  protracted  and 
intense,  and  longer,  heavier,  and  more  frequent  rains  are  inter- 
■persed  with  snows,  the  ice  is  almost  always  broken  up  during  the 
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winter,  and  carried  from  the  tributaries  into  the  main  streame,  is 
piled  up  in  large  masses  twelve  or  fifteen  feet  in  thickness,  which 
Bnbseqnently  freeze  together  and  thus  become  really  dangerous  and 
destructive,  when  finally  set  in  motion  in  early  spring.  This  is  the 
case  on  the  Connecticut  river  where  a  thaw  and  partial  breaking- 
up  of  the  ice  may  be  looked  for  with  almost  absolute  assurance 
during  January  and  February  of  each  year.'*'  So  that  practically 
no  river  in  Maine  requires  greater  precautions  to  be  taken  against 
ice,  by  way  of  extra  strength  in  bridges,  mill  foundations,  etc., 
than  are  indispensiUe  upon  the  above-mentioned  and  other  streams 
west  and  south  of  us. 

As   respects   the   second  circumstance  mentioned  ^^"^[^^ 
above,  the  gathering  of  ice  about  the  machinery  of  miuworki. 
mills,  no  practical  difSculty  of  a  serious  nature  is  experienced,  or 
at  least  none  such  as  cannot  be  readily  obviated  by  a  little  precau- 
tion in  the  constmction  of  works  with  reference  to  the  exclusion 

■ 

of  cold. 

In  conclusion  it  appears  that  the  thermal  condition  ooaoia,^^^ 
of  the  State,  on  the  whole,  influen<^s  very  favorably 
both  the  volume  and  constancy  of  the  rivers.  The  temperature  for 
the  year  is  low,  and  evaporation  for  the  year,  as  affected  by  tem- 
perature, is  therefore  of  necessity  comparatively  small.  I'he 
temperature  of  summer,  in  particular,  is  by  various  circumstances 
abated,  and  the  evaporating  waste  of  water,  by  consequence,  cor- 
respondently  abated.  The  severity  of  the  winter  though  minatory 
of  water  dearth,  is  nevertheless  so  broken  by  relaxations  of  cold, 
by  occasional  rains,  and  above  all  so  counteracted  by  the  deep 
ground-covering  of  snow,  as  practically  to  be  shorn  of  its  threat- 
ened injurious  effects. 
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CHAPTER  VIII. 

RAINFALL     OF     MAINE. 


Section  1. — Annfal  Ratkfall. 

The  yearly  receipt  of  moisture  in  Maine,  including  both  rain 
and  snow,  is  exhibited  in  the  following  table,  which  is  digested 
from  the  records  of  the  Smithsonian  Institution  expressly  for  this 
Report,  and  furnished  by  courtesy  of  the  Regent,  Prof.  Joseph 
Henry : 

TABLE  or  AimUAL  RAINFALL  IK  HAINB. 


LocAunn. 

Bftth, 

Biddaford, 

Brnoswiok, 

Baeknortt 

Goniira, 

Dexter, 

Bui^wrt, 

Fort  Keot, 

Fort  Preble, 

Fort  SalliTMi 

Fkrjebarg, 

QutLinert 

Bftneook  Barraoks,  — 
Kennebec  Areeaal,.... 

Lee, 

Lisbon, 

Perry,, 

Portland, 

Saeo 

Standuh, 

Btanben, 

TweDtj-one  Stations, 


Latitude. 


43—80 
43—54 
44—84 

43—40 
44—45 
44—54 
47—15 
48— 3d 
44—54 
44—08 
44—10 
46-07 
44—19 
45—25 
44—00 
45—00 
43—88 
43—31 
43—45 
44—31 


MeanUt.,    44<^>27 


Depth  in  inohet. 


87.08 
40.75 
44.68 
44.86 
47.85 
88.71 
40.09 
36.45 
45.14 
39.41 
45.11 
42  09 
86.97 
34.81 
46.30 
46.00 
50.29 
48.63 
45.11 
39.43 
58.26 


Mean  depth,    43.24lTotol  yrs.  166 


Teart. 


9 
4 

32 
4 

11 
4 
2 
1 
8 
8 
5 

26 
9 
1 
2 
7 
9 
8 
8 
1 

18 


The  stations  for  the  southern  half  of  the  State  being  in  large 
numerical  excess,  some  deduction  from  the  figures  expressing  the 
average  depth  above  reached,  should  be  made  for  the  whole  State. 
The  yearly  fall  for  the  State  is  unquestionably  as  high  as  fbrty-two 
(42)  inches, 
compurison  The  table  annexed  shows  the  annual  fall  at  points  in 

with  dlrtricts         ,       ,     ,        -  ,.  ,  ,  ,     , 

west  the  belt  of  country  extending  west  along  the  parallels 

substantially    correspondent,    to    the    interior    of    the    national 
domain. 


Set.  JL} 


RAINFALI.  OV  MAIKIi 
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TABLB  or  AJSasnSAL  SAIN  IN  DIBTBI03B  WB8T. 


LOOALETUS. 

BvUngtoB,  Vt., 

Fhkttebiir^f  N«  x •  ^ ««•• 

lort  Nugsi»»  N.  T 

ForiBndy,  Mioh., 

Detroit  Bameki,  Mkk., 

lort  entiot,  Hioh., 

Fort  Maekiiiao/Mkli 

Fort  Howutl,  Wk., 

Fort  WinnebAgo,  Wis., 

MUivsakie,  Wis 

Mnseatiiio,  I»., 

Fort  Mftdisoo,  1a., 

Fort  Ridgelj,  Minn  , 

Fort  Ripley,  Minn., 

Fort  BosUiiig,  BCion.,. 

Fiftaon  Stations, 


LftUtnde. 

Bepth  in  inohes. 

Yeus. 

W^Q^ 

83.00 

21 

44—41 

83.30 

10 

43—18 

81.77 

6 

46—30 

131.36 

16 

41-SO 

80.07 

12 

42—35 

33.62 

11 

46—61 

28.87 

10 

44—30 

84.66 

7 

43—31 

27.49 

9 

48—04 

27.80 

7 

41—28 

44.33 

10 

40—88 

60.04 

4 

44—16 

26.62 

2 

46—10 

29.48 

6 

44—68 

26.48 

10 

HsanlAt.,    48<>-6S 

Meiui  depth, 

82.06 

Total  yrs.  149 

It  will  be  seen,  therefore,  that  the  pointB  beyond  State  have  a 
mean  latitude  85'  lower  than  the  Maine  stations,  yet  th^r  rainfall 
is  11.18  inches  less  I  In  other  words,  the  rainfall  of  Maine  as 
compared  with  the  districts  west  in  the  same  latitude,  is  about 
thirty-five  per  cent,  [of  their  rainfall]  in  excess. 

With  a  view  to  further  comparison  a  synopsis  is  OonpariMMi 
presented  hereunder  of  the  yearly  rainfall  at  points  south, 
south  of  us  on  the  Atlantic  coast : 

TABLB  OF  ANlfUAL  RAIN  IN  DISTRICTS  SOUTH. 


LocALinn.  • 

PMtsnioTith,  N.  H., 

Ounbridge  Ohserratory,  Mass., . 

New  Bedford,  Mass., 

ProTidenoe,  R.  I 

Fort  Hamilton,  N.  T.  Harbor, . . 

Philadelphia,  P» 

OermantowD,  Pa., 

Baltimore,  Md., 

Washington,  1).  C, 

Alerandria,  Va., 

Fort  Monroe,  Va., 

Fort  Johnston,  N  0., 

Charleston,  S.  C, 

Fort  Monltoie,  S.  C, 

Whilemarsh  Island,  Qa., 

Savannah,  €te., 

Athens,  Gha., 

St.  Angnstine,  Fla., 

Oglethorpe  Barraoks,  Fla., 

Nineteen  Stations, 


Latitude. 


Depth  in  inehee. 


Tears. 


48«-04' 
42-.2S 
41—42 
41—40 
40—37 
$9—67 
40—03 
40—17 
88—63 
88—49 
87—00 
84—00 
82—46 
32—46 
82—20 
82—06 
33—68 
29—48 
82—06 


86.67 
U.48 
41.03 
40.06 
43.66 
43.66 
88.10 
42.00 
41.00 
86.30 
46.18 
46.00 
4829 
44.92 
89.03 
48.66 
36.64 
81.80 
68.88 


18 
12 
42 
28 

14 

19 
8 

19 
4 
3 

19 

16 
12 

4 
19 

4 
3 


MeanLat.,  86<»-60 


Mean  depth,    42.02<TotaI  jrrs.  289 


The  extraordinary  result  is  reached  that  whereas  the  points  are 
on  the  average  V-^V  lower  in  latitude,  and  are  therefore  on  gen- 
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eral  principles  entitled  to  a  very  considerablj  larger  annual  fall 

of  rain,  their  actual  fall  is  1.22  inches  less  than  at  the  Maine 

stations. 

TheioeaiMiiMs      This  remarkable  deviation  from  the  ordinary  law  of 

oroarniaftu.    ^^^  distribution  becomes  perfectly  intelligible  when 

the  local  conditions  of  our  State  are  taken  into  account,  those  that 
have  been  already  referred  to,  chiefly  its  exposure  to  cold  sur- 
rounding seas,  with  consequent  low  temperature  and  farther  con^ 
sequent  copious  precipitation. 

But  though  local,  the  conditions  are  not  impermanent. 

We  shall  continue  to  have  the  ocean  south  of  us  as 
well  as  east ;  we  shall  continue  to  have  the  humid  airs  of  New- 
foundland close  upon  our  eastern  frontier  and  swept  over  us  by 
summer  drafts ;  we  shall  continue  to  have  the  vapor-condensing 
northeast  winds  from  Labrador  and  the  cold  seas  beyond,  wringing 
out  the  clouds  upon  our  mountains  and  valleys,  and  so  long  as 
these  continue  we  shall  not  lack  for  water-power  material. 
nieniiuuior  The  annual  receipt  of  moisture  in  Maine,  is,  in  the 
^rnuiSu^  table  following,  compared  with  that  of  several  great 

river  basins : 

KAINFALL  UPON  KlVSa  BASINS  BHTOND  8TATIL 


Their 
ncQce* 


RiTBB  BASIVS. 


Ohio  riTor  basin 

Upper  Miarissippi  bMln,  i.  e.,  bU  aboye  QL 

Loaia, 

Red  river  basin, 

Arkanaai  riyer  basin, 

Missonri  ri?er  basin, 

Bntire  Mississippi  basin* 


Inches. 


41.60 

36.20 
39.00 
29.00 
20  90 
30.00 


Defioiency  as  oompared 
witii  Maine. 


0.50  inches. 


6.80 

3.00 

18.00 

21.10 

12.00 


■< 

« 


This  shows  that  no  one  of  the  districts  can  compare  with  Maine 
upon  equal  terms,  and  with  the  exception  of  the  Ohio  basin,  only 
upon  terms  of  marked  inferiority,  as  regards  the  annual  access  of 
water-power  material. 


Section  2. — Season  Baik. 

Under  this  head  the  precipitation  of  only  summer  and  winter 
will  receive  particular  attention. 

Subsection  A. — Suioisb  baik.  The  following  table,  digested 
from  material  frimished  by  Prof.  Henry  of  the  Smithsonian  Insti- 
tute, exhibits  our  condition  as  regards  this  highly  important 
climatic  feature: 


Iter*  n.] 


BAOTAIli  (HrUAinL 


4T 


BUICMBE  HAIK  IN  lUnm 


LocAurm. 


B«tbel, 

Biddelbid, 

Bninswiok, 

Buifciporty  ......•■....■ 

Oominit 

IHzter, 

Baitport» 

Vori  Kent, 

Vovt  Pnblo,  • 

Tlort  8aUiT»ii, 

Vozorofla 


Depth 
faiinohfls. 


10.30 
11.14 
1171 

9.70 
12  48 

8.06 
12.52 
11.65 
10.28 
10.6 
13.52 


Twenty-one  ttalloni,. 


LooAurm. 


FkTebitrg, 

Gudiaer, 

Hampden, 

Kennebeo  Anenal, 

Iilflbon 

Monson, 

P*n7 

Portland 

Baoo. 

Steuben. 


Depth 
teinehM. 


11.05 
10.46 
11.92 
10.80 
10.88 
12.25 
11.01 
12.97 
11.02 
10.88 


Mean  depth » 11.13  tnehes. 


For  compariBon  the  following  record  is  given  for 


various  points  over  the  country : 


with 

•tate  diatrMs. 


8UMMHR  RAIK  BBTOND  STATS. 

LooAjuma. 

Depth 
in  inohes. 

Depth 
in  inehei. 

Poruoiontb .  JM.  H.a ..  ..•.  ■.•• 

9.21 
11.17 
11.48 
11.93 
11.04 
10.43 
15  08 
16.32 
17.28 
10.03 
12.78 
15.08 
12.79 

7.80 
14.00 

Detroit.  MMl. ^ 

9.29 

Ounbridce.  Man.. 

Fort  Gratiot,  Mieh., 

Fori  Maekinae,  Mkh. 

Fort  Winnebago,  Wis., 

MUwankie.  Wis. 

9.99 

New  York,  N.  Y., 

niiladelphia.  Pa. 

8.88 
11.46 

Baltimore.  Md 

9.70 

Washington,  D.  C, 

Fort  Monroe.  Va 

Athens.  Dl 

13.30 

Fort  Ridgely,  Minn., 

Fort  Snelling,  Minn 

Fort  Ripley,  Minn., 

Fort  RIIeT.  Kan 

9.29 

Fort  Johnaton.  N.  0 

10.92 

Kew  Orleans.  La 

12.64 

Oermantown.  0.. 

7.15 

Marietta.  0 

Jefferson  Barraoks,  Mo 

Fort  Belnan.  Tez.. 

12.88 

Mttseatine.  la 

6.81 

Kew  Harmony.  Ind.. 

Fort  Worth.  Tex 

8.80 

Memphis.  Tenn 

San  Franoisoo,  Oal 

Sacramento.  OU 

0.09 

Nashrille,  Tenn 

0.00 

Thirtj  Stations, 1 

Mean  depth,  10.60. 

Bzoflsi  of  the  Maine  StatioBB,  0.58  laohea. 

When  now  it  is  considered  that  in  the  districts  compared  with 
Maine,  or  the  greater  part  of  them,  the  actnal  summer, — ^the 
season  of  high  heat  and  rapid  evaporation — ^is  mnch  longer  than 
in  Maine,  well  nigh  twice  longer  at  the  sonthem  stations,  and  that 
at  nearly  all,  the  summer  temperature  is  considerably  higher  than 
with  us,  our  advantage  with  respect  to  the  conservation  of  water* 
power  material  and  its  resultant  available  sum,  will  be  seen  to  be 
great.  The  actual  summer  with  us  is  only  about  three  months  and 
fifteen  days  long,  from  May  31st  to  September  14th,  exemption 
from  frost  being  counted  upon  only  within  these'  dates. 


48 


WISBB  VDWJUt  Q9P  MAXini. 


[Pabt  I. 


Subsectioii  B. — WnrttB,  Bain. 
comprehends  aqueous  downfall 
rain,  etc. 

'  wnrcBR  EAiK  m  mains. 


'The  word  rain,  as  here  used, 
in  all   its  forms — ^snow,  sleet. 


LocAurni. 


Btttb 

Belfitft 

Bethel, 

Biddeford, . . . 
Bmnewiok,. . . 
Bnokaport, . . . 

Gorniui, 

Bezter 

EMtport, ..... 
Fori  Kent,  . . . 
Fort  Preble,.. 
Port  Salliysn, 
Fryebnrg, 


Depth 
in  inches. 


11.40 

SM 

8.90 

12.47 

9.84 

8.63 

11.17 

9.17 

6.12 

9.71 

10.83 

10.62 

10.04 


Twenty-siz  stAtions, 


LocAUim. 


Gudiner 

Hottiton 

August*, 

Lee, 

Lisbon, 

Monson, 

Oak  Qroye  Seminsrj,. 

Perrj 

Portland, 

Seoo, 

Standish, 

Stenben, 

West  WaterrUle, 


Depth 
in  inches. 


10.27 

7.48 

10.10 

11.74 

9.64 

8.85 

9.46 

10.86 

12.17 

11.82 

9.10 

14.30 

9.83 


llenn  depth,  10.13. 


Proportion  of        A  considerable  proportion  of  the  precipitation  during 

winter  motatare  r      r  r         r  o 

leoeitwiintDoir.  fout  mouths  and  a  half  takes  place  in  the  form  of  snow. 
The  table  following  shows  the  depth  received  : 

AKKUAL  DBPTH  OF  SNOW  IN  MAINE. 


LooAUTtn. 

Depth 
in  inches. 

Tears. 

LocAuim. 

Depth 
in  inches. 

Tears. 

Gardiner, 

83,60 
66.00 
60.54 
90.0^ 

24 
U 

4 
12 

Bath 

83.00 

102.00 

96.00 

7 

Bronswiok, 

Stenben, 

7 

Portland, 

Oomish 

7 

•« Oxford  County,'^  .... 

Stations, 1 

Mean  depth,  83.02  ] 

Inches. 

. 

Eighty-three  and  two-hundredths  inches  of  new-fallen  snow  cor- 
respond to  6.91  inches  of  water.  The  total  downfall  for  the  four 
months  and  a  half  during  which  snow  falls  is  about  15.62  inches, 
6.91  of  which,  as  just  shown,  come  in  snow.  Accordingly  about  44 
percent,  of  the  total  downfall  during  the  four  and  a  half  months  of 
actual  winter  in  Maine,  is  snow.  The  per  cent,  during  the  three 
months  of  nominal  winter  is  of  course  greater. 


*  Blodgett*8  CUmatology  of  the  United  States. 


DiT.  n.] 


RAnriAiiL  Off  MAnra. 


ANNUAL  DKPTH  0V*8N0W  BEYOND  STA7B. 
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LOCALITISS. 

Depth 
Ininehes. 

Tears. 

L0CALITIS8. 

Depth 
io  inohes. 

Years. 

Dover.  N.  H 

68  60 
67.00 
55.00 
64.60 

10 

10 

12 

7 

Hartford,  Ct. ........ 

LambertvilU,  N.  J., . 

Ginoinnati,  0., 

Beloit,  Wis., 

43  00 
25  50 
19.00 
25.00 

24 

Montreal,  Oan., 

Worcester,  Maas., 

8 

4 
3 

Bisbt  stations. 

Mean  deoth.  44.63  fnAhM. 

Szoess  at  the  Maine  stations,  38.39  inehes,  or  86  per  oent. 

It  has  already  been  noticed  in  the  section  upon  FnaaeaitaM» 

of  the  smooott 

Winter  Temperature,  that  in  consequence  of  so  large  a  of  snov. 
proportion  of  moisture  falling  in  the  form  of  snow,  the  streams 
in  Maine  run  low  in  urinler;  but  observed  further  that  they  never 
run  so  low  as  in  summer.    Accordingly,  manufacturing,  being 
limited  by  the  Unoest  run,  may  justly  be  declared  to  suffer  nothing 
in  the  way  of  water  dearth,  in  consequence  of  the  profuse  snow- 
fall of  the  State.    Nor  does  it  suffer  in  the  season  of  snow-melting, 
and  for  the  reasons  following.    The  snow  solidifies  during  the- 
winter  into  a  mass  of  icy  or  semi-icy  consistency,  and  in  this  formi 
dissolves  but  slowly  before  the  advancing  heat  of  the  year.    The 
spring  winds  are  cold  and  retard  the  process  of  liquefaction ;  espe- 
cially is  this  the  case  in  the  evergreen  forests,  which  preserve  the- 
snow  in  the  northern  part  of  the  State  in  favorable  localities  to-^ 
early  summer.    The  ground — which,  as  before  noticed,  even  i£ 
frozen  before  snowfall,  usually  thaws  out  during  the  winter*  be- 
neath the  protecting  mass — ^has  time  as  ^e  melting  proceeds,  to 
charge  itself  to  the  full,  thus  retarding  the  discharge  into  the 
rivers.     Accordingly  the  accumulations  of  the  winter  go  off  with 
far  less  swelling  of  the  streams  than  is  experienced  further  south, 
and  in  the  interior,  where  the  depth  of  snow  is  much  less,  but 
where  the  spring  heats  come  on  suddenly  and  are  untempered  by. 
cold  sea  winds.  # 


Section  3. — Uniform  Distmbution  of  Bain. 

Bain  is  distributed  to  Maine  with  rem^kable  uniformity  at  dif- 
ferent seasons  of  tl^e  year.  Thus  the  summer  fall  at  twenty-one 
stations  has  been  shown  to  be  11.13  inches ;  the  winter  fall  at 
twenty-six  stations,  10.13  inches.  The  receipt  for  spuing,  and 
autumn  are  nearly  equal,  and  are  each  about  10.50  inches^ 

The  practical  consequence  of  this,  taken  in  coimec-  Cbiaeqoent- 
tion  with  other  climatic  features  before  noticed,  is,  that  the  rivers. 
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the  rivers  of  the  State  to  a  remarkable  extent  enjoy  immunity  from 
those  ruinous  drawbacks  to  water-power  manufacturing,  vnUer- 
dearth  and  freshet.  Such  a  phenomenon  is  never  seen  in  Maine, 
(which  is  almost  every  summer  seen  in  the  interior  and  western 
parts  of  the  country)  as  rivers  draining  hundreds  of  square  miles 
of  territory,,diying  up  into  half-stagnant  tarns  and  chains  of  pools, 
their  beds  converted  into  wastes  of  fissured,  sun-baked  mud,  strewn 
with  stumps  and  the  debris  of  freshets,  leaving  bridges  hundreds 
of  feet  in  length  standing  upon  dry  land,  and  with  no  water  in 
sight,  where  at  other  seasons  a  torrent  twenty  feet  deep  fills  the 
entire  channel. 

On  the  contrary  we  find  the  larger  streams  of  Maine,  with  their 
storage  basins  almost  entirely  unused  for  summer  reserve,  never- 
theless yielding  for  the  ordinary  manufacturing  hours  of  the  day, 
at  their  lowest  sites,  and  at  strictly  low  summer  run,  the  Andro- 
scoggin 125,000  cubic  feet  per  minute,  the  Kennebec  1T0,000,  the 
Penobscot  318,000,  and  others  in  proportion.  This,  be  it  observed, 
is  the  run  determined  by  nature  and  comparatively  unaffected  by 
human  interference.  As  such,  it  is  capable  of  increase  upon  the 
streams  referred  to  by  more  than  one  hundred  per  cent,  by  the  use 
of  reservoirs,  and  upon  other  rivers  in  equal  and  upon  many  in 
much  higher  proportion. 

As  our  streams  suffer  comparatively  little  from  dearth  of  water 
so  do  they  suffer  little  from  excess  of  water.  Our  freshets,  which 
rarely  carry  off  so  much  as  a  bridge,  and  never  one  properly  es- 
tablished, and  are  destructive  to  only  insufficiently  secured  lumber, 
never  approximate  in  volume  those  experienced  further  south  and 
in  the  interior,  where  the  rains  are  more  violent  and  the  snow- 
melting,  as  before  noticed,  more  rapid.  Not  one  of  our  larger 
rivers  is  subject  to  such  rises,  as  compel  the  construction  of  mill 
works  above  the  level  of  advantageous  use  of  the  ordinarily  low 
summer  water. 

The  range  from  low  to  high  water  upon  the  chief  rivers  of  the 
State,  will  be  given  in  Part  II.,  with  other  details. 
TheheaTtest  The  Statement  that  the  precipitation  of  moisture 

UMiaaSm      throughout  the  State  is  uniform  requires  to  be  modi- 
^"**  fied  in  one  regard.    The  sum  of  rainfall  on  the  South- 

ern Slope  is  somewhat  heavier  than  on  the  Northern,  as  appears 

« 

.from  the  table  annexed. 
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DISTRIBXrnON  09  RAIN  TO  THB  NORTHERN  AND  SOUTHBRN  SLOPES. 

LooftlitiM. 

Northern  Slope 

Fort  Kent, 

36.i6  inehes. 

Huoock  BaimokB, 

86.97     «• 

Menu, 86.71 


Benthem  Slope. 


Fort  SnlliTna» 
FortPreUe,.. 
Gardiner, .... 
Waterrille,... 
Smo, 


39.39  inehes. 
46.26     ** 
44.36     •< 
42.91      " 
45.90     «* 


MeM 48.66 

This  shows  that  upon  the  Southern,  the  waier-power  Slope,  about 
eighteen  per  cent,  more  raimis  received  than  upon  the  Northern ; 
and  that  accordingly  our  water-power  is  in  receipt  of  an  annual 
sum  of  motive  material  larger  than  would  result  from  perfectly 
uniform  distribution. 


CHAPTER   IX. 


EVAPORATION    IN    MAINE. 


What  proportion  of  the  total  annual  rainfall  is  wasted  by  the 
atmosphere  may  be  ascertained  either  by  direct  observations  upon 
evaporation  or  by  measurement  of  the  discharge  of  streams.  In 
either  case  the  experiments  require  to  be  conducted  with  care, 
throughout  the  year,  and  indeed  for  a  series  of  years.  By  neither 
of  the  methods  hcMi  the  yearly  sum  of  evaporation  in  our  State  been 
determined ;  and  of  the  data  necessary  for  determination  only  a 
few  elements,  as  the  maximum  and  minimum  delivery  of  a  few  of 
the  rivers,  are  at  command. 

The  per  centum  of  annual  water-waste  can  however  be  arrived 
at  with  tolerable  accuracy,  by  reference  to  the  statistics  of  evap- 
oration in  other  districts,  with  suitable  allowance  for  difference  in 
latitude,  temperature,  winds,  ocean  exposure,  etc. 

The  following  table  shows  the  proportions  of  downfall,  drainage 
and  evaporation  in  districts  beyond  State,  a6. observed  under  con 
ditions  favorable  for  accurate  results* 
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DOWNFALL.  DRAINAGE,  AND  EVAPORATION  BEYOND  STATE. 


LooAums. 


Long  Pond,  Boston  Water  Works, .... 

Sohoylkill  Naval  Reservoirs, 

Rivinston  Pike 

West-Fork  ResorToira, 

England  and  Ireland, 

Ohio  river  basin, 

Upper  Mississippi  basin, 

MisBoorl  basin, 

Arkansas  basin, 

Red  river  basin, 

Entire  Mississippi  valley, 


DowBlkll. 

Drainage. 

Bvapoi 

InohoB. 

Inohes. 

Ratio. 

Inobes. 

40 

18 

0.46 

22 

36 

18 

0.60 

18 

65 

24 

0.44 

31 

36 

14 

0.39 

22 

36 

12 

0.33 

24 

41.6 

9.9 

0.24 

31.6 

35.2 

8.4 

0.24 

268 

20.9 

3. 

0.16 

17.9 

29.3 

4.3 

0.15 

26.0 

39-4- 
30+ 

8+ 

0.20 
0.26 

310 
22.0 

Ratio. 

0.56 
0.60 
0.66 
0.61 
0.67 
0.76 
0.76 
0.86 
0.86 
0.80 
0.75 


Evaporation  It  will  be  Doticed,  first,  that  in  the  case  of  the  van- 

froin  tbe  rcser*  .  n  •         • 

voirbarins.  ous  resewoirs,  etc.,  the  per  cent,  of  evaporation  is 
very  low,  sinking  to  0.50  of  the  total  downfall  in  one  instance. 
The  slopes  of  the  catchment  basin  of  these  water  receptacles,  as 
compared  with  large  hydrographic  areas,  converge  directly  and 
abruptly  to  a  single  point,  so  that  the  surplus  water  is  gathered 
speedily  and  with  little  waste  into  the  holding  basins.  Moreover  the 
surface  of  the  slopes  is  smoothed,  and  its  natural  channels  kept 
clear,  so  as  to  facilitate  the  passage  of  the  water  to  the  reservoirs. 
Accordingly  less  water  will  in  general  be  wasted  from  the  receiv- 
ing surfaces  of  water  works  than  from  extensive  water-sheds  in  the 
same  region.  Accordingly  we  are  not  at  liberty  to  infei^  that  45 
per  cent,  of  our  annual  downfall  is  secured  to  the  rivers,  because 
that  proportion  is  netted  from  the  water-shed  of  the  Boston  Water 
Works. 

Bvaporation  It  will  be  noticed  in  the  second  place,  that  the  pro- 

MSsimtppi  portion  of  evaporation  in  the  geographical  districts 
river.  lying  west  of  the  Mississippi  river  is  high,  rising  to 

four-fifths  of  the  total  downfall  at  the  least,  and  to  eighty-five  per 
cent,  over  by  far  the  larger  part  of  the  region.  This  is  due  to 
their  mid-continental  position  with  its  associated  atmospheric 
aridity,  to  their  location  under  the  lee  of  lofty  mountainsi  and  to 
the  deficiency  of  forests,  which  amounts  indeed  to  total  deprivation 
over  the  larger  part  of  the  whole  territory.  Unquestionably,  then, 
evaporation  in  Maine  is  much  less  than  in  the  region  in  question. 
The  Ohio  and  In  the  OUo  and  upper  Mississippi  basins,  the  gen- 
BippibiMiiis.  eral  conditions  affecting  water-waste,  namely,  the 
humidity  of  the  atmosphere,  forests,  the  number  of  rainy  and 
cloudy  days,  the  duration  and  severity  of  winter,  bear,  as  a  whole. 
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a  closer  relation  to  the  correBponding  conditions  in  our  State.  In 
the  former,  however,  the  summers  are  longer  and  hotter  and  the 
mean  temperature  of  the  year  higher ;  in  the  latter  the  summers 
are  hotter  and  the  air  dryer  throughout  the  year ;  so  that  in  each 
the  proportion  of  evaporation  is  greater  than  with  us. 

In  the  case  of  the  British  Isles,  the  main  points  to  The  Bntieh 
be  noted,  are,  that  our  mean  annual  temperature  is  ^"^' 
7*'.25  lower  than  theirs — iS^'.OO,*  and  our  winter  temperature  20** 
below  theirs — 39®;  further,  much  the  larger  proportion  of  our 
surface  is  covered  with  forests.  On  the  other  hand,  their  summer 
temperature  is  2.43  lower  than  ours ;  and  the  winds  the  most  prev- 
alent with  them,  the  west  and  southwest,  are  pceanic.  Their 
winters  are  open,  ours  are  sealed  against  evaporation  by  frost  for 
months.  On  the  whole,  our  yearly  temperature  being  so  much 
below  theirs,  our  winters  frost-bound,  our  surfaces  forest-clad,  and 
our  winds  as  a  whole  maritime,  the  percentage  of  evaporation 
must  be  judged  decidedly  less  with  us  than  in  the  insular  districts 
in  question. 

On  the  whole,  it  would  seem  safe  to  assign  as  a  inferred  or 
figure  very  closely  approximating  our  actual  annual  portion  or 
evaporation,  0.60  of  the  yearly  downfall.     In  other  in  Maine, 
words,  of  the  42  inches  of  rain  received  yearly,  26.20  are  reab- 
sorbed by  the  atmosphere,  and  16.18  pass  off  by  the  rivers  to  the 
sea. 

In  this  conclusion  I  am  confirmed  by  the  judgment  views  or  Pror. 
of  two  eminent  physicists  of  our  country,  and  the  two  ™^' 
perhaps  the  best  competent  to  give  intelligent  judgment  on  such 
questions.  Says  Professor  Henry,  "  If  it  has  been  found  by  care- 
ful observation  that  evaporation  from  the  surface  of  the  Boston 
Water  Works,  is  fifty-five  per  cent,  of  the  quantity  of  water 
received,  I  would  infer  that  sixty  or  sixty-five  per  cent,  would  be 
a  sufficient  average  allowance  for  Maine.'' 

Major  General  A.  A.  Humphreys,  Chief  of  Engineers,  views  of  oen. 
TJ.  S.  A.,  whose  work  upon  the  Physics  and  Hydraulics  "°^  ^' 
of  the  Mississippi  river,  is  an  honor  to  the  scholarship  not  of  this 
country  alone  but  of  modem  times,  in  a  letter  to  the  writer  re- 
marks: "From  the  various  facts  which  you  mention  I  should 
incline  to  the  opinion  that  TO  per  cent,  is  too  large  a  fraction  of 
evaporation  for  Maine.  The  hot  suns  of  summer  and  the  dry 
westerly  winds  would  tend  to  make  the  per  centage  large,  but  the 
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vast  and  dense  forests,  the  humid  winds  of  the  other  seasons,  the 
cold  of  the  long  winters,  must  tend  to  make  the  proportion  of 
evaporation  small.'' 

ovvrcaataad  The  rapidity  of  evaporation  in  any  district  will  be 
■tormydayi.  influenced  powerfully,  it  is  evident,  by  the  number  of 
cloudy,  rainy,  and  snowy  days  occurring  during  the  year.  The 
following  table  represents  all  the  facts  that  have  come  to  hand 
touching  this  meteorological  feature  of  the  State : 

WEATHBR  AT  PORTLAND. 


Ymt. 


3856, 
1867, 
1858, 
1859. 


VarUUe. 


290 
383 


BftiB  or  Snow. 


140 
157 
136 
138 


WEATHER  AT  STEUBEN. 


Mmii  OloodineM. 


1854, 
1855, 
1856, 


6.10 
6.18 
6.13 


Mam  GLovdineM. 


1857, 
1858, 
1859, 


6.16 
5.63 
5.86 


Homidityof  The  humidity  of  the  climate  of  Maine  claimed  to  be 

denoed  by  ^  '  80  marked  for  a  district  situate  on  the  lee  of  a  land 
^*9ctaaxm,  breadth  of  thousands  of  miles,  is  in  a  manner  demon- 
strated by  the  persistence  and  vigor  of  its  grass  and  forest  vege- 
tation. In  the  condition  of  nature  the  whole  surface  of  the  State, 
from  the  froth  rim  of  the  spring  tides  to  the  top  of  the  tallest 
mountains,  a  few  only  excepted,  was  and  would  be  completely 
buried  in  dense  and  humid  woods.  Wherever  the  labor  of  man 
has  made  a  clearing,  immediately  unless  prevented  by  stub-scythe, 
fire,  and  the  ploughshare,  innumerable  shrubs  and  treelets  swarm 
into  its  occupancy,  almost  strangling  one  another  with  their 
numbers,  and  in  a  few  years  forests  again  are  waving  on  the  recent 
scene  of  unaccustomed  sunshine.  If  the  clearing  be  prosecuted  to 
the  thoroughness  of  svMmng,  grasses  crowd  in,  a  dense  and  beau- 
tiful turf,  which  happily  adds  to  an  emerald  verdure  the  substan- 
tial quality  of  most  excellent  nourishment  for  all  cattle.  Even 
when  the  fertile  surface  of  the  ground  is  flayed  off,  and  only  lean 
gravel,  or  hard  clay,  or  intractable  pan,  is  opened  to  the  elements, 
as  in  railway  cuttings  and  embankments,  canal  excavations,  brick- 
yards, etc.,  soon,  if  not  disturbed,  a  myriad  army  of  grass  spires, 
fed  by  the  rains  and  moist  winds,  takes  possession  of  the  vacant 
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space,  and  in  a  few  years  more  the  rail  car  or  the  canal  boat  moves 
through  an  avenue  of  young  and  thriving  woods.  Even  our  moun- 
tains when  by  accident  burned  over,  and  burned  it  may  be  to  the 
very  bone,  soon  gather  greenness  in  their  seams  and  furrows,  which 
gradually  spreads  and  climbs  in  altitude,  so  that  the  next  genera- 
tion beholds  green  woods  covering  close  the  stained  and  fire-blis- 
tered rocks. 

In  all  this  we  are  reminded  not  of  arid  continental  interiors  or 
of  prairies,  savannahs,  llanos  and  pampas,  treeless  plains,  but 
rather  of  wet  coast  regions  and  wooded  lands,  the  forest  coasts 
of  Norway  drenched  with  abundant  rain  and  crowned  with  lofty 
pines,  the  Selvas  of  the  Amazon,  and  the  ancient  great  woods  of 
Ireland  and  England,  long  since  disappeared.  It  is  not  necessary 
to  say  that  such  determined  persistence  and  vigor  of  grass  and 
forest  life  are  never  exhibited  except  in  climates  characterized  by 
comparative  humidity. 


DIVISION  III. 

MISCELLANEOUS    MATTER. 
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CHAPTER   X. 

HEALTHINESS  OP  THE  CLIMATE  OF  MAINE. 


The  two  grand  forms  or  families  of  diseases  which  may  be 
regarded  as  in  a  manner  characteristic  of  the  easterly  half  and 
interior  of  the  United  States,  and  which  chiefly  affect  the  desirable- 
ness of  the  region  as  a  field  for  immigration,  are  Malarums  diseases 
and  Respiratory  diseases. 

Maiarions  The  malarions  diseases  here  referred  to,  embrace  the 

diaeaaes.  varfous  forms  of  intermittent,  remittent  and  autumnal 

fevers,  and  those  febrile  ailments  which  are  usually  referred  to  a 
miasmatic  origin.  Distempers  of  this  character  prevail  in  districts 
at  once  moist  and  hot,  especially  where  fertility  of  soil  is  asso- 
ciated. "The  Mississippi  Valley  has  been  preeminent  as  the 
theatre  of  malarious  fevers  which  have  been  the  scourge  of  immi- 
grants from  nearly  all  parts  of  the  world.  To  the  natives  of  the 
north  of  Europe  and  the  British  Isles  in  particular,  the  change  has 
been  extremely  trying,  and  prostration  by  some  one  of  its  forms 
mild  or  severe  has  been  almost  certain  to  attend  the  new-comer. 
India  itself  has  not  been  more  certain  to  break  the  health  of  the 
emigrant  than  the  Mississippi  Valley,  though  the  American  forms 
of  disease  were  always  attended  with  a  much  smaller  ratio  of 
mortality.""*^  It  suflSces  our  purposes  to  say  that  this  class  of 
diseases  are  urtknown  in  Maine,  In  the  early  settlement  of  other 
parts  of  New  England  and  in  New  York  they  have  in  time  past 
had  foothold,  but  in  no  part  of  our  State  do  they  now  extst,  or 
have  they  at  any  time  existed.    We  have  sufficient  humidity,  and 

^nodgett'a  Climatology  of  the  United  Btatw. 
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in  parts  sufficient  accumolation  of  yegetable  matter  in  the  soil  to 
give  origin  to  the  affections  referred  to,  but  the  low  temperature 
of  our  summer  and  the  influences  of  the  sea,  forbid  their  genera- 
tion. 

Diseases  of  the  respiratory  organs,  which  are  always  Respintoit 
and  everywhere  the  characteristic  forms  of  unhealth 
prevailing  in  countries  at  once  niiMt  and  cool,  are  the  most  fatal, 
and  contribute  more  largely  to  the  annual  mortality  in  our  State. 
Not  however  in  an  exceptional  degree,  as  appears  from  the  follow- 
ing statistics : 

TABLS  OF  PtTLMOKART  DIBBASBB. 


England  and  Wales,  last  half  of  1838, 

Baiting's  Distriot  in  Bngland,  mean  of  30  yean,. 

Maine,  jear  olosinff  Jolj  1,  1850 

Vermont,  year  olosuig  Jnljr  1,  1850, 

Maseaohosetts,  mean  of  12  years, 

Bhode  Island, 


Per  oent.  of 
entire  mortality. 


26.6P 
85.06 
27.35 
28.24 
37.94 
26  52 


As  to  the  fatality  of  the  diseases  in  question  upon  a  marvufao 
taring  population,  the  citations  from  our  State  and  Vermont  as 
compared  with  Massachusetts,  would  hardly  seem  to  justify  the 
popular  impression  of  their  unusual  malignancy.  The  large  per 
cent,  of  mortality  from  these  diseases  in  England  and  Wales, 
whose  climate  is  mild  and  equable,  is  possibly,  however,  referable 
to  confinement  in  workshops,  the  breathing  of  air  variously  con- 
taminated, etc.,  measurably  inseparable  from  manufacturing  labor. 

It  is  certain  that  immigrants  from  northwestern  Europe,  the 
British  Isleis,  all  Germany,  Holland,  Belgium,  Norway  and  Swe- 
den, incur  far  less  risk  to  their  health  upon  removal  to  a  climate 
like  that  of  Maine,  which  is  in  many  important  respects  like  their 
own,  than  to  the  interior  and  southern  portions  of  the  country. 
With  the  people  of  Southern  Europe  the  liabilities  might  be  re- 
versed. 

As  regards  epidemics  and  infections,  among  the  more  Epidemics  and 
terrible  but  obscure  forms  of  which  are  thepJo^ues  of  the 
Old  World,  and  of  which  with  us  the  yeUow  fever  and  the  chotera 
are  the  most  malignant  types,  none  of  these  have  ever  prevailed  in 
Maine,  except  that  sporadic  cases  of  the  cholera  have  occurred.  The 
yellow  fever  has  come  several  times  as  far  east  as  Portsmouth,  and 
has  been  fairly  epidemic  in  New  York,  New  Haven,  Providence, 
etc.,  but  has  not  come  within  our  limits  unless  it  may  possibly  be 
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in  isolated  cases  by  direct  importation.  Both  of  these  forms  of 
disease,  and  indeed  the  whole  class,  seem  to  be  dependent  in  gen- 
eral upon  a  high  temperature,  calms,  g^eat  moisture,  and  a  stag- 
nant condition  of  the  atmosphere,  for  their  generation  and  spread. 
Thus  the  deaths  from  cholera  in  the  United  States  in  1850  were 
18,243  in  summer  to  1,421  in  winter.  The  yellow  fever  nearly 
always  ceases  with  the  first  hard  frost.  The  conditions  referred 
to  as  essential  to  the  diseases  specified,  do  not  exist  with  us, 
except  rarely  and  for  a  day  at  a  time,  and  hence  our  entire  exemp- 
tion. 

BiridMioe  of  the  The  rocords  of  mortality  at  the  United  States  military 
nixNPds.  stations  of  the  New  England  States  and  of  Maine  in 

particular,  indicate  a  high  general  salubrity  of  climate.  The  inte- 
rior and  northern  portion  of  Maine  is  especially  instanced  as  free 
from  tendencies  to  respiratory  disorders,  the  resident  population 
being  declared  to  an  unusual  degree  exempt  from  their  ravages, 
and  new  comers,  soldiers,  settlers  and  others,  already  affected, 
deriving  immediate  and  marked  benefit. 

The  climate  The  favorablo  character  of  the  climate  of  Maine  as 

taring  ubor.  regards  manufacturing  labor  has  already  been  noticed 
in  Chapter  VIII. 


CHAPTER   XI. 

COMPARATIVE  COST   OF  WATER-POWER  AND   STEAM- 
POWER. 


Section  1. — Cost  of  Steah-poweb  and  Water-power  Equipment. 

Upon  this  topic  a  few  estimates  are  submitted. 
o<Mtoftteem-        At  Fall  River,  a  leading  manufacturer  estimates  the 
ment.  cost  of  steam-powcr  equipment,   including   engines, 

boilers  and  connecting  apparatus,  but  not  foundations  or  engine- 
houses,  from  $100  to  $115  per  horse-power. 

Nelson  Curtis,  Esq.,  agent  of  the  Atlantic  Works,  Boston, 
Mass.,  in  response  to  inquiry  estimates  '*  in  round  numbers  the 
Cost  of  engines  complete  with  boilers  and  equipment,  including 
foundations  and  masonry,  of  300  horse-power  and  upwards,  but 
not  including  the  engpjiehhouse,  at  $116  per  nominal  horse-power.'' 
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Oeorge  F.  Morse,  Esq.,  Superintendent  of  the  Portland  Com- 
pany's Works,  Portland,  Me.,  estimates  that  "  the  total  equipment 
for  steam-power,  including  chimney,  buildings,  boilers,  engines, 
and  all  connections,  ready  for  starting,  for  a  power  of  300  horses, 
can  be  furnished  at  the  rate  of  $100  per  horse." 

The  €u:tual  cost  of  steam  equipment,  as  employed  in  the  water 
department  of  various  cities,  has,  so  far  as  facts  have  come  to  hand, 
outrun  these  estimates  from  fifty  to  a  hundred  and  fifty-per  cent., 
varying  from  $150  to  $800  per  horse-power. 

Mr.  Francis  estimates  the  cost  of  the  development  The  oom  or 
of  the  water-power  at  Lowell  for  canals  and  dams,  as  equipment 
about  $1,000,000,  or  $100  per  horse-power;  the  cost  of  wheels  and 
other  arrangements  for  using  the  power  as  about  $1,000,000,  or 
$100  per  horse-power,  making  a  total  of  $200  per  horse-power. 
The  cost  of  wheels  and  accessory  arrangements  Mr.  F.  judges  to 
have  been  quite  **  twice  the  average,''  as,  the  great  object  having 
been  to  procure  the  utmost  effect  from  the  power,  no  expense  has 
been  spared,  and  numerous  changes  made.  Moreover,  the  main 
canal  as  originally  constructed  proved  inadequate,  and  a  second 
canal  had  to  be  made  at  large  expense.  The  development  of  the 
power  at  this  place,  being  almost  the  first  on  so  large  a  scale,  was 
in  a  manner  experimental,  and  naturally  therefore  not  conducted 
to  the'  best  advantage  in  all  respects. 

In  regard  to  the  cost  of  the  development  of  the  Saco  Falls,  J.  G. 
Oarland,  Esq.,  of  Biddeford,  makes  the  following  statement: 

The  banks  of  the  river  adjoining  the  falls  were  originally  exceed- 
ingly rugged,  roueh,  and  high ;  were  formed  of  solid  trap  ledge, 
extremely  difficult  and  expensive  to  excavate,  thereby  necessitat- 
ing very  unusual  outlay  for  mill  sites,  canals,  raceways,  wheelpits, 
etc.  From  1750  to  about  1830  the  power  was  employed  almost 
exclusively  for  saw  mills,  the  mills  being  located  where  the  power 
could  be  cheaply  applied  to  the  simple  "^"  wheels  operating 
under  low  heads  of  six  to  ten  feet,  the  whole  fall  of  40  feet  being 
divided  by  dams  into  three  falls,  respectively  8,  16  and  16  feet 
high. 

If  the  improvement  of  the  fall  had  been  delayed  until  the  intro- 
duction of  turbine  wheels  admitting  of  high  heads,  and  until  its 
development  could  have  been  carried  out  to  the  best  advantage  for 
the  whole  fall,  the  expense  would  have  been  much  less  than  that 
really  incurred,  viz.,  $170  per  effective  horse-power.    This  covers 
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the  cost  of  excavations^  foundations,  dams,  canals,  flumes,  race- 
ways, wheelpits  and  wheels. 

It  appears  therefore  that  the  preparatory  equipment  of  waters 
power,  even  when  got  ready  for  use  under  circumstances  necessi* 
tating  quite  unusual  expenditure,  when  carried  out  in  the  most 
durable  manner,  the  dams  of  split  stone  laid  in  cement,  the  wheels 
of  the  most  expensive  patterns,  and  the  appurtenant  constructions 
of  the  most  solid  and  enduring  forms,  and  so  carried  out  as  to 
realize  the  utmost  effect  from  the  power  possible  under  the  circum- 
stances— ^nevertheless  costs  not  over  $200  per  horse  power. 

This  of  course  greatly  exceeds  the  cost  under  ordinary  circum- 
stances, where  everything  is  taken  at  the  best  advantage.  Hiram 
F.  Mills,  C.  E.,  in  his  Memorial  to  the  Legislature  of  Maine,  esti- 
mates that  on  the  Penobscot  river,  within  twelve  miles  of  Bangor 
and  its  excellent  harbor,  stone  dams  could  be  built  with  necessary 
canals,  wheel-pits,  and  wheels  set  ready  for  the  main  shafting,  at 
a  cost  not  exceeding  $4,500,000,  the  power  being,  as  he  estimates, 
40,000  gross,  and  the  cost  per  horse  power  therefore  $112.50. 

This  figure  is  much  in  excess,  under  ordinary  and  favorable  con- 
ditions, of  the  expense  of  wooden  dams,  lower  grade  wheels,  and 
constructions  of  less  permanent  character.  Improvements  of  this 
sort  can  be  got  ready  for  use  on  ordinary  sites  for  $50  per  horse 
power,  and  will  outlast  the  most  durable  steam  apparatus. 

In  fact,  at  sites  naturally  favorable  and  possessed  of  power  in 
excess  of  demands  upon  it,  power  can  be  brought  into  use  for  a 
small  part  of  even  this  outlay  for  preparatory  equipment. 

Section  2. — Gompabative  oost  of  operating  Machinery  by  Steam 

AND   BY  WaTEB. 

The  cost  of  raising  water  at  the  Philadelphia  Water  Works  for 
the  year  ISM  by  water-power  as  contrasted  with  steam-power,  is 
shown  by  the  following  statistics  abstracted  from  the  Report  of 
the  Chief  Engineer,  Frederick  Graff,  Esq. : 

COST   OF   WATER-POWBR   AJSTD   STEAM-POWBR   AT    THB    PHILADELPHIA 

WATER  WORKS. 


Bdimoiint  Works 

SohuylkUl  Works, 

Delaware  Works, 

Xwentj-Fonrth  Ward  Works, 
Germantown  Works, 


Form  of  power 
used. 


Water-power, . 
Steam-power, 

C«  C( 

it  l( 


Oost  of  raising  each  million 
gallons  one  foot. 


$0.02  1-4 
0.11  MO 
0.29  2-10 
0.08  3-10 
0  19  1-10 


Mean  oost  per  steam,  $0.16  9-10. 
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This  shows  that  the  cost  of  raising  water  by  steam-power,  coal 
being  $5.50  per  ton,  exceeded  the  cost  by  water-power  on  the 
average  seven-fold. 

From  the  annual  report  of  Moses  Lane,  Esq.,  Chief  Engineer  of 
the  Brooklyn  Water-Works,  for  the  year  186T,  the  following 
instructive  facts  are  gathered. 

The  cost  per  million  gallons  (128,000  cubic  feet)  for  pumping  at 
the  said  works,  has  been  for  a  series  of  years  as  follows,  the  water 
being  raised  163  feet  vertical : 

COST  OF  STBAM-POWEK  AT  THE  BROOKLTN  WATER  WORKS. 


« 

1862. 

1863. 

1864. 

1866. 

1866. 

1867. 

I«l)or,  superiotendenoa,  repairs,  etc., 

Interest  00  ooAt  of  works,  etc., 

$12.22 
$9.04 

13.60 
7.23 

16  89 
690 

18.74 
6.U 

19.84 
4.33 

18.20 
8.86 

$21.26 

20.73 

22.79 

28.88 

24.17 

22.06 

Showing  an  average  of  $22.48.  Hence  the  average  cost  of 
raising  a  million  gallons  one  foot  has  been  thirteen  cents  and  a 
fraction  over,  or  nearly  six  times  the  cost  at  the  Philadelphia 
water-wheels.  The  cost  of  coal  at  the  engine  house  of  the  Brook- 
lyn Water  Works,  1867,  was  $7.11  per  gross  ton.  The  cost  for 
steam-power  at  these  works  varies  from  $72  to  $100  per  horse- 
power per  annum. 

Messrs.  Charles  Staples  &  Son,  machinists,  of  Portland,  estimate 
the  cost  per  annum  of  steam-power  in  their  works,  with  the  best 
equipment,  for  fuel,  attendance,  etc.,  for  a  power  of  twenty  horse, 
at  $150  per  horse-power,  operating  ten  hours  a  day. 

Again,  the  cost  of  operating  the  wheels  of  the  Fairmount  Water 
Works  for  the  year  1852  by  water-power,  was  2}  cents  per  day 
for  each  horse-power  of  work  done.  Whereas,  the  steam  pump- 
ing engines  of  the  water  works  of  Hartford  and  Cambridge,  coal 
being  $6  per  ton,  were  run  at  a  mean  expense  of  22|  cents  to  each 
horse-power  of  work  done.*  This  difference  of  19}  cents  per  day 
to  each  horse-power  in  favor  of  water-power,  would  in  the  case  of 
the  power  at  Lewiston  involve  a  saving  of  $1,803  per  day,  over  an 
equal  power  operated  by  steam,  coal  being  $6  per  ton ;  a  saving 
of  $1,382  per  diem  in  case  of  the  power  on  the  Kennebec  at  War 
terville,  of  $1,273  in  case  of  the  power  on  the  Androscoggin  at 
Brunswick,  and  of  $3,135  in  case  of  the  power  at  Rumford,  or 
$2,198,830  per  annum  for  all  combined. 

*Aiiinui  aspects. 
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Now  the  total  amount  of  cotton  consumed  in  Massachusetts  in 
the  year  1860  was  63,383  tons.  The  cost  of  transporting  this 
cotton  2,000  miles  by  sea,  at  the  rate  of  four  mills  per  ton  per 
mile,  would  be  $506,664.  Its  transportation  200  miles  by  rail  at 
three  cents  per  mile  would  be  $379,998 ;  total,  $886,662.  So  that 
the  net  per  annum  advantage  arising  from  the  use  of  water-power 
to  the  amount  of  the  foregoing  four  powers  alone,  over  an  equiva- 
lent amount  of  steam-power,  would  pay  for  the  transportation 
specified  two  and  a  half  times  over ;  or  otherwise,  pay  for  it  once, 
and  leave  a  net  profit  of  over  $1,300,000.  The  net  advantage 
accruing  from  the  use  of  the  66,000  (net)  horse-power  on  the 
Androscoggin  river  below  Rumford  falls,  over  an  equivalent 
amount  of  steam-power,  would  pay  for  the  moving  of  the  above 
amount  of  material  over  2,000  miles  by  rail. 

William  Fairbaim,  Esq.,  one  of  the  most  eminent  of  the  civil 
engineers  of  England,  contrasting  the  cost  of  steam  and  waters 
power,  refers  to  the  Catrine  Mills,  the  two  hundred  horse-power 
of  water-power  employed  in  connection  with  which  cost  the  enor- 
mous sum  of  £18,000,  the  annual  rental  on  which  would  be  £1,260. 
He  then  shows  that  the  rental  of  an  equivalent  amount  of  steam- 
power  would  be  £1,500,  coal  being  only  $1.76  per  ton. 


CHAPTER   XII. 

ACCESSIBILITY  OF  THE  WATER-POWEE  OP  MAINE. 


As  regards  Xhe  grand  highway  of  ocean  travel  and  of  freight 

tnuuit.  transportation  connecting  the  great  commercial  centres 

of  the  old  and  new  worlds,  leads  along  the  coast  of  Maine  almost 
within  sight  of  its  headlands.  Indeed  the  pathway  of  steam  as 
well  as  sail  communication  widens  up  to  and  into  the  harbors  of 
Maine,  Portland  being  a  point  of  departure  for  steamers  to  trans- 
ocean  ports. 

As  regards  ^g  respccts  railway  transit  it  is  conceded  that  any 

tnaaii.  trunk  line  constructed  with  a  view  to  best  accommo- 

date trans-continental  communication  and  reduce  ocean  passages 
to  the  shortest  possible  length,  must  pass  through  Maine.  So  that 
as  respects  access  to  the  world  ai  large  by  the  great  inter-continen- 
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tal  highway  of  traffic  and  travel  on  sea  and  land,  the  water-power 
mannftkctnrers  of  Maine  will  be  and  are  very  favorably  located. 

Further,  as  remarked  before,  the  coast  of  the  State  logbi  ftudiitfes 
is  thickset  with  first-class  harbors  from  end  to  end,  '**  "*^*«**'<»- 
scarcely  any  other  seaboard  of  equal  length  on  the  globe  afford- 
ing the  parallel  of  this  feature.  The  great  rise  and  fall  of  the  tide 
cooperating  with  the  prevalent  off-shore  northwest  wind,  keeps 
these  harbors  clear  of  ice  for  a  much  longer  proportion  of  the  year 
than  could  otherwise  be  looked  for ;  several,  as  Portland,  Dyer's 
bay,  Musketoe,  Cutler,  Machiasport,  Camden  (outer),  Eastport, 
Lubecwand  others,  being  unobstructed  at  all  seasons.  A  large 
number  can  be  kept  open  by  the  use  of  an  ice  boat,  or  common  tug 
boat,  for  an  hour  or  two  a  day  for  half  a  dozen  days  during  the 
winter.  Many  of  the  largest  water-powers  are  located  close  upon 
the  coast,  as  before  particularized ;  several  of  the  largest  though 
retired  from  the  shore  line  are  nevertheless  upon  navigable  waters. 
A  vast  amount  of  power  is  thus  brought  within  12  to  80  hours  of 
Boston  and  New  York  by  coasters  or  steamers. 

The  water-power  of  the  Carolinas  and  Georgia,  on  the  contrary, 
is  removed  even  at  its  lowest  sites  from  60  to  150  miles  from  the 
seaboard,  access  to  which  by  the  rivers  is  by  impeded  and  inter- 
mittent navigation, — ^navigation  not  susceptible  of  substantial  and 
permanent  improvement,  and  which  finds  on  the  coast  only  few 
and  inferior  harbors. 

Railroads  are  already  constructed  parallel  to  the  Local  hemuM 
lower  sections  of  the  main  water-power  rivers,  the  port. 
Androscoggin,  the  Kennebec,  the  Penobscot,  the  St.  Croix,  and 
the  Saco.  As  before  noticed,  the  valleys  of  these  rivers  admit  of 
the  ready  extension  of  railways  far  into  the  interior,  and  by  conse- 
quence of  the  opening-up  of  the  water-power  to  use.  The  water- 
power  of  even  the  St.  Croix  will  upon  the  completion  of  the  Euro- 
pean and  North  American  Railway  be  brought  within  sixteen 
hours  of  Boston.  That  of  the  Saco  is  now  within  four  hours  of  the 
same  point,  of  the  Androscoggin  within  six,  of  the  Kennebec  with- 
in eight,  of  the  Penobscot  within  twelve  hours. 

It  is  evident  therefore  that  as  regards  access  to  our  own  commer- 
cial centres  by  rail,  steamer,  or  coaster,  the  water-power  manu- 
facturers of  this  State  are  and  will  be  advantageously  located. 
Herein,  not  in  a  location  territorially  central,  consists  the  real 
economical  accessibility  of  power,  and  its  value  as  affected  by 
position. 
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TtM  muiiiibiv         The  mannfactarin^  system  of  Maine  will  be  in  close 

tuiing  syatem 

of  Maine  can-  proximltv  to  those  OF  rather  that  of  New  Hampshire, 
that  of  the  rest  Massachusetts,  Connecticut  and  Bhode  Island.  This 
laod.  m  very  important  respects  will  prove  of  great  advan- 

tage, especially  in  the  earlier  stages  of  our  manufacturing  develop- 
ment ;  economical  connection  with  other  series  of  establishments 
being  highly  promotive  of  manu&cturing  prosperity ;  and  in  all 
stages  of  development  the  relation  in  question  wUl  constitute  an 
important  advantage. 

BumiMiyiteiie-  In  fine,  there  is  no  district  in  the  country  or  in  the 
°*°^  world,  possessed  of  any  considerable  amount  of  ynim- 

proved  and  available  water-power,  that  can  be  for  a  moment  com- 
pared with  Maine  in  point  of  short  and  cheap  access  to  the  great 
centres  of  supply  and  demand.  The  remotest  water-power  upon 
the  Southern  Slope  of  the  State  is  not  half  so  far  from  first-class 
harbors  as  the  city  of  Pittsburg,  and  not  twice  as  far  therefrom 
as  the  manufacturing  towns  of  western  Massachusetts  are  from 
Boston. 


CHAPTER   XIII. 

CONCLUSION    OF    PART    I. 


BecapttoiatioQ  The  vicw  hereinbefore  given  of  the  physical  conditions 
fevS^^wlter-  of  the  State  which  more  closely  affect  its  water-power, 
*****"•  general  as  it  has  necessarily  been,  is  certainly  such  as 

would  beforehand  warrant  the  expectation  of  very  unusual  meas- 
ures and  unusual  availability  of  manufacturing  power  within  our 
limits.  The  location  of  the  State  amid  surrounding  seas;  its 
extent  of  surface;  the  disposition  of  its  slopes;  its  geological 
structure ;  its  surface  forms  and  extensive  forests ;  its  grand  sys- 
tem of  lakes,  with  their  uniform  connection  with  the  rivers  and 
susceptibility  of  reservoir  improvement ;  the  low  annual  tempera- 
ture, and  especially  low  summer  temperature,  which  at  once 
reduces  evaporation  and  contributes  to  vigorous  labor ;  the  winds 
of  the  State,  as  a  whole,  maritime  in  character ;  the  copious  rain- 
fall, with  its  uniform  distribution  throughout  the  year  and  diffusion 
over  the  whole  State ;  the  late  lingering  of  the  snow  in  Spring ;  the 
small  per  cent,  of  evaporation,  resulting  from  the  low  temperature, 
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from  the  number  of  rainy,  snowy,  and  cloudy  days ;  the  conse- 
quent large  residuum  of  water  for  removal  by  rivers,  and  which 
our  favorable  surface  forms  determine  to  be  removed  by  rivers — 
taken  together,  constitute  a  sum  of  favorable  conditions,  which, 
it  is  confidently  believed,  no  other  equal  area  on  the  globe  can 
surpass  or  indeed  can  so  much  as  equal.  Other  districts  may 
have  and  certainly  do  have  some  one  or  more  of  the  advantageous 
features  more  decidedly  developed  than  Maine,  but  none  can  par- 
allel fully,  as  is  believed,  their  combined  series. 

When  to  the  foregoing  the  considerations  are  added  of  the  high 
salubrity  of  the  climate  and  its  adaptedness  to  mauu&cturing 
industiy,  of  the  superiority  of  water-power  over  steam-power  in 
economy,  and  of  the  favorable  situation  of  our  power  with  refer- 
ence to  the  commercial  routes  and  centers  of  the  worid,  the  up- 
building of  a  great  system  of  manufacturing  in  our  midst  would 
seem  to  be  inevitable,  a  question  only  of  time  and  of  proper  exhi- 
bition of  our  resources. 

The  view  before  given  still  further  goes  to  show  xhegmtud 
that  no  other  avocation,  which  is  of  sti£Scient  scope  dm  or  icidoe. 


and  permanence  to  afford  basis  for  the  employment  of  great  popu- 
lations, through  which  general  and  widely  diffused  opulence  may 
be  attained,  flourishing  cities  and  towns  builded,  not  upon  the 
coast  merely  or  navigable  rivers,  but  over  a  large  portion  of  tiie 
State,  and  through  which  we  can  ever  hope  to  take  a  stand  side 
by  side  with  the  flourishing  and  weathy  communities  adjacent — is 
available  to  our  hand  at  all  commensurate  in  promise  with,  or  so 
open  to  advantageous  prosecution  above  all  competitors  as,  manu- 
facturing— ^manufacturing  by  water-power.  It  is  true  whatever 
&cilities  for  commerce  the  mere  circumstance  of  excellent  harbors, 
and  harbors  in  large  numbers  can  i^imish,  we  possess ;  but  other 
States  have  harbors  which  if  not  equal  to  ours,  are  adequate  to 
all  required  purposes,  and  are  the  seats  already  of  extensive 
traffic — ^traffic  that  does  not  readily  change  its  direction  or  its 
marts.  Without  derogating  aught  from  our  agricultural  capabili- 
ties, it  is  sufficient  to  say  that  our  attractions  in  that  sphere  are  at 
present  and  bid  flEiir  to  be  for  some  time  to  come,  unless  assisted  from 
extraneous  sources,  outweighed  by  those  of  the  central  districts 
of  the  countiy,  a  disability  which  all  the  New  England  States  labor 
under  in  common,  and  that  accordingly  no  considerable  increase 
of  our  population  and  wealth  is  to  be  looked  for  fix)m  this  source 
alone  and  by  itsdl    Our  stores  of  lumber  are  great  but  they  are 
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not  exhausfless ;  no  wealthy  and  stable  communities  are  or  ever 
can  be  created  on  the  basis  of  this  resource.  Our  minerals  are, 
it  is  quite  safe  to  assume,  not  of  such  sort  as  promise  any  large 
increase  of  wealth  in  and  through  their  development.  Shipbuild- 
ing, an  important  occupation,  is  in  a  measure  precarious  and  is 
necessarily  limited  in  its  amount — ^limited,  that  is  to  say,  as  the 
employment  of  a  whole  State. 

Onrovnpeo*  It  is  important  to  nolice,  therefore,  that  to  a  large 
S*i^!Sdtor?  extent  our  ovm  population  can,  when  once  a  beginning 
^'  is  made,  be  counted  upon  for  interest,  investment,  and 

service  in  manufacturing  operations,  the  local  temptations  in  other 
directions  being  not  strong,  and  general  employment  for  the  whole 
year,  and  to  the  great  majority  of  our  woi^ers  not  being  afforded 
and  not  being  susceptible  of  profitable  prosecution,  outside  of  man- 
u&eturing  avocations.  As  compared  with  the  occupants  of  States 
whose  soil  is  more  generally  and  exuberantly  fertile  and  whose 
agricultural  capacities  are  therefore  naturally  larger,  or  of  States 
whose  vast  mineral  treasures  invite  and  command  labor,  we  can, 
other  things  being  equal,  engage  in  manu&cturing  to  decided  ad- 
vantage and  as  it  were  naturally,  and  can  cooperate  more  zealously 
and  with  greater  singleness  of  aim  with  the  capitalist  who  comes 
amongst  us  to  make  use  of  our  ''hitherto  neglected  waters.'' 
oargxBQdfe.  The  people  of  the  State  may  justly  congratulate 
bauBtibie.  themsclves  upon  the  fact,  and  invite  the  attention  of 
those  living  elsewhere  to  the  &ct,  that  our  grand  vesource  is  of  a 
kind  that  will  never  fail  or  become  materially  modified,  because  it 
is  based  upon  the  unchanging  features  and  sustained  by  the  per- 
petually recuperative  processes  of  nature.  It  can  never  fail  so 
long  as  the  Oulf  Stream  flows,  so  long  as  the  Mediterranean  of 
Mexico  exhales  its  vapors,  so  long  as  our  interior  districts  are 
upheaved  upon  the  shoulders  of  the  White  Mountain  plateau,  so 
long  as  the  waters  of  Umbagog,  Moosehead,  Sebago,  Ohesuncook, 
and  the  Schoodic  lakes,  with  hundreds  more,  fall  through  hundreds 
of  feet,  over  hundreds  of  waterfalls,  in  iron4}aand  channels,  and 
at  last  through  magnificent  harbors,  to  the  sea. 
TfdB  KTud  re-  This  grand  resource  is  not  meve  inert  material  but  is 
•''^**'*'""''"  power,  the  swiftest  creator  of  wealth,  the  most  impor- 
tunate demand  of  aH  active  civilizations,  power  that  once  utilized 
may  be  made  productive,  in  the  long  run  of  time,  of  greater 
opulence  than  can  be  g^hered  from  any  mines  of  iron  or  coal,  or 
reeervdjrs  of  oil,  or  placers  or  lodes  of  precious  metals,  found  in 
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way  equal  •■«*  ift  tfalft  <wttnttry»  ttsonrMs  lliat  uttanstely  fidl,  and 
maorf  of  lihem  speedily  iUl.  Itt  Ae  >dvflteti<m  of  to^ay  mechan- 
Imd  power  tn  «ui  aviAkUe  tfoq^  id  hywimrt  te  tnit  anotbar  name 
and  form  for  wafiilA. 

Hmce  ft  is  thflft  Lowell,  op«ra1fiit|  ft,0iO  teHsa^  itaitrai«etfye 
poweiB  tyf  water^oii7«r,  1mm  already  ti  popfetetiem  of  ^^^'"^' 
40,000;  Fall  Biver,  operating  1,600'  horse-powers  of  water  and 
4,300  of  steam,  has  a  population  of  23,000,  and  a  valuation  of 
$16,300,000 ;  Lawrence,  with  a  power  nearly  equal  to  Lowell,  has 
a  population  of  about  30,000 ;  Biddeford  and  Saco,  with  3,750 
gross  horse-power,  150,000  spindles,  show  a  population  of  16^000. 
Forty-two  hundred  horse-powers  in  operation  at  Lewiston  have 
already  gathered  a  population  of  22,000,  and  $8,000,000  valuation. 
And  tn  general,  it  is  found  that  for  each  100,000  spindles  a  popu- 
lation can  be  counted  upon  of  10,000 ;  or  in  other  terms  a  popula- 
tion of  1,000  to  each  166  horse-powers  employed  in  cotton  manu- 
facture. This  at  least  where  the  power  is  employed  to  good 
advantage  and  time  is  given  for  it  to  exert  its  Aill  effect, — a  longer 
period  of  years  for  the  greater  part  than  our  American  manufac- 
turing towns  have  yet  had. 

The  people  of  the  State  may  with  propriety  account  why  ourwatcr- 
for  and  extenuate  to  the  general  public  the  past  non-  bMomoreLii- 
use  of  our  water-power  and  our  consequent  inability  **°^^- 
to  improve  it  so  rapidly  as  is  desirable,  by  reference  to  the  dis- 
turbances connected  with  the  "Northeastern  Boundary,"  which 
for  many  years  discouraged  immigration  and  improvements ;  by 
reference  also  to  the  ignorant  and  bigoted  State  policy  formerly 
for  a  long  time  in  the  ascendant,  which  virtually  forbade  such 
combinations  of  capital  as  alone  could  and  can  improve  power  of 
such  magnitude ;  and  by  reference  to  the  preposterous  and  guilty 
neglect  of  the  State  to  ascertain  and  advertise  its  resources. 

In  contrast  with  that  former  ruinous  legislation  we  Thepouqrof 

°  the  State  Qow 

are  now  able  to  show  upon  our  statute  books  the  most  i^iguy  &vora. 

, ,  ,  bte  to  mannfbc- 

liberal  provisions  for  the  encouragement  of  manufac-  taring. 
turing  industry ;  first,  in  the  matter  of  exemption  of  new  manu- 
fiicturing  establishments  from  taxation ;  second,  iiv  the  exceedingly 
favorable  provisions  relating  to  flowage;    thirdly,  in  allowing 
towns  to  subscribe  to  the  stock  of  manufacturing  enterprises. 
Finally,  in  all  parts  of  the  State,  and  amongst  all  Pabiicinterwt 

!.  1     .  *  ,  .  ^     •     ^t,    inand  desire  tor 

classes  of  our  population,  the  utmost  anxiety  is  felt  manuftctiires. 
that  our  abundant  water-power  shall  be  put  to  use.    We  feel  that 
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in  a  peculiar  maimer  this  is  our  grand  resource,  a&d  that  our  pros- 
perity is  dependent  upon  its  development.  We  are  disposed  by 
all  means  in  our  power, — by  favoring  legislation,  both  State  and 
municipal,  by  local  and  substantial  co5peration,  and  by  Mendly 
dispositions  upon  all  hands,  to  make  our  State  acceptable  for 
residence  and  investment  to  the  employers  of  water-power  in  any 
form. 


T«W»    t. 


PAET  II. 


^m»- 


The  Principal  River  Systems  of  Maine. 


DrVISION  I. 

The  Primary  or  Interior  Systems. 


*    mm^    » 


CHAPTER   XIY. 

INTRODUCTORY    OBSERVATIONS. 


There  are  5,151  streams  in  Maine  represented  upon  Tbeitreamflof 
the  State  map.  These  ramifying  into  innumerable  ***'°** 
branches  thread  the  surface  of  the  State  with  a  fine  network 
of  brooks  and  rivulets,  so  that  in  all  parts  it  seems  alive  and  in 
motion  with  running  waters — a  distinctive  and  characteristic  fea- 
ture, which  strikes  the  attention  of  the  stranger  and  the  traveller. 

As  is  remarked  in  Part  I.,  the  character  of  this  The  riven 
Report  requires  the  rivers  of  the  State  to  be  treated  Uiemaeives. 
with  more  formality  and  at  greater  length  than  its  other  hydro- 
graphic  features.     Accordingly  they  are  made   the  subject  of 
distinct  discussion  in  this  the  second  Part  of  the  Report. 

A  river  system  comprehends  both  the  river  and  its  Definition  of 
basin — ^the  drainage  area  and  the  drainage  stream,  system. 
There  are,  accordingly,  as  many  river  systems  in  the  State  as 
there  are  rivers.    In  a  Report  of  this  size  only  a  few  of  these  can 
be  made  subjects  of  particular  consideration,  and  these  in  respect 
to  only  those  features  which  bear  most  closely  upon  water-power. 

As  regards  the  river  basins  the  features  referred  to  Leading  fea- 

.  .  tons  of  the 

are  as  follows:    Position;   form;  linear  and  square  river  basins. 
dimensions ;  elevation ;  disposition  of  slopes,  both  riverward  and 
seaward;  geological  structure;  surface  aspect  and  materials,  in- 
cluding vegetation ;  and  the  amount  of* rainfall. 

As  respects,  the  rivers,  the  features  necessary  to  be  Leading  «ea- 
put  in  relief  are  their  course;  magnitude,  including  riven, 
length  and  volume ;  constancy  of  volume  ;  reservoirs,  both  natural 
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and  artificial ;  slope  or  rapidity  of  descent  seaward,  especially  in 

their  water-power  portion. 

The  water-  The  One  fcaturo  of  the  rivers,  however,  which  in  an 

powen  traated 

eiwwhere.  inquiiy  into  their  water-power  stands  first  in  the  order 
of  importance,  namely — the  nomber,  location,  size  and  character 
of  their  faJh  and  rapids,  is  made  the  subject  of  a  separate  Past 
of  the  general  discussion.  The  necessity  of  this  will  be  evident, 
when  it  is  considered  that  very  many  powers  of  importance  are 
found  upon  streams  that  cannot  receive  attention  in  our  necessarily 
brief  review  of  the  principal  river  systems. 


CHAPTER   XY. 

THE    SYSTEM    OP    THE    SACO 


Section  1. — ^Thk  Saco  Basin. 

Loeauon.  "^^^  drainage  district  of  the  Saco  is  situated  in  the 

southeast  part  of  the  State,  covering  the  belt  of  coun- 
try betwixt  the  White  Mountains  and  their  southwesterly  exten- 
sions, and  the  sea.  It  is,  therefore,  in  close  proximity  to  the 
seaboard,  and  to  the  great  manufacturing  district  of  New  England 
exterior  to  the  State.  The  west  and  northwest  portion  of  the  basin 
is  located  in  New  Hampshire. 
Fonn.  tSee  Map.]     Gradually  widening  from  its  southeast 

point  interiorward  for  twenty  miles,  thence  to  its 
northern  boundary  of  nearly  uniform  width,  with  the  large  propor- 
tion of  the  drainage  territory  on  the  right  bank  of  the  main  stream, 
nunenaions  Greatest  length,  which  is  on  the  line  from  the  ocean 

to  Mt.  Washington,  about  74  miles.  Greatest  breadth, 
across  the  head  of  the  basin,  about  30  miles.  Area  or  square 
dimensions,  800  square  miles  in  Maine,  600  square  miles  in  New 
Hampshire ;  total,  1,400  square  miles.  Of  this  all  but  about  ten 
square  miles  situated  below  the  Saco  falls,  is  tributary  to  the 
water-power  of  the  main  river, 
msTstion.  ^^^  height  of  the  following  points  is  given  by  Mr. 

John  F.  Anderson,  Engineer  of  the  Western  Division 
of  the  Hydrographic  Survey : 
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(Hall'i  &9rw9(j  of  Smo  Bivw  lUilroAd  ii»rk«d  H. 
Wftdaworth's  Surrey  of  Smo  River  Railroad  marked  W. 
Anderton'e  Sorv^  of  Port  A  Rooli.  Railroad  markad  A. 
Grant's  Sorrey  of  Port.  A  Ogdenabarg  Railroad  marked  Or. 
Qojot'i  Paper  upon  the  Appalaohian  System  marked  0. 
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74  12-100 

74  12-100 
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78  3-10 

79  23-100 
79  8-10 
79  86-100 
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Initial  point,  the  oenter  of  the  Portland,  Saoo  and  Ports- 
month  Railroad  traok,  400  feet  east  of  Saeo  Depot,  afsnmed 
and  eompnted  height,  (H.) 

Saoo  river,  abont  400  feet  above  Salmon  Falls,  (H.)-  •  • 

Port  A  Boeh.  Railroad  erossing  above  Bar  Mills*  (A.) 

Below  Moderation  Mills,  (H.) 

Above  Moderation  Mills,  (H.) 

Top  of  a  "horsebaek"  ridge,(H.) 

LitUe  Osslpee,  (H.) 

Half  mile  west  of  Steep  Falls,  (H.) 


Saoo  river,  quarter  mile  above  Gould's  Island,  (H.) 

Great  Osslpee,  (W.) 

Foot  of  Great  Falls,  Saoo  river,  (W.) 

Head  of  Great  Falls,  &M0  river,  low  water,  (WJ 

Head  of  Great  Falls,  Saoo  river,  high  water,  (W.) 

Saoo  river  at  Hiram  bridge,  low  water,  (W.) 

Saoo  river,  400  feet  above  low  water,  (H.) 

Ten  MUe  brook,  (H.) 

Shepard's  river,  near  Brownfleld  Centre,  (H.) 

F^yebug,  on  plains,  (H.) 

FVyebnrg,  near  village,  (H.) 

South  Omiway  post  oflioe,  (G.) 

North  Oonway, 

Crossing  of  road  junotion  of  BlUs  A  Saoo  river  (G.)  water  (Gr.) 
Saoo  river,  (Gr.) 
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Water  In  Saoo  river,  (Gr.). 
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Underpinning  old  Crawfbrd  house,  (Gr.)« 
Old  Giawfllhl  house  or  Davis  tavern,  (G.) . 
Water  in  Saoo  river,  (Gr.) 
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Underpinning  of  WlUey  House,  (Gr.)< 

Willey  House,  (G.) 

Water  in  Saoo  river,  (Gr.) 
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The  Noteh,  (G.) 

Crawford  House,  (G.) 

HoUis  Centre, 

Weymouth's,  near  west  line  of  HoUis,. 
Hanson's  near  Waterboro*  Centre, 


142 
160 
270 
232 
278 
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868 
888 
414 
460 

676 
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846 
844 
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The  mean  elevation  of  the  basin  as  a  whole,  is  below  that  of  the 
Androscoggin,  but  above  tiliat  of  anj  other  river  district  of  which 
a  proportionally  large  part  is  sitaated  so  near  the  sea.  Its  upper 
section  covers  an  important  portion  of  the  highest  mass  of  land 
(the  White-mountain  plateau)  of  any  considerable  extent,  east  of 
the^  highlands  of  the  Rocky  monntains,  with  the  exception  of  a 
limited  tract  in  North  Carolina. 

GMiogiiai  The  entire  bacon  is  occupied  with  granite,  or  gneiss 

scarcely  distinguishable  from  granite^  with  patches  of 
mica  schist  here  and  there.  In  all  parts  of  the  district  stone  of 
good  quality  for  eonstroetion  purposes  is  abundant.  A  quany  ot 
excellent  granite  has  been  worked  extensively  at  Biddeford. 

The  district  is  in  its  northwest  part  exceedingly 


mountainous  in  its  topographical  features;  thence 
southeastward  it  subsides  successively  into  hilly,  undulating,  and 
finally  quite  level  surfaces  near  the  sea.  The  great  body  of  pulr 
verized  material  lying  above  the  bed  rock,  is,  as  returns  to  inter- 
rogatories indicate,  made  up  of  sand  and  gravel  with  sandy  and 
gravelly  loams.  The  lower  portion  of  the  basin  is  quite  thor- 
oughly denuded  of  forests.  The  upper  half  is  still  heavily 
wooded,  being  cleared  only  upon  the  intervales  of  the  streams 
and  the  more  cultivable  portions.  "Probably  full  half  of  the 
entire  district  is  still  wilderness.'^'*' 
j^t^^n  Estimated  from  the  average  for  the  State,  135,000,- 

000,000  cubic  feet  yearly.  The  downfall  is  probably 
somewhat  in  excess  of  the  mean  for  the  State,  owing  to  the 
infiuenoe  of  the  mountains  and  the  lower  latitude  of  the  basin ; 
but  the  amount  of  excess,  if  any,  is  not  known,  and  is  accordingly 
not  represented  in  the  figures. 

Section  2. — ^Thx  Sago  Rivbr. 

Q^^^  The  mean  direction  of  the  Saco  is  southeast.    The 

chief  deviation  from  tiiis  course  occurs  at  Fryeburg, 
where  it  originally,  and  prior  to  the  construction  of  a  "cuf 
across  so  enclosed  peninsula,  traversed^  and  to  this  day  in  part 
traverses,  an  extensive  loop  or  curve,  and  finally  leaves  the  town 
only  about  four  mileB  from  tiie  point  of  access.  Otherwise,  and 
excepting  mere  local  sinuosities,  it  follows  nearly  the  shortest 
line  from  the  mountains  to  the  sea. 

Hon.  Joiepb  Hdbton,  Btoo. 
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The  principd  aflmente  a0e  Hke  MLowiagt 

■  ■       ■ .  .J     ■  ,- 
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Whore  noeived. 
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Ttom  fhe  left  buik« 
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LitlleOiripee,. 
Great  Oagipee,. 
Upper  Eennr,.. 
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80 
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7,100»QOOJM(^ 
9,300,000,000 
2,400,000,00(r 
2^(40,000,000 


The  length  of  the  strestnw  aa  givexr  above  does  not  indude  tiiefr 
looal  windings. 

The  Saco  in  its  upper  part  is  drawn  around  the  southern  slope 
of  the  White-mountain  duster  in  such  a  nuuxmer  as  to  cany  off  a 
ooDsiderable  part  of  the  surplus  waters  that  would  otherwise  be 
discharged  by  the  Meinmao  ^  this  contiibutea  largely  to  its  anr> 
nual  deliyeiyA  bttt  bo4  to  its  uniformity  of  volume  at  dififoreut 


Of  the  main  rivev  from  itft  soioces  amongst  the  i^^,^. 
mountains  to  the  sea»  not  ioisluding  the  minuter  wind* 
ing9,  about  d6  miles,  26  milea  of  which^  more  or  less>  are  in  New 
Hampshire.    The  mjsiu  water-power  section  of  the  river  is  about. 
85  miles  long,  from  Hiram  Falk  to  the  tide.    The  stream  is  about. 
WH  feet  wide  in  the  viciuily  of  Saee. 

The  yearly  discharge^  estimated  at  40  per  cent,  of 
the  annual  precipitation,,  is,,  firom  the  entire  basin  both 
within  and  beyond  States  about  M„000>000^000  culdc  ieet. 

Excessive  ia  the  upper  part^  owing,  to  the  mountain- 
ous character  of  the  country.  The  lower  portion  of 
the  river  likewise  fluctuates  widely  in  its  mass  of  water  at  different 
seasons,  though  much  less  than  the  upper,  owing,  first,  to  tha 
narrowness  of  the  "  GhateSj/' — ^tbe  passage  at  Hiram  Falls — ^which 
dams  back  the  moantaja  water  over  eoctensive  intervales  and 
marshes  above;  owing,  secondly,. to  the  comparative  levelnessof 
the  lower  portion  of  the  basin  ],  and,,  thirdly,,  to  the  improvemei^ 
of  the  lakes  aud  pomds  fox  storage. 

Ia  the  drouth  of  summer  nearly  40,000  oubic  fBOt  per  minnta  tout 


Tolaine. 
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eleven  hours  a  day  are  commanded  at  Saco,  or  18,000  cubic  feet 
per  minute  for  the  whole  twenty-four  hours.  The  low  run  con- 
tinued day  and  night  throughout  the  year  would  carry  off  over 
9,000,000,000  cubic  feet,  or  about  one-sixth  of  the  estin^ated 
delivery  of  the  river  for  the  year.  The  volume  at  low  water  can 
be  increased  two  or  three  fold  by  the  use  of  the  reservoirs  of  the 
river. 

The  discharge  of  the  river  in  ordinary  freshets,  eight  feet  on  the 
middle  dam  at  Saco,  is  about  1,950,000  cubic  feet  per  minute. 
Ten  feet  are  alleged  to  be  found  on  the  dam  in  extreme  freshets. 

The  range  from  lowest  to  highest  water  at  various  points  is  as 
follows : 


LooAumi. 
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8im>  IW\fl,. ,......., 
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e 

Union  falls. 

Great  ikllt.  Hiram. 

It 

Sftlmon  falln 
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14 

Bur  Mills  faUs 

Toil  bridge,  Frjebnig, 

UJH) 

Slope. 


The  range  in  feet  above  the  Great  falls  is  not  a  fair  expression 
of  the  volume  of  the  river  in  that  section  in  time  of  flood,  the 
water  being  diffused  over  an  immense  expanse  of  low  land  as 
before  noticed,  and  of  course  proportionately  reduced  in  elevation. 

The  descent  of  the  river  in  Maine  is  moderately 

steep,  being  from  the  State  line  at  Fryeburg,  6t  miles 
to  the  tide  at  Biddeford,  450  feet,  or  about  seven  feet  to  the  mile, 
which  gives  an  average  angular  depression  of  4'.8  per  mile.  The 
current  is  generally  moderate,  the  greater  part  of  the  descent 
taking  place  in  sudden  breaks  or  falls.  The  level  of  tide  is 
reached  about  four  mfles  from  the  coast,  at  Biddeford,  and  there 
by  a  comparatively  abrupt  pitch  of  40  feet. 

The  slope  in  the  86  miles  constituting  the  princ^al  water-power 
portion  of  the  river,  from  Biddeford  to  Hiram  Great  Palls,  is  at 
the  rate  of  9.8  feet  per  mile,  corresponding  to  an  angular  descent 
of  6^.8  per  mile.  In  this  portion  it  is  a  succession  of  rapids  and 
ftUs,  and  offers  numerous  sites  for  manu&cturing  of  the  highest 
value. 

The  total  number  of  lakes  in  the  portion  of  the  Saco 

basin  situated  in  Maine,  and  represented  on  the  State 
map,  is  ?5,  or  more  than  twice  the  number  due  to  the  average  for 
the  whole  State.  The  small  ponds  are  undoubtedly  more  fully 
represented  on  the  map  for  the  thickly  settied  tiian  for  the  wilder* 
ness  portions  of  tiie  State.    The  lakes  are  small  compared  with 
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the  average  for  Mame,  and  there  are  none  strictly  first-class  in 
size. 

PBINdPAL  lUBSERVOIBS  OF  THE  SAOO  AND  ITS  TKIBUTAKIIS. 


ITasM. 


Bonio  pondy  ...•...•..•.. 
LoBff      •*     

Ifttag*^  pondy 

Pearoe        "    

Toruty     «•    

Timar       *<    

Adftour      <«    

Bidoh  pond,  with  flowBgo». 
Little  Onipee  pond, 

Kino  ponda, 


OomMoled  with 


IdttloOMlpoeriT., 
do  do 


do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

Approximate 

areainfqnare 

milei. 


0.60 
0.76 
0.60 
0.30 
0.46 
0.60 
0.76 
2.60 
1.76 


8.30 


Present 

•tocBgeiii 

Ibet. 


Dam. 


8 
4 


Additional 
storage  feasi- 
ble in  feet. 


10  to  10 


Name. 

Oonneoted  with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

foekf 

Additional 

storage  feasi* 

hie  in  feet  t 

Speotaole  vonds. 

GbeatOss^eeriT., 
do          do 
do          do 
do          do 
do          do 
do          do 
do          do 
do          do 

do          do 

0.30 
0.80 
0.60 
0.40 
0.60 
1.76 

7.00 

4.00 

8 

10 

8 

0 

10  or  12 

"  12 

a 

Ooloosd's  pond, 

A 

Biokford      •«    

t 

Spraoe         <*    

A 

Lord's         "    

« 

ftoTinee  pond,  [v.  x.]. . . . 
PineziTer    ««       ••     .... 
Ossipee        *'       •«     .... 
Varioas  ponds  trilMiiluy  to 
Ossipee  pond« 

- 

F              J»w.««»,  .as...    .... 

TwelTo  ponds, 

.. 

16.26 

- 

— 

Kane. 


Barker  pond, 
Greal  Hanooek  pond. 
Middle      •<       •• 
little        •«       " 
Small  ponds  eonaeeted. 

Moose  pond, 

Loren    <*    

Pleasant  pond, 

Keyes'       '*    

Lower  Kesar  pond, 

Upper  Kesar     '<    

The  PIto  Kesar  ponds, . . 

KimbaU  pood, 

Charles      "    

Bog  »       «« 
Walker's   " 


[v.  ■.]... 


Twenty  ponds  or  more. 


Obnneeted 

with 


Approsimaie 
insqnare 
miles. 


Saoorlrer, 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


4.60 


4.60 
2.00 
1.00 
0.60 
200 
6.00 
0.60 
1.76 
1.00 
0.60 
1.00 


34.26 


storage  i& 
feett 


6 

4 


Dam. 


Dam. 

Dam. 
Dam. 


9-ibot  dam. 


Additional 

storage  feasiUe 

infeet.t 


2 
9 

Conld  haTO  dam. 
Dam  feasible. 
All  ean  be  flowed. 
SeTeral  feet,  with 
flowage. 

Seyeralfeet 

8,  with  large  flow- 
6 

SoToral  feet  with 
large  flowage. 


*B1uiki,  as  above,  indloate  that  the  itonge  has  not  been  reported. 

t  Storage  of  the  Qieit  Oeslppee.  rep<«Ced  by  lAther  SdgeeoeDb  and  B.  a  Bidkm,  Ins.,  of  Keear  Vai^ 
tBtorige  reported  chiefly  tgr  B.  G.  Parrlngtcm,  Biq.,  of  Pry^arg. 

§Lover  Sesar  pond  can  be  flowed  lix  to  twelve  feet,  covering  six  sqosre  mXIflS  of  ponds  and 
meadows.   Ihe  cost  for  dams  wonld  not  exosed  $1,000. 
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The  foregoing  41  ponds  with  their  assooiated  fiowage  sum  46.80 
square  miles  of  surface.  It  is  obvious  therefore  that  the  low  run 
of  the  river,  and  by  consequence  its  manufacturing  capacity,  can 
be  increased  very  greatly.  The  lowlands  above  the  Great  Falls 
could  be  converted  into  an  enormous  reservoir,  though  at  consid- 
erable expense  for  damages. 

The  sum  total  of  lake  surface  connected  with  the  Saco,  as  com- 
puted from  the  State  and  county  maps,  is  55  square  miles  in  Maine, 
29  in  New  Hampshire,  84  in  all,  or  one  square  mile  to  each  16.66 
square  miles  of  basiQ.  The  lakes  average  0.75  of  a  square  jufle 
each  in  extent. 

Forty  hours  are  required  for  the  passage  of  water  from  Ossipee 
pond  to  Saco  in  an  ordinary  stage  of  the  river. 

POWEB  OK  TEnS  LoWEB  SECTION  OF  THE  SaGO. 

If  the  mean  volume  of  water  that,  in  the  present  condition  of 
its  reservoirs,  can  be  commanded  on  the  Saco  river  ftom  Hiram 
Falls  to  the  tide,  be  assumed  to  be  27,000  cubic  feet  per  minute, 
for  eleven  hours  a  day,  in  the  low  run  of  summer,  the  gross  power 
developed  in  the  343  feet  of  fall,  is  17,493  horsepower  for  the 
hours  specified,  or  699,720  spindles.  A  large  proportion  of  this 
power  can  be  economically  improved,  the  opportunities  for  dams, 
canals,  cmd  mills  being  unusually  good.  The  judicious  use  of  the 
reservoirs  would  undoubtedly  increase  this  amount  of  power  by 
two  hundred  per  cent. 

The  Saco  is  crossed  by  two  railroads  in  its  lower  section,  con- 
nectiDg  with  Boston  and  Portland. 

The  river  is  navigable  to  the  foot  of  the  Saco  falls,  but  is  closed 
by  ice  about  three  and  a  half  months  yearly. 
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CHAPTER   XVI.    * 

THE  SYSTEM  OP  THE  ANDROSCOGGIN. 


Section  1. — ^The  Akdrosooooin  Basin. 

The  drainage  district  of  the  Androscoggin  occnpies  i^ooa^^, 
the  region  of  country  lying  between  the  aea  on  the 
southeast,  and  the  northerly  outposts  of  the  White  Mountains  on 
the  northwest.    It  is  in  its  southern  part  separated  from  the  Saco 
basin  by  the  hydrographic  area  of  the  Presumpscot  and  Royal, 
but  in  the  northern  is  conterminous  with  it. 

[See  Map.]    Expanded  laterally  in  the  central  por-  j^^ 
tion  and  tapering  to  a  point  at  each  extreme.    As  a 
whole  elongated,  and  with  the  head  waters  therefore  at  a  consid- 
erable remove  from  the  ocean. 

Greatest  length,  from  the  ocean  to  the  remotest  j^^g^gg^i^g^ 
sources  of  the  river,  110  miles;  greatest  "breadth, 
from  Randolph,  N.  H.,  to  Fayette,  Me.,  TO  miles.  Square  <!Bmen- 
sions,  in  Maine,  about  2,'750  square  miles ;  in  New  Hampshire, 
about  850  square  miles ;  total,  S,600  square  mSes.  Of  this  nearly 
the  whole  is  located  above  the  lowest  mill  privilege,  and  contri- 
butes to  the  water-power  of  the  main  river. 

Considerably  greater   than    of  any    other   hydro-  j,,^^^^ 
graphic  district  in  the  State,  a  large  proportion  of  the 
northern  part  of  the  basin  being  uplifted  upon  the  northeriy  oflisets 
of  the  White  mountains  and  their  subjacent  and  outlying  highkuids. 

The  following  points,  it  will  be  noticed,  are'  situated  mainly 
upon  the  river  or  upon  railroads,  and  are  tiierefore  considerably 
below  the  level  of  the  surrounding  districts.  The  figures  denote 
height  above  tide : 


LOCALRIIS 


DttiTflle  Janotiofk,. 
AnlMurn  (stetion) 


M 


Meeliaiiio  lUla  (statioo) 

Oxfoid  (station) , 

IStat  liTermore  (station) 

BoothPteris  «      

Look's  MUlf  «<      

Hoad  of  BomfoKd  lUla,  aboat 
Bothal  (station) 


180 
SIO 
912 
)60 
370 
310 
360 
370 
710 
600 
640 


LooAuim. 


Androoomin  rlTor  at  Bethel,.. 

White's  O^er, 

Month  Pleasant  river,  about. . . 

State  line,  (G.  T.  E.  erosstiig).. 
Gk>riiam  station  (h.  b.)  .... .... 

Head  of  Berlin  FaUs,  (h.  h.)  . . 
Head  of  Androeoo^n  river,. . . 
N.  B.  head  of  MagaUoway  riv., 
K,  W.        «•          "  «• 

Umbafog  lAket, 1,356  to 


Feet. 


630 

650 

63a 

700 

690 

803 

1,048 

8,000 

3,640 

3,917 

1,511 
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The  high  general  eleTation  of  this  district  combined  with  its 
brokennesB  of  surface,  secures  a  very  large  amount  of  power  upon 
the  streams,  in  proportion  to  its  extent  and  its  volume  of  annual 
discharge.  ^ 

Gediogioai  Ouciss  is  prevalent  at  the  outfall  of  the  river ;  thence 

'^'*^**°^  north  to  Jay  mica  schist,  with  abundant  granite  on  the 

right  bank.    From  Jay  northward,  granite  and  gneiss,  with  clay 
slate  about  the  Umbagog  lakes.    Good  building  stone  abundant 
in  all  parts  of  the  basin,  as  detailed  in  Part  III.  of  this  Report. 
sorflMe  Surface  aspect,  hilly  in  the  lower  third ;  excessively 

««ditf«n^        broken  and  mountainous  in  the  upper  two-thirds,  wili 
narrow  intervales  and  limited  level  tracts  interspersed. 

Surface  materials,  indicated  as  follows,  in  response  to  inquiries, 
some  of  the  towns  specifying  two  or  more  of  the  forms  as  abun- 
dant: 


Gi»Tel. 

8Mid. 

• 

Sandy  LoMB. 

Loam. 

Clay  Loam. 

Clay. 

8 

S 

8 

6 

1 

3 

Showing  a  preponderance  of  coarse  soil  and  one  admitting  the 
rapid  absorption  and  transmission  of  water. 

£.  S.  Ooe,  Esq.,  of  Bangor,  a  most  competent  authority,  judges 
1,480  square  miles  of  the  basin  lying  north  of  the  river  and  west 
of  Rumford,  in  both  Maine  and  New  Hampshire,  to  be  still  covered 
with  forests.  This  is  considerably  over  one-third  of  the  whole 
drainage  territory,  without  any  account  of  the  large  amount  of 
forest  below  Rumford  on  both  sides  of  the  river.  Undoubtedly 
considerably  over  half  still  remains  in  the  wilderness  state. 
^^,.,^B  The  yearly  precipitation  of  moisture  upon  this  basin, 

including  both  the  Maine  and  New  Hampshire  portions 
thereof,  is  estimated  as  nearly  838,000,000,000  cubic  feet.  These 
figures  are  based  upon  an  assumed  average  downfall  of  forty-two 
inches,  the  influence  of  the  mountains  being  disregarded  because 
not  ascertained. 

Section  2. — ^Thb  Androscoggin  Riveb. 

Q^f^g^  West  of  south  in  the  northern  part,  east  in  the 

central,  southeast  in  the  lower,  as  a  whole  south- 
southeast. 


OlT.  I.] 


TEB  AJIDSOSOOMXH. 


81 


The  principal  tributcuries  are  as  given  below : 


Affluenta. 


Vrom  the  right  lumk,  j 


From  the  left  baok,. 


little  Androfooggln,.. 

Twenty  Mile, 

8abettu8, 

Dead, , 

Webb's, 

Swift, 

Ellis, 


Where  received. 


Auburn. 

Tamer. 

Lisbon. 

Leeds. 

Dixfield. 

Mexico. 

Ramford. 


Nune. 


Little  Androscoggin, 

Twent7*Mil6 

Sftbftttns 

Dead, 

Webb's, 

Swift, 

Ellis, 


Babut. 

Length, 

Breadth, 

Area, 

miles. 

miles 

sq.  miles. 

30 

15 

280 

19 

13 

160 

16 

7 

76 

22 

5 

86 

17 

11 

135 

22 

8 

133 

18 

13 

150 

SraiAM. 


Length,     Estimated  dis- 
miles.    charge,  oobio  feet. 


40 

10,920,000,000 

26 

6,860,000,000 

— 

2.926,000,000 

28 

3,300,000,000 

28 

5,265,000,000 

24 

6,187,000,000 

26 

6,850,000,000 

The  figures  for  the  two  streams  which  unite  and  form  the 
Androscoggin  are  as  follows,  those  for  the  Outlet  Stream  being  foi 
the  whole  Umbagog-lake  system  : 


W Ainii 

BAHiir. 

Strbajc. 

12IBI1IO. 

Length, 
miles. 

Breadth, 
miles. 

Area, 
sq.  miles. 

Length, 
miles. 

Estimated  dt9> 
charge,  cnbic  ifeet. 

If  asallffWAT. 

37 
60 

18 
20 

400 
600 

60 
63 

16,600,000,000 
18,500,000,000 

Ontlet  Stream, 

The  Androscoggin  takes  its  origin  and  is  entitled  to  its  name, 
only  from  the  point  of  confluence  of  the  Magalloway  and  Umba- 
gog-lake waters.  The  number  of  streams  in  the  system,  repre- 
sented on  the  State  map,  is  669,  of  which  543  are  in  Maine  and 
126  in  New  Hampshire. 

Of  the  Androscoggin  proper,  157  miles ;  from  the  j^ng^jj, 
remotest  sources  of  the  Magalloway,  200  miles ;  66 
miles  of  its  length  are  in  New  Hampshire.     Its  most  valtable 
water-power  section,  from  Rumford  falld  to  the  tide,  is  75  miles 
long ;  but  in  fact  it  is  a  water-power  river  in  its  whole  length  from 
the  lakes  to  Brunswick,  150  miles. 

The  estimated  discharge  from  the  basin  for  the  year  y^^^^^ 
amounts  to  185,000,000,000  cubic  feet.     Of  this  nearly 
the  whole  is  tributary  to  the  working  power  of  the  river,  all  in  fact 
except  a  small  quantity  passed  into  it  below  the  Brunswick  falls. 
6 
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IFamU. 


Variations 

of  volume. 


This  river,  like  the  Saco,  belongs  to  the  class  of 
variable  rather  than  of  constant  rivers,  as  regards  its 
mass  of  water  at  different  seasons  of  the  year.  This  is  due  to  the 
excessively  mountainous  character  of  the  upper  portion  of  its 
catchment  basin,  together  with  the  bareness  of  a  considerable 
part  of  the  mountain  surfaces.  Hence  it  rises  rapidly,  and  falls 
away  rapidly,  runs  high  in  spring  freshets  and  low  in  summer 
drouths.  This  at  least  is  naturally  its  character,  and  aside  from 
modifications  effected  by  artificial  improvements,  and  especially 
its  character  above  the  Eumford  falls. 

Below  the  falls,  however,  it  is  materially  altered.  The  channel 
at  the  pass  of  the  falls  is  only  ninety  feet  wide,  and  accordingly, 
like  the  ''Gates"  at  Hiram  falls  on  the  Saco,  dams  back  the 
volume  of  freshets,  producing  a  great  rise  above,  but  equalising 
the  flow  below.  Hence  the  chief  manufacturing  portion  of  the 
river  is  in  a  manner  protected  against  the  chance  of  destructive 
rises  of  water. 

The  natural  inconstancy  of  the,  river  is  already  to  a  consider- 
able extent  overcome,  and  can  be  to  a  far  higher  degree,  by  the 
use  of  its  great  reservoirs  for  storage  purposes,  and  this  at  little 
expense.  Further  remarks  upon  this  will  presently  be  made  in 
another  connection. 

Mr.  Lockwood  reports  the  low  run  at  Lewiston  at  94,000  cubic 
feet  per  minute,  for  eleven  hours  a  day,  or  42,000  per  minute  for 
the  twenty-four  hours.  The  low  run  at  Brunswick — ^to  which  over 
400  square  miles  more  of  territory  are  tributaty,  and  streams 
which  are  largely  improved  for  manufacturing,  and  therefore  com- 
paratively frimished  at  low  water — is  not  far  from  125,000  cubic 
feet  per  minute,  eleven  hours  a  day,  or  51,000  per  minute  for  the 
whole  twenty-four  hours.  The  low  run  continued  day  and  night 
throughout  the  year  would  carry  off  about  29.3  billions  of  cubic 
feet,  or  less  than  one-fourth  of  the  estimated  total  annual  discharge 
of  the  river.  So  favorable  an  exhibit  is  due  in  part  to  the  reserve 
of  water  for  manufacturing  purposes. 

The  range  from  lowest  to  highest  water  at  several  points  ap- 
pears in  the  table  annexed : 


LocsUtiM. 

Feet. 

Looaiities. 

Feet. 

Brunswick  falli.. 

10 
8 
7 
8 

Kamford  falls. 

20 

Lewiston      "    

Bethel,  f  Aver^ire)  -  -  t 

n 

Lisbon         "    

Bethel.  {eztraneS  - 1 

28 

LiTormore    *<    
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Prom  the  point  where  the  waters  of  the  Magalloway  gj^ 
and  the  TJmbagog  lakes  coalesce  and  give  origin  to  the 
Androscoggin,  to  the  tide  at  Brunswick,  is  a  distance  of  150  miles, 
with  a  fall  of  1,256  feet.  The  mean  slope,  therefore,  is  8.33  feet 
to  the  mile,  corresponding  to  an  angnlar  depression  of  5'. 5  circular 
measurement  per  mile.  The  current  is  generally  swift,  but  like 
that  of  the  Saco,  is  gentle  or  even  languid  in  parts  for  considerable 
distances,  as  above  Rumford  falls,  the  greater  proportion  of  the 
whole  descent  accomplishing  itself  in  steep  rapids  and  in  numerous 
and  comparatively  profound  falls. 

The  slope  of  the  river  in  its  main  water-power  section,  from 
Bumford  falls  to  the  tide,  a  distance  of  ^5  miles  and  a  fall  of  600 
feet,  is  eight  feet  to  the  mile,  or  5'.2  circular  measurement. 

As  respects  the  number  of  lakes  the  Androscoggin  j^^ 
system,  as  represented  on  the  State  map,  falls  some- 
what below  the  average  for  the  State,  the  enumeration  for  the 
Maine  portion  being  133,  and  for  the  New  Hampshire  portion  15, 
a  total  of  148 ;  whereas  the  number  proportioned  to  its  area  would 
be  195.  A  large  number  of  small  ponds  scattered  throughout  the 
mountainous  portion  of  the  basin  are  not  represented  upon  the 
map.  These  afford  local  power  of  value  and  contribute  to  the 
unifoi^ty  of  the  main  stream,  and  will  do  so  in  still  higher  degree 
when  put  to  use  as  reservoirs. 

PRINCIPAL  RBSBRVOIRS  OF  THE  ANDROBCOGGIN  AND  US  TRIBUTARIES. 


Name. 

Conneeted  witb 

Approximate 

areainsqnare 

mUes. 

Present 

storage  in 

feet* 

Addiiloiial 

storage  feasl- 

ble  in  feet.* 

TkTlor  Dond. 

Little  Andros'n  rir., 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 

3.00 
0.86 
0.56 
0.60 
1.25 
8.00 
1.40 
0.75 
0.80 
0.25 
2.60 
0.30 
0.30 
0.80 
0.35 
0.65 
0.60 
0.30 
0.35 

I 
I 
4 

4 

No  dam. 

6 
Dam. 

9 
No  dam. 

il 

0 

No  dam. 

16 

No  dam 

No  dam. 

Dam. 

Dam. 

Dam. 

t 
4 

Upper  Range  pond, 

Middle  Raage   *«    

Lower  Raafe     '*    

JripP                  "    

xbompeon          *<    

Hogan  and  Oreen  ponds, . . 

SalnrdaT  xiond. 

Moose        «*    

10 

Matthews  "    

Great  Penneesowaasa  pond, 

[large  flat 
16,  and  on  a 

Utile  PenneeMwaaea  pond, 
Sand  pond, 

10 

Mooae  (Paris)  pond, 

Mnd  and  Hioks  ponds, .... 
Brran^s  nond 

SeTeral  feet 

SeTeral  feet. 

Might  be  im- 

[proyed. 

Indian       *•    

TwlteheU  ««    

• 

Twenty-one  ponds, 

- 

21.90 

- 

- 

*  Storage  of  tiw  LIttto  Androaooggtn  river,  reparted  by  8.  F.  Watemaa  and  laaao  larrlngtoo,  Saqtt, 
«r  M«H*Jtanlc  FaUs.  Heaara.  W.  and  V.  Judge  the  ponda  oonneeted  with  the  ziTer  to  aom  28  aqoare 
Bflea  of  aoriboe. 

t  Btaaka,  as  ahote,  InOkete  that  the  storage  has  not  bean  repoated. 
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PRINCIPAL  RESERVOIRS  OF  THE  AKDR06006OIK  AKD  ITS  TRIBUTARIES. 


Kame. 

Oonneoted  with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Pleasant  Dond. 

Twenty  Mile  riv., 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 

0.60 
0.30 
1.05 
0.66 
0.75 
0.80 
0.35 
0.26 

* 

Dam. 
Dam. 

8 
4 
3 

* 

Brettun's  "     

Bear          "     

South         *•     

Korth        «*     

Bangermuok  pond, 

Labrador  [2]  ponds, 

Pleasant  (Sumner)  pond,.  • 

0 

0.70  sq.  miles 
[oan  be  flowed. 

Nine  ponds, 

. 

4.66 

_ 

_ 

Name. 

Connected  with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

AddiUonal 

storage  feasible 

in  feet. 

Androsooggin  pond, 

Wimp's  oond 

Dead  river, 

do       do 

do       do 

do       do 

do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 

6.76 

1.00 

1.00 

0.20 

2.26 
3.10 
0.80 
0.25 
1.25 
0.26 
0.36 

0 

6to8 
6to8 
6to8 

4 

3 
Dam. 

"s 

Dam. 

6,  with  large 

damage. 
2to4,byoutting 

down  outlet. 
2  to  4,  by  catting 

down  outlet. 
2  to  4,  by  catting 

down  outlet. 
Several  feet. 

LoTCijoy's  pond, 

Pond  above  Lovejoy's, .... 
Grotohed  nond*. .......... 

Parker's     "    ...* 

David's      «*    

4 

Tilton's      "    

Flvine        "    

Kimball's  "    

Mt.  Vernon  pond, 

Several  feet. 

Eleven  ponds,.^ 

• 

16.20 

• 

~ 

Name. 

Connected  with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Webb's  Dond «... 

Webb's  river. 

Swift        do 

Ellis         do 

do          do 

8.00 

1.26 
1.25 
0.85 

Dam. 
Dam. 

9 

Swift-river  ponds  (three  in 
townshio  E.). . . « *  t  . .... 

Ellin    TM>nd.  -  ■   r r  T  - 

Little  EUis  pond« 

Six  ponds, «... 

• 

7.86 

^ 

_ 

*  Blanks  not  reported. 
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PBZNOIPAL  REBBRYOIBS  OF  THE  AVBROBOOeeiN  ANB  ITB  TRIBUTARIXS. 


Name. 

Oonneoted  with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet.* 

Additional 

storage  feasible 

in  feet.* 

Sabattiu  Dond 

AndroBoo'gin  riv., 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do          do 
do           do 

do           do 
do           do 
do          do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
Magalloway  riTor, 
Kennebago     do 
do           do 

4.00 
3.00 
0.20 
0.30 
0  35 
0.26 
0.26 
1.00 
0.26 
2  00 

Bam. 
8 
Bam. 

4to6 
4  to  6 

Bam. 
Bam. 
8 

14 

12 
12 
14 
14 

4 

Wilion       "     

2or3 

Little  WOton  pond 

Batflc  pond, 

Long      **     ...• 

Bound  ■«*     

2 
2 
[by  floving. 
Clan  be  increased 

Hoosehill  pond, 

Whitney      "     

Fonst         "     

Worthley     "     

6,  by  flowing. 
Several  feet. 

4 

Coneord  (2)  pondj, 

Worth               ««    

South                "     

finniflSde           «•    tH.H.]. 
Umbagog, 

0.65 
0.86 
0.80 
1.60 
18.00' 

11.16 
10.00 
21.00 

3.00 
14.00 

0.40 

.80 

Welokenebaeook  and  the 
pond  below.f 

Moleehunkemunk,t 

If  ooseloomagnntie, 

Cupsnptic, 

- 

Raoffely  hike. 

I 

QnfmbT  pond.. 

£ 

Gull  (2)pondi. 

0  80 
1.00 
1.00 
3.50 
1.60 
4.00 

Lone  pond 

10 

BMBIK      jrWHWf   •*••«•      ....      .*.. 

vanons  small  ponds, 

Paimaohene  lake, 

John's  pond. 

Kennebaeo  pond 

Sovonil  fdAt. 

Thirty-eiz  ponds 

- 

106.86 

• 

. 

The  foregoing  83  principal  lakes  and  ponds  sum  156.25  square 
miles  in  surface. 

The  aggregate  of  lake  surface  in  the  Androscoggin  basin,  esti- 
mated from  the  map,  is  213  square  miles ;  or  one  square  mi^e  to 
each  seventeen  square  miles  of  basin.  The  average  size  of  the 
lakes  is  1.43  square  miles,  or  nearly  twice  the  average  for  the  Saco 
basin. 

The  Umbagog  series,  comprising  four,  or,  as  some-  TheUmbagog 
times  divided,  six  large  lakes,  have  an  area,  as  com- 
puted from  the  map,  of  seventy-seven  square  miles.     The  several 
lakes  of  the  system  are  not  upon  the  same  level,  as  shown  in  the 
table  annexed : 


Name. 


Umbagog,.. 
Riehardson, 
Mooseluomaguntio, 


Distance  from  the 
preceding  lake. 


6  miles,. 

Imile,.. 

Rangely, I    2  miles. 


Height  above 
tide  in  feet. 


1,256 
1,456 
1,486 
1,511 


BiSerenoe  of 
level  in  feet. 


200 
30 
26 


*  Storage  of  the  upper  partlon  of  the  Androscoggin  reported  by  S.  S.  Ooe,  Abner  Toothaker  and 
others, 
t  Ifoleehnokemunk  and  Welokenebaoook  aie  sometimes  classed  together  as  Bichardson  lake. 
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They  have  been  converted  into  reservoirs  under  conditions  as 
follows : 


Name. 


Umbagog, 

Biofaardson, 

MooseluotDagnntio, 
Bangely, 


Height  of  dam. 


Foarteen  feet. 
Sixteen      " 
Twenty      «• 
Ten  " 


Greatest  head  of  water. 


Foarteen  fbet. 
Twelve        «« 
Foarteen     *' 
Foar  «* 


The  lowest  dam  in  the  Umbagog  series  is  at  Errol,  N.  H.,  and 
is  below  the  junction  of  the  Magalloway  and  the  Outlet  stream. 
By  its  means  the  former  is  at  high  stages  of  water  backed  into 
Umbagog  lake  and  thus  made  tributary  to  its  storage.  The  area 
tributary  to  the  whole  system  is  about  900  square  miles,  including 
the  Magalloway  country,  and  the  surface  being  mountainous  and 
heavily  wooded,  its  drainage  is  great. 

The  mean  head  raised  upon  the  lakes  by  the  present  dams  is 
eleven  feet,  which  involves  the  storage  of  nearly  24,000,000,000 
cubic  feet  of  water.  The  lakes  always  fill  to  their  utmost  capacity 
in  the  spring,  and  in  the  fall  usually  rise  about  two  feet,  the  gates 
of  the  dams  being  left  open.  The  three  principal  dams  have  in 
addition  to  the  gates,  waterways  averaging  thirty  feet  wide  by 
six  feet  deep. 

The  water  reserved  as  above  stated,  if  reduced  one^fourth  by 
evaporation  and  infiltration  on  its  way  to  the  tide,  would  yield  in 
the  total  descent  of  1,266  feet,  a  gross  power  of  200,000  horse,  for 
eleven  hours  a  day,  312  days  a  year.  Upon  the  **  Lewiston  falls'' 
alone  it  would  yield  about  9,000  horse-power  for  the  same  time, 
more  than  doubling  the  present  power.  But  in  fact  the  storage 
could  be  used  in  six  months,  if  so  required,  the  natural  run  of  the 
river  sufficing  for  the  other  six. 

The  "Black  The  Black  branch  of  Ellis  river  approaches  at  its 

northwest  extreme  within  a  short  distance  of  Richard- 
son lake  of  the  Umbagog  series.  A  survey  was  made  in  the  year 
1866  by  Noah  Barker,  Esq.,  late  State  Land  Agent,  with  a  view  to 
determining  the  feasibUity,  at  reasonable  expense,  of  a  cut  from 
lake  to  branch,  of  such  dimensions  as  to  admit  of  the  running  of 
lumber,  and  the  diversion  of  the  waters  of  the  upper  five  lakes,  or 
a  part  thereof,  from  their  natural  discharge  into  Umbagog  lake, 
directly  into  Black  branch,  and  thence  into  Ellis  river  and  the 
Androscoggin. 

Mr.  Barker  reports  the  distance  from  the  southeastern  extremity 
of  the  lake  to  a  point  of  equal  elevation  on  the  branch,  5,200  feet. 
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Maximiim  depth  of  excavation  required,  (the  ordinary  level  of  the 
lake  being  assumed  as  the  datum-line,)  28.32  feet.  Total  amount 
of  excavation,  151,255  cubic  yards.  Whether  any  part  of  the 
under-stratum  is  led^  was  not  ascertained. 

At  the  low  stage  of  the  river,  water  from  Tlmbagog  lake  reaches 
Lewiston  in  from  thirty-six  to  forty-eight  hours.*  The  time  occu- 
pied varieel  with  the  lowness  of  the  river  and  the  volume  liberated 
from  the  reserved. 

POWBR  ON  THE  LoWER  SeOTION    OP  THE  AnBROSOOOGIN. 

If  the  mean  volume  of  water  that  can,  in  the  present  state  of  its 
reservoirs,  be  commanded  on  the  river,  in  the  low  run  of  summer, 
from  Rumford  falls  to  the  tide,  be  assumed  to  be  75,000  cubic  feet 
per  minute,  for  eleven  hours  a  day,  the  total  power  of  this  section 
of  the  river  is  85,200  horse-power,  gross  measurement,  for  the 
hours  specified,  or  8,'74'7,600  spindles.  What  proportion  of  this 
power  can  be  economically  appropriated,  it  is  not  possible  now  to 
determine;  the  proportion  is,  however,  unquestionably  unusually 
large,  owing  to  the  favorable  conditions  of  the  bottom  and  banks, 
and  the  advantageous  character  of  the  falls  and  rapids  with  refer- 
ence to  improvement.    Not  an  eighth  part  of  it  is  now  used. 

The  water-power  of  this  river  from  the  tide  to  Jay  inclusive,  is 
already  furnished  with  excellent  railroad  communication  close  at 
hand,  and  from  Bethel  to  the  State  line  the  Grand  Trunk  follows 
the  immediate  bank  of  the  river.  Indeed,  no  portion  of  the  river 
below  the  State  line  is  far  removed  from  railroads.  It  is  naviga- 
ble to  the  foot  of  the  lowest  falls,  for  small  craft,  for  about  two- 
thirds  the  year. 

*8.  R.  B«aroe  b  Co. 
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CHAPTER   XVII. 

THE    SYSTEM    OP  THE   KENNEBEC, 


Location. 


Fotm. 


DimensioDS. 


Section  1. — The  Kennebec  Basin. 

The  basin  of  the  Kennebec  lies  next  east  of  that  of  the 
Androscoggin,  and  extends  from  it  nearly  to  the  mid 
longitudes  of  the  State,  and  from  the  highest  latitude  of  Moosehead 
lake  to  the  sea. 

[See  Map.] 

Length,  145  miles ;  breadth,  T5  miles ;  area,  5,800 
square  miles.  It  lies  wholly  within  the  limits  of  the 
State.  About  450  square  miles  are  drained  into  the  river  below 
the  Augusta  falls. 

Less  than  that  of  the  Androscoggin,  owing  to  its 
further  removal  from  the  White-mountain  highland. 
At  the  same  time,  midway  the  basin,  north  and  south,  there  occur 
in  isolated  peaks.  Saddleback,  Abraham,  Bigelow,  etc.,  the  loftiest 
elevations  in  Maine  except  Katahdin. 

The  following  table  indicates  the  general  rise  of  the  surface  from 
the  tide  at  Augusta  to  the  head  of  the  basin.  The  points  desig- 
nated are,  however,  lower  than  the  districts  by  which  they  are 
respectively  surrounded,  since  they  are  situated  near  or  upon  the 
river : 


EleTatt<HL 


LOOALXTZBS. 

Feet. 

IiOCALrms. 

Feet. 

Foot  of  Tioonio  bay, 

86 

76 

91 

107 

120 

220 

137.76 
166.50 

238.20 
816 

Moosehead  lake,  (about) 

Long  pond,  (Moose  rirer),  . . 
Wood  Dond. 

1,023 
1,094 
1,094 
1,094 
1,610 

Ken'beo  at  Kendall's  Mills  dam. 
Head  of  KendaU's  MUla  rips, . . 
Wateryille  (station) 

Attean  nond.  ...... .... .... 

EendalPs  MUls  (sUtion), 

Skowhoffan  i>lain. ...*  ..*^ ...« 

Parlin  nond 

Moose  rirer,  at  mouth  of  N. 
W.  branch, 

Surface  of  Ken.  riT.  under  Nor- 

1,244 
1,210 
1,868 
2,089 
1,950 
3,113 

ridgewook  bridge,  June,  '68,* 
Same  point  in  freshet,  1832,*. . 
Sur&oe  at  top  of  dam  at  Madi- 
son bridze.* 

Valley  of  Sandy  stream, 

Source  of  Sandy  stream,  .... 

Source  of  Wood  stream, 

Height  of  Lake  Emily, 

S.  W.  head  Moose  river,  .... 

Caratunk  USh*  head  of, 

*  E.  B.  Waters,  Dtrislon  Engineer,  Somerset  B.  E.,  at  the  request  of  Col.  A.  W.  WUdes,  Cbiet 
Engineer. 
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In  the  following  table,  the  eleyation  x)f  places  somewhat  removed 
from  the  main  river  is  given : 


LocAums. 


€t 

ti 


Monmoath  (statioii), 

Winthrop 

Bmdfleld 

Belgnd* 

West  Waterrille  (station), 

Clinton  (station), 

Bnmham 
Fannington 


«< 


270 
213 
320 
260 
243 
128 
168 
441 


LocALinxB. 


Oanaan  village, 

Pittsfield  (stotion), 

Newport        "       

Bast  Newport, 

Dexter,. 

Thomdike, 

Unity, 

Morrison  Oomers,  Clinton, 


Feet. 


At  Hunter's  mills, 

At  Bamham, 

At  labby's  mills,. 


HEIGHTS  OF  THB  SEBASTICOOK  RIVER.* 

118 
134 


213 


Moose  pond, 

Little  pond  abore  Moose  pond,. 
One  mile  above, 


228 
202 
192 
261 
422 
496 
194 
216 


244 
260 
801 


HEIGHTS  ON  THB  BELFAST  AND 

266 
276 
i87 


Plymouth  bog 

Pljrmonth  village, 

Me.  Cen.  R.  R.  in  Plymouth  vil., 
East  Branch  Sebastlcook  river  in 

Detroit  village, 

Otfleton's  mill  pond,  Troy, 

Green's  Oomers, 

Chase's  (vomers,  near  Unity  vll.,. 
Abbotfs  summit,  Knox, 


169 
187 
270 
207 
623 


MOOSEHEAD  LAKE  RAILWAT.f 

Boundary  of  Thomdike  A  Jaek-  • 

son,  baok  of  Peace  hill, 618 

Sparrow's  ledge,  Thomdike,. . .  614 

In  the  road  E.  of  Harmon's  Cor. 

(near  Morton's),  Thomdike,.  482 

Head  of  Parsons'  valley,  Thom- 
dike,   410 

Coffin  notch,  Thomdike, 698 


The  prevailing  rock  from  the  mouth  of  the  river  to  oeoiogioei 
Gardiner  upon  both  slopes  is  gneiss,  mica  schist  occu-  ^  ^°** 
pjing  a  considerable  portion,  however,  of  the  right  bank.  From 
Gardiner  northward,  mica  schist — ^running  into  clay  slate  in  spots 
and  elsewhere  into  gneiss,  and  broken  by  intrusions  of  granite,  as 
at  Hallowell  and  Augusta  for  example — prevails  as  far  as  Concord 
and  Bingham,  where  clay  slate  is  alone  or  chiefly  exhibited.  The 
elate  occupies  the  north  part  of  the  basin,  with  the  exception  of 
a  belt  of  sandstone  west,  and  a  district  of  granite  east  of  Moose- 
head  lake.  In  nearly  all  parts  of  the  basin  granite  of  sufficiently 
good  quality  for  ordinary  building  purposes  is  to  be  had  near  at 
hand.  The  granite  of  Hallowell  is  one  of  the  best  building  stones 
in  the  world,  of  great  solidity,  and  almost  marble-like  in  appear- 
ance when  dressed. 

Hilly  from  the  sea  north  60  miles.     In  lower  Somer-  surihoe 
set  coimty  the  hills  subside  into   low  undulations.  **°*' 

About  the  confluence  of  Dead  river,  mountains  close  in  upon  the 
river,  and  cover  the  whole  breadth  of  the  basin.  In  the  vicinity 
of  Moosehead  lake  the  mountains  recede  or  disappear,  and  the 
valley  opens  into  a  broad,  plain  country.     The  northeast  part  of 


*  Fran  a  snrvey  for  a  proposed  canal,  by  Jamee  Hall,  C.  E.   Docs.,  1887. 

tBeported  by  A.  L.  Mortimer,  0.  B.,  from  a  PireUmiiiaxy  Sorviqr  by  CoL  A.  W.  Wiktoe,  0.  B. 
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the  basin  is  very  ron^,  being  covered  witii  the  easterly  offsets  of 
the  White  Monntains.  As  a  whole  the  topog^rahpical  aspect  of 
the  district  is  broken  and  diversified. 

Towns  have  reported  their  prevalent  snrface  materials  as  fol- 
lows: 


Gnral. 

SHd. 

BudrLMin. 

Loud. 

OlKT  Lmuh.           Otay. 

e 

S 

1 

U 

.        *                       ' 

Showing  a  marked  preponderance  of  finely  pulverized  and  water- 
retaining  soil.  Sands  and  gravels  are  probably  more  abundant  in 
the  northern  and  mountainous  districts. 

The  proportion  of  forestcovered  surfaces  still  remaining  upon 
the  basin  is  judged  to  bo  not  less  than  8,800  square  miles,  or  two- 
thirds  of  its  whole  extent.* 

B.i^n  The  annual  sum  of  rainfall  due  to  the  area  of  this 

hydrographic  district,  is  665,000,000,000  cubic  feet. 


Section  2. — ^Tbk  Kennebec  Riveb. 
fj„g^^  South — diversified  by  a  sweep  to  the  west  in  the 

northern  part,  an  abrupt  diversion  to  the  oast  in  the 
central,  and  a  gradual  recovery  of  westing  in  the  southern, 
AfflnBDU.  The  principal  tributaries  are  the  following : 


From  tbe  right  bank,. 
hon  tha  Ml  buk,, . . 


Qknliner, 

W&tertiUt, 

tand,,   ' 

ChmbHMI, 

Hoowbtwl 

Winilow. 

WeBMnuuott, 

Bkowhigan 

BlMf. 

BnuN. 

Vtmt. 

■se- 

Breadth, 
mUM. 

Art*, 
iq.milM. 

-iiS' 

EitlmttMi  dif 
<di>r8«,oubiolM. 

u 

io 
«o 
S6 
41 

ts 

50 
M 

16 
IG 
IS 
34 
40 
H 
ST 
8 

IW 

186 
610 
1»D 
BS3 

110 

no 

s« 

43 
CO 

4a 

u 

70 

G» 
16 

7.3QO 
19,880 
11,310 

J6.S60 
IT.CHO 
4,SflO 

000,MO 

000,000 

Bit.  I.] 
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Ab  appears  aboye,  the  Kennebec  draws  the  far  greater  propor- 
tion of  its  waters  from  the  west.  The  river  is,  in  fact,  a  sort  of 
catch-water  conduit  running  across  the  outfalls  of  the  drainage 
Talleys  leading  to  it  from  the  White  Mountain  upland.  There  are 
1,084  streams  in  the  system,  represented  upon  the  State  map. 
The  Kennebec  is  entitled  to  its  name  from  Moosehead  lake  to  the 
sea.    Moose  river  is  rather  a  tributary  than  a  continuation. 

From  Moosehead  lake  to  the  ocean,  including  the  ^^^,^^0^^ 
more  considerable  windings,  155  miles.     From  the 
source  of  Moose  river  to  the  sea,  22*7  miles.    The  grand  water- 
power  section  of  the  river,  from  Moosehead  to  Augusta,  is  112 
miles  long,  in  other  words  its  whole  length  to  the  tide.    The 
average  width  of  the  river  at  Augusta,  mean  of  four  points,  is  750 

The  estimated  annual  discharge  of  the  river  is,  in  y^^un^, 
cubic  feet,  226,000,000,000.     Of  this  about  26,000- 
000,000  cubic  feet  fall  into  the  main  river  below  the  Augusta  falls, 
and  is  productive  of  important  power  on  its  passage  to  the  river, 
as  on  the  Cobbosseecontee. 

In  the  summer  of  1866  Col.  De Witt  found  130,000  vviatioiiB  of 
cubic  feet  per  minute  passing  Augusta  at  the  time  of  ^  ""** 
lowest  run,  for  the  whole  24  hours. 

The  above  figure  is  based  upon  measurements  made  in  the 
summer  of  1866  only.  During  that  season  the  rainfall  was  con- 
siderably in  excess  of  the  ordinary  mean  for  that  part  of  the  year. 
The  following  table  furnished  by  R.  H.  Gardiner,  Esq.,  gives  the 
receipt  of  moisture  at  Oardiner  for  five  months  of  1866,  and  the 
mean  moisture  for  the  same  months  for  30  years  : 


1866. 

Inohef 

M«ui  for  30  yean, 
inoheis. 

4.968 
3.498 
3.012 
5.502 
5.664 

4.107 

June, 

3.227 

July,  

3.441 

.    ^ * ••.. .... 

Anffast. 

4.143 

S^ptembeTy .... 

8.218 

22.643 

18.036 

It  appears  therefore  that  the  receipt  of  moisture  at  this  point, 
and  probably  throughout  the  Kennebec  basin,  for  the  designated 
five  months,  exceeded  the  average  by  4.6  inches,  or  by  twenty-five 
per  cent. 
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Taking  account  of  July,  August  and  September  alone,  the  ordi- 
nary extreme  dry  months,  the  excess  is  about  thirty-three  per 
cent.  It  is  reasonable  to  suppose,  therefore,  that  the  delivery  of 
the  Kennebec  river  for  the  ordinary  dry  months  of  that  summer, 
was  greatly  in  excess  of  its  delivery  for  the  dry  months  of  summer 
in  the  average  of  years.  Yet  in  the  severest  drouths  the  ordinary 
feet  flow  at  Augusta  will  probably  be  found  to  be  78,000  cubic 
per  minute  for  the  24  hours,  or  170,000  cubic  feet  per  minute  for 
11  hours  a  day.  The  low  run,  at  Augusta,  continued  throughout 
the  year,  would  carry  oflF  nearly  40  billion  cubic  feet,  or  one-fifth  of 
the  estimated  total  annual  flow  at  that  point. 

The  mean  flow  for  the  whole  summer  season  of  1866  was  found 
to  be  175,500  cubic  feet  per  minute.  This  being  for  the  whole  sum- 
mer season  was  not  so  much  in  excess  of  the  average  as  was  the  ex- 
treme low  run.  It  is  a  low  estimate  that  the  average  will 
be  found  to  be  122,350  cubic  feet  per  minute  for  the  twenty-four 
hours,  or  293,640  cubic  feet  for  11  hours  a  day. 

Col.  DeWitt  computes  the  volume  of  water  passing  the  Au- 
gusta dam  in  time  of  freshet,  as  follows : 


Depth  on  the  dam. 


Cabio  feei  per  minnte. 


5  feet, 
7    "  . 


1,931,904 
3,199,392 


From  five  to  seven  feet  on  the  dam  are  usually  observed ;  ten 
feet  are  alleged  to  have  been  seen  once  during  the  past  twenty 
years. 

The  average  range  from  lowest  to  highest  water  at  various 
points,  is  exhibited  in  the  following  table : 


LocALinss 

Feet. 

LocALinsB. 

Feet. 

Augusta  dam, 

WateryiUe. 

7 
8 
8 
8 
12 

Skowbegan,  below  the  falls, . . . 
Norridffewoek. 

18 
15  to  20 

Somerset  Mills 

Madison  bridffe.. ,....frT-..rT 

Kendairs  Mills, 

Oarratunk  faUs. 

Skowhegan,  above  the  falls, 

The  absolute,  range  is  greater  than  upon  the  Saco  and  Andros- 
coggin, as  would  be  anticipated  from  the  larger  size  of  the  river. 
It  is  greater  in  the  upper  section  of  the  river  than  below ;  but  it  is 
at  no  point  so  suddenly  reduced,  as  below  Rumford  falls  on  the 
Androscoggin,  and  Hiram  falls  on  the  Saco.  As  a  whole,  the 
river  is  moderately  constant  in  its  volume  in  its  natural  state,  and 
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is  capable  of  being  made  by  reBervoir  improvement  practically 
uniform  throughout  the  year,  to  the  requirements  at  least  of  enor- 
mous manufacturing.  This  river,  in  common  with  the  Saco  and 
Androscoggin,  is  affected  with  its  chief  variations  of  volume,  by 
and  on  account  of  the  mountainous  character  of  the  upper  portion 
of  its  tributary  area.  And,  as  on  those  rivers,  the  range  of  varia- 
tion is  reduced  by  the  immense  expanse  of  lake  suriace  connected 
with  it,  and  the  forests  in  possession  of  so  considerable  a  part  of 
the  tributary  country. 

The  descent  of  the  river  from  Moosehead  lake  to  the 
tide  is  about  1,023  feet,'*'  the  distance  being  112  miles. 
This  gives  a  mean  descent  9.1  feet  to  the  mile,  or  5\9  circular 
measurement,  throughout  the  water-power  portion  of  the  river, 
or  its  whole  length  to  the  tide.  This  is  a  greater  fall  than  any 
other  large  river  in  the  State  has,  concentrated  into  a  proportion- 
ally short  distance. 

Whether  the  power  due  to  this  amount  of  fall  is  susceptible  of 
economical  improvement  in  equal  measure  with  that  of  the  Andros* 
coggin  and  Saco,  may  perhaps  be  questioned.  Five  hundred  feet 
of  the  fall,  more  or  less,  are  distributed  to  the  twenty-eight  miles 
betwixt  the  Forks  and  the  outlet  dam  of  the  lake.  Accordingly 
the  river  for  an  important  part  of  this  distance  is  a  torrent,  walled 
in  by  steep  precipices  of  rock  from  twenty  to  fifty  feet  in  height, 
so  that  only  a  part  of  the  power  could  be  put  to  use  without 
excessive  outlay.  The  power  below  the  Forks  is  unsurpassed  as 
respects  feasibility  of  improvement.  The  slope  of  the  river  from 
Wood  pond  on  Moose  river  to  tide  water  is  about  6.5  feet  to  the 
mile. 

The  lacustrine  system  of  the  Kennebec,  as  exhibited  j^^^^ 
on  the  State  map,  shows  811  lakes  and  ponds.    The 
number  due  to  the  size  of  the  basin,  according  to  the  mean  distri- 
bution of  lakes  throughout  the  State,  is  290,  so  that  the  numerical 
excess  is  about  seven  per  cent. 

*I1iii  figure  is  eBtlnated  ttom  the  hei^t  of  Wood  pond,  as  glTWi  upon  CoL  Qnhsm*B  lUp  of  the 
N.  E.  BooDdaiy,  tIs.,  1,QM  teet 
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PBIKGIPAL  BHBBRVOIRS  OF  THE  ESNKEBBC  AKD  ITS  TRIBT7TARIBS. 


NaiM« 

Connected 
with 

Approximate 

areainaqoare 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

flnoif  wnd.  ...Tfrtft-t--. 

EDMnoBSt'm, 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 

6.16 
4.86 
0.00 
0.86 
0.76 
0.35 
2.60 
4.00 

4to6 
lto2 
Dam. 

8 

4,  with  large  flow* 

I^nif    •*     ...........•■• 

[age.t 

"wuu            ••  •••• .... .... 

Qreat    ••     

Riohmond  Dond.  .....  ■... 

_ 

MoGrath        ••     

Little             •*     .- 

_ 

Bast               "     

_ 

North  and  Little  ponds,. . . 

- 

Nine  poads, 

— 

27.46 

- 

- 

Name. 


Bog  pond, 

Clear-Water  pond». 

NororoBS  '*      

Ckestenrille,  6  small  ponds, 
Wilson's  pond, 

North       •*     

Taylor      "     

Sand  J  rivar,  4  ponds, 

Lnf  kin  pond, 

Sylvester*'    

Eighteen  ponds, 


{Approximate 
Conneoted    area  in  square 
with  mUes. 


Sandy 

river. 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

1.00 
1.76 
0.35 
2.00 
1.26 

1.00 
0.20 
LOO 
1.26 
0.80 


10.10 


Present 

storage  in 

feet. 


8 


Dan. 


Dam. 


Dam. 


2 

0 


Additional 

storage  feasible 

in  feet. 


3 

[on  four. 

4  or  6  can  be  had 

dkn  raise  2  ft.  and 

lower  outlet  3  ft. 

Can  raise  dam  and 

[lower  outlet. 

Seyaral  feet. 

5 


Name. 

Oonneeted 
with 

IT   :-.    ■"  --J     -  T 

Approximate 

area  in  square 
miles. 

IrTeBBII* 

storage  in 
feet.t 

AddilioDal 

storage  feasible 

in  feet  t 

Eahi  Dond 

Carrabassett 
do     riTer» 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 

do       do 

0.60 
0.40 
3.60 
1.00 
0.35 
0.70 
0.60 
0.76 
0.40 
1.00 
0.60 
0.20 
0.30 

030 

4 

4 
4 

Dam. 

Dam. 

8 
Dam. 

Dam. 

4 

Sandy  "     

Bmbden  nond 

12 

Haaeook    **    

Several  feet. 

SDruee       **     

Bowe,        •*    

8 

Gitmaa's    ♦*     

Judkins     "     

Butler       «•    

- 

Porter's     •*     

4        [era!  feet. 
Okn  he  rtt^ised  sey- 

Tufks         "     

Dntton      «•     

Seyeral  feet. 

Jerusalem  "     

Several  feet. 

Middle  Carrying-placet 
nond. ..■• 

Several  feet. 

f^***** ••»•• .... .... .... 

Fourteen  ponds, 

- 

10.20 

— 

• 

*  Stonge  of  EknersoD  stream  reported  by  John  Ayer,  Esq. 

t  Blanks,  stwage  not  reported. 

X  Stonge  of  the  Osxrabassett  reported  1^  Coiambus  Stewsid,  Esq. 
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Name. 

Connected 
with. 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet.* 

Additional 

storage  feasible 

in  feet.* 

Soeocer  Dood 

Bead  river, 
do       do 
do       do 
do       do 
do       do 
do       do 

do       do 

do       do 

do       do 
do       do 

5.00 
0  60 
4.00 
1.00 
2.00 
3.00 

2.00 

1.00 

1.25 
5.00 

8 

5to6 

8 

9 
8   , 

4, 

No.  5,  R.  7,  pond, 

Great               *•     

**KiDg  and  BarUett"  pond, 
Loos  Dond 

6 
Considerable. 

5 

■■^"O     ••^'••'"J  •••••.    a...    .... 

Flac-Staff  pond. 

Mora  fMAiblA. 

OuTjing  Place,  the  largest 
pond, 

5 

"Jim.'»  No  1,  R.  V,  P.  Co 
pood, 

2 

Timbrook,  No.    2,    R.   4, 
Dond 

-      fall. 

9*    nnA   ila.m    Anmti 

J»v*»^,  .••••    •*..    a...    a... 

Chain.  3  Donda 

Twelve  ponds, 

-. 

24.75 

~ 

.. 

Name. 

Connected 
with. 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet.* 

Additional 

storage  feasible 

infect.* 

Brassna  lake, 

Moose  river, 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 

do       do 

do       do 

6.00 
160 
2.76 
8.00 
3.00 
1.35 
5.00 

3.00 

1.00 

No  dam. 
2  or  more. 
5,  formerly. 
No  dam. 
No  dam. 

7 
No  dam. 

No  dam. 

Ooa,  6  feet 

& 

Misery,  No.  2,  R,  7.,  pond, 
Parlin  pond. 

Oan  be  raised. 
3 

Longi     ««      

8.  with  ease. 

zr7    OT                     ••••  •*••  ..•• 

Wood      ««      

8,  by  dam  at  ont- 
[let  of  Long  pd. 

8,  oy  dam  at  out- 
let of  Lone  pd. 

Can  be  raised  by  a 
dam  at  Holeb  lis. 

The  other  oan  be 
vaisedOibet. 

••Little  Big  Wood"  pond,. 
Attean  pond,.... ....  ^  . 

Holeb      •«     

Ibomdike,  2  ponds 

Rleven  ponds* 

— 

31.60 

-> 

.. 

Name. 


China  pond, 

Patte's,    "     

Lovejoy's  pond, 

Bandy  •«     

Twenty-Five  Mile  pond,. . . 

Carlton  Bog, 

Plymouth  pond,  with  flow- 

»g«t 

Skinner's  pond 

Stetson 
Newport 
Corinna 
Dexter 


« 


<( 


Connected 
with. 


Sebasticook 
do 


do 
do 
do 
do 

do 
do 
do 
do 
do 
do 


river, 

do 
do 
do 
do 

do 
do 
do 
do 
do 
do 


Approximate 

area  in  sqnartf 

miles. 


630 
0.85 
0  70 
0  95 
4.25 
1.75 

3.00 
0.70 
2.50 
7.50 
0.60 
3.00 


Present 

storage  in 

feet. 


6 

6 
2 

9 
10 

4 
8 


Additional 

storage  feasible 

in  feet. 


-      [let. 

2,  by  lowering  out- 

4,  on  3.50  square 

[miles. 


Several  feet. 


*  Storage  of  Mooee  and  Bead  rivers  reported  chiefly  by  Sx-Govemor  Cobnm. 
I  The  dam  formerly  one  and  a  half  miles  below  the  outlet  of  this  pond,  flowed  Long,  Wood,  and 
Attean  ponds  4  fcet  _ 
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PmNdPAL  RBSBRVOIBS  OF  THB  KBNNEBIBC  AND  ITS  TRIBUTARIES. 


Oonneeted 

Approximate 

Present 

Additional 

Name. 

with 

area  in  square 

storage  in 

storage  feasible  in 

miles. 

feet. 

feet. 

Palmyra,  2  ponds 

Sebastioook 

0.60 

_ 

. 

Stnarfs  pond, 

[riTor. 

0.80 

- 

- 

Indian,  with  ilowage 

do       do 

2.60 

Dam. 

— 

Little  Indian  pond, 

do       do 

035 

— 

- 

Weymouth        "     

do       do 

0.40 

-. 

-    [dam. 

Rogers'             "     

do       do 

0.90 

- 

Can  hare  a  high 

Mill                   «     

do       do 

1.10 

— 

[more. 

Moose               *'     

do       do 

♦9.60 

4 

Sereral  feet,  10  or 

Stafford             *'     

do       do 

0.36 

~ 

— 

Btarbird            «<     

do       do 

0.35 

.. 

— 

Barker's            "     

do       do 

0.35 

- 

- 

Twenty-fonr  ponds, . . . 

— 

48.30 

- 

- 

Name. 

Oonneeted 
with. 

Approximate 

area  in  sqoare 

miles. 

Present 

storage  in 

feet.t 

Additional 

storage  feasible 

in  feet.t 

Madiifon  Dond. .  t  r .  r ,  r . .  r  r 

Wessemnsett 
do     river, 

do       do 
do       do* 

3.00 
1.00 

0  75 
0.60 

7 
No  dam. 
No  dam. 

No  dam. 

6 

3 

Wentworth  pond,  ) 
Baker's          "       J 

Wyman.        "          

Weeks'          *•          

10 
Oan   be    made   a 
good  reservoir. 
9 

live  ponds, 

^ 

5.35 

• 

_ 

Name. 


Webber  pond, 

Three*mile  pond, 

Sibley  and  Morrill  pond, . . 

Long  pond 

Austin,  5  ponds 

Robinson's  pond 

Pleasant        *'     

Mores  Bog  Stream  pond, 

Oarratnnk, 

Otter,  2  ponds, 

Chase,  8  ponds, 

Moeqaito  pond,  in  Forks  pi. 

Moxie,        "      

Lower  Baker  pond, ....... 

Blaok-Stream,  lower  pond,. 
Blaok-Stream,  upper    ** 

Pieroe  pond, 

Lower  Garrying-plaoe, .... 

Cold-Stream  pond, 

Chase's-Stream  pond, 

Indian  pond 

Mooeehead  lake, 


Oonneeted 
with. 


Kennebeo 
do 


do 
do 
do 
do 
do 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


nver, 
do 
do 
do 
do 
do 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


Approximate 

area  in  square 

miles. 


2.10 
2.00 
2.00 
0.95 
3.20 
0  75 
3.15 


0.50 
100 
1.00 
7.00 
1.00 
125 
0.50 
3.50 
1.00 
1.25 
0.60 
6.00 
120.00 


Present 

storage  in 

feet. 


6 
8 


6 

8 

7 

10 

0 


12 

8 


AddiHonal 

storage  feasible 

in  feet. 


10,  on  Morrill. 
All  oan  have  dams. 
8 


12 
8 

2 
2 


High  dam. 


12 


[outlet. 
4,  by  ontting  doirn 


*  The  Selectmen  of  Hartland  report  the  area  at  twelve  squire  miles,  and  that  the  snrftbce  can  be 
raised  20  feet  without  rih^mgiiTp  the  channel  of  disdharge. 
t  Storage  reported  by  Wm.  B.  McIianghHn,  Bsq. 
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Name. 

Conneoted 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Lower  BoMh  pond, 

Middle    "       ."     

Upper     ««        "     

TombegftD         **     

Spenoer             «     

Weetem  Oatiet,  3  pondi, . . 

Eeimebeo 

[rirer, 
do       do 
do       do 
do       do 
do       do 

5.00 
2.60 
3.00 
0.76 
1.60 
1.25 

8 

0 

Poor  dam. 

No  dam. 

4 

Dam  feasible. 

4 
0 

6 

Thirty-dx  ponds, 

173.25 

^ 

- 

The  following  lakes  and  ponds  are  discharged  into  the  tide  waters 
of  the  Kennebec  below  Augusta.  The  Cobbosseecontee  series^ 
support  water-powers  of  unsurpassed  excellence,  as  at  Oardiner 
and  Winthrop : 


Kaase. 


Pleasant  peod,. 


1st  Porgatory  pond, 
2d       ••  •• 

3d       "  " 


« 


Coebnewagan 

Wilson's 

OobboaeeeoDtee  Qt.  pond,. 

Narrows  pond, 

Sonth 

North, 

Ckrleton 

Oieelj 

Sanborn's 

Desert     • 

Jimmy's 


Conneoted 
with. 


Cobbossesoon- 
[tee  river. 


Fifteen  ponds. 


do 
do 
do 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


do 
do 
do 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


Approximate 

Present 

areainsqoare 

storage  in 

miles. 

feet.* 

1.50 

4 

0.70 

3 

050 

Dam. 

0.20 

- 

1.00 

7 

0.90 

4 

8.00 

4 

0.90 

«. 

1.95 

3 

3.00 

— 

0.40 

. 

0.85 

• 

0.30 

0 

0  30 

— 

0.30 

- 

20.90 

^ 

Additional 

storage  feasible 

in  feet* 

3,  by  higher  dams  A 
3  by  outting  down 
the  *«Rip8^*  and 
''Hasards"  ledge. 

The  three  Pnrgatory 
ponds  can  be  raised 
8  feet  and  drawn* 
down  4  feet. 
0> 

Oaa  draw  down  and ' 
[add  six  feet 

a. 


Can  be  flowed. 


Neqnosset  pond, 

Worromontogns  pond, 

Small  ponds  in  Angnsta,. . . 
6reat  Swamp  in  Dresden,. . 


Kennebeo  rlv. 

do       do 

do       do 

do       do 


Bight  ponds,. 


0.80 
1.75 
1.50 
0.90 


4.95 


Dam. 


10 


The  foregoing  152  principal  reserroirs  of  the  Kennebec  and 
tributaries  sum  357.15  square  miles.  The  total  lake  and  pond 
surface  contained  in  the  Kennebec  basin  is  about  450  square  miles, 
or  one  square  mile  to  each  12.9  square  miles  of  tributary  country. 
The  lakes  average  1.44  square  miles  each  in  extent. 

•  •  Storage  of  the  Cobbosseeeontee  reported  by  B.  H.  Oardtaier,  Biq. 
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uoowheadiAke.  Moosehcad  lake  is  36  X  12  mfles,  and  covers  120 
square  miles.  It  is  of  such  depth  as  to  be  crossed  by 
steamboats  from  end  to  end.  The  inflow  in  the  spiing^  alone  is 
usually  about  seven  feet.  The  dam  now  commands  a  head  of  eight 
feet  over  the  entire  surface,  and  by  cutting  down  the  channel,  ten 
or  twelve  feet  can  be  had.  This  head,  it  is  estimated,  the  1,000 
square  miles  of  tributary  country  will  yield  nearly  or  quite  every 
year.  The  reserve  is  now  used  for  only  log-driving  purposes,  as  there 
is  no  demand  for  it  for  manu&cturing  uses.  It  is  a  reservoir  of  re- 
markable character,  situated  at  the  head  of  a  great  river,  profusely 
supplied,  held  at  a  great  elevation  above  tide,  and  commanded  by 
a  comparatively  inexpensive  dam.  At  the  lowest  estimate  it  will 
add  two  hundred  per  cent,  to  the  low-run  power  of  the  Kennebec 
river.  Lake  Winnepiseogee  in  New  Hampshire,  the  grand  feeder 
of  the  Merrimac,  holds  a  storage  of  40  inches  upon  72  square  miles 
of  water  surface. 

The  Penobscot  river  off  the  northwest  angle  of  the  lake  is  some- 
what higher  than  the  surface  of  the  latter.  It  has  been  proposed 
(and  a  charter  for  the  purpose  was  sought  from  the  Legislature  in 
1839)  to  cut  a. canal  so  as  to  unite  the  waters,  for  the  purpose,  as 
was  then  contemplated,  of  running  timber  into  the  Kennebec 
waters,  and  thereby  avoiding  the  "long,  difficult  and  expensive 
driving "  down  the  Penobscot.  This  canal  was  to  be  called  the 
Seeboomook  Sluiceway,  The  distance  from  Meadow  pond,  which  is 
connected  and  lies  on  the  same  level  with  the  ri«^er,  to  a  stream 
emptying  into  the  lake,  is  4,210  feet.  The  lake  is  11.36  feet 
below  the  pond.  The  deepest  part  of  the  cut  would  be  68.70 
feet,  the  land  being  in  general  very  favorable  for  excavation.  The 
charter  was  not  granted  on  account  of  opposition  from  the  Penob- 
scot region. 

It  is  evident  that  advantage  of  the  peculiar  conditions  referred 
to,  might  be  taken  for  other  and  far  more  important  purposes  than 
those  had  in  view  in  1839.  The  waters  of  the  Penobscot  might  be 
turned  into  the  lake  in  flood  time,  and  in  time  of  drouth  drawn  off 
into  the  Penobscot  again  by  a  canal  from  the  northeast  angle  of  the 
lake  which  is  several  feet  higher  than  the  river  off  against  it,  from 
which  it  fs  separated  by  only  three  miles  of  low  land.  To  what 
extent  Moosehead  could  be  made  a  reservoir  to  a  greater  depth 
than  12  feet  without  dykes  to  prevent  overflow,  I  am  not  able  to 
learn. 

At  the  season  of  low  water  it  requires  from  12  to  13  hours  for 
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the  swell  consequent  upon  hoisting  the  gates  at  the  outlet  of 
Indian  pond  (an  expansion  of  the  river  below  Moosehead)  to  reach 
Skowhegan.*  In  July,  186*7,  the  gates  being  opened  at  2  o'clock 
A.  M.,  the  wave  reached  that  point,  in  general,  from  3  to  4  o'clock 
P.  M. ;  the  rise  was  eight  to  twelve  inches.  J.  M.  Haynes,  £sq.. 
Treasurer  Kennebec  Land  and  Lumber  Company,  states  the  time 
required  for  the  wave  to  reach  Augusta  from  the  dam  at  the  lake 
(not  Indian  pond)  to  be  40  hours ;  that  the  time  varies  three  hours 
according  as  the  wind  (if  strong)  is  favorable  or  adverse,  and  five 
hours  according  as  the  river  is  high  or  low.  The  wave  is  nine 
hours  in  passing  from  the  lake  dam  to  Indian-pond  dam,  the  ex- 
pansion of  the  pond  surface  necessitating  a  larger  time  for  percep- 
tible rise. 

POWEB  ON   THE  LoWER  SbCTION   OF  THE  KeNKEBEG. 

If  the  mean  volume  of  water  that  can  be  commanded  upon  the 
river  f^om  Carratunk  falls  to  Augpista  be  assumed  to  be  forty  per 
cent,  less  than  at  Augusta,  or  170,000  cubic  feet  per  minute  for  11 
hours  a  day,  for  the  low  summer  run,  the  gross  power  upon  this 
portion  of  the  river,  for  the  hours  specified,  is  101,000  horse,  or 
4,040,000  spindles.  An  utterly  insignificant  part  of  the  power  is 
now  used,  and  at  no  point  are  works  now  constructed  of  sufficient 
magnitude  to  hold  back  any  considerable  amount  of  water  in  the 
hours  of  non-use. 

Railroads  are  already  in  operation  as  far  north  as  Skowhegan 
and  are  being  constructed  to  Carratunk  falls,  with  a  view  to  con* 
tinuation  to  Moosehead  lake. 

The  river  is  navigable  to  Augusta  for  small  vessels,  and  above 
to  WaterviUe,  by  lighters,  these  being  "locked"  over  the  Au- 
gusta fall.  The  records  of  Hon.  R.  H.  Gardiner  show  that  from 
1789  to  1865  the  river  opened  to  navigation  twenty-one  times  in 
March  and  fifty-five  times  in  Aprfl,  the  mean  period  of  opening 
being  April  6,  and  of  closing  December  12. 

*  William  mnnrlok,  Si q.,  Skowhegan. 
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CHAPTER   XVIII. 

THE    SYSTEM    OP   THE    PENOBSCOT. 


Location. 


Section  1. — The  Penobscot  Basin. 

The  hydrographic  district  of  the  Penobscot  lies  next 
east  of  that  of  the  Kennebec,  and  is  expanded  over  and 
contained  within  the  east-central  and  northern  portions  of  the 
great  Southern  Slope.  No  part  of  the  basin  extends  beyond  the 
boundaries  of  the  State. 

y^^  The  Penobscot  is  the  only  great  fluviatile  district  in 

Maine,  which  illustrates  in  its  actual  configuration  the 
geographical  ideal  of  the  river  basin — appearing  as  a  mere  point 
at  the  mouth  of  the  stream,  thence,  interior-ward,  expanding 
symmetrically  upon  both  sides  of  the  central  channel,  presently 
embranching  into  subordinate  basins,  themselves  disposed  likewise 
symmetrically  about  tributary  streams,  and  themselves  yet  further 
breaking  up  into  still  smaller  basins  located  upon  still  smaller 
tributaries,  until  tlie  whole  takes  on  the  similitude  of  a  mighty 
tree,  that  from  one  trunk  ramifies  into  innumerable  branches,  and 
fi'om  one  grand  aorta  divaricates  into  numberless  arteries  and 
veins,  by  which,  upon  occasion,  its  entire  volume  of  fluids  in  con- 
ducted to  and  poured  into  a  common  channel  of  circulation  and 
discharge. 

nimeostons  Greatest  length,  from  north  to  south,  160  miles; 

greatest  breadth,  115  miles ;  area  8,200  square  miles, 
— considerably  the  largest  river  district  contained  wholly  in  the 
State.  Eight  hundred  square  miles  discharge  their  surplus  water 
into  the  main  river  below  its  lowest  water-power,  at  Bangor. 

Elevation  "^^^  Pouobscot  couutry  is  less  elevated  above  the  sea 

than  the  Kennebec,  and  considerably  less  than  the 
Androscoggin,  as  results  from  the  subsidence  of  the  whole  State 
surface  from  west  to  east,  before  remarked.  The  northern  portion 
is  however  quite  elevated,  the  divide  having  a  mean  height  of 
1,085  feet.  The  loftiest  portion  of  the  basin  is  at  the  head  waters 
of  the  main  river  (west  branch) — ^from  1,600  to  2,000  feet. 
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In  the  table  following,  the  height  above  tide  of  points  either 
immediately  adjacent  to  the  river,  or  on  the  river  itself,  is  given : 


LOGALRIW. 


Foot  of  Corporation  dain»yearie. 
Top  "  "         •* 

Foot  of  Ayer't  fkUt,  Orono,. . . . 
Head  "  "  "  .... 
Stillwater,  la  Otodo  ▼illage, . . . 
Foot  of  fUls  at  Groat  Worka, 

Oldtown 

Head  of  falls  at  Great  Works, 

Oldtown 

Foot  of  falle  at  Dwlnal's  mUls, 

Oldtown, 

Head  of  &ll8  at  Bwinal^s  millB, 

Oldtown, 

Foot  of  fiUlf  at  Dwfnal's  milU, 

Milford 

Head  of  fiais  at  Bwinal's  mms, 

Milibid, 

PuBadnmkeag  river, 

Mattanawoool  stream, 


6.4 

20.8 
27.2 
35.4 
87.5 

67.5 

68.6 

71.8 

78.3 

80.7 

92.3 
106 
172 


LooAurns. 


Winn  (small  stream  at  R.  R 

erossing), 

Mattawamkeag  rirer, 

Pamedomoook  and  the  Twin 

lakes,  about, 

Hiree  miles  below  Ripogenns 

lake 

Mattag^mon  lake,  aboot.... 

Ripogenns  lake, 

Cbesnnoook  lake, 

Penobscot,  off  northeast  angle 

of  Moosehead  lake 

Penobscot,  off  northwest  angle 

of  Moosehead  lake, 

Penobscot  In  Sand  bay,  1612  to 

Penobsoot  head.  No.  6,  R.  19, 

"  "     No.  6,  R.  18, 

"       lake,  head  of  S.W. 

branch, 


Feet. 


210 
190 

500 

663 
850 
878 
900 

1,000 

1,034 
2,100 
1,808 
1,742 

1,509 


Heights  on  European  &  North  American  Bailway  at  crossings, 
as  specified  below : 


LocALmM. 

Feet. 

LocAunns. 

Feet. 

M attakennk  stream. 

199 
231 
301 
810 

616 

Hot  brook, 

417 

Gordon  brook 

Baskahegan  stream  five  miles 
below  the  lake 

Matlaffordas  stream 

370 

Mod  Point         "      

Forks  of  Crooked  brook, .... 
Calais  and  Honlton  road, .... 

366 

Diride  between  Mattawamlfeag 
and  Baskahegan  waters, 

412 

Heists  on  the  Maine  Central  Railroad. 

Heights  on  a  trial  rente  ftom  WaterTille  to 
Bangor,  via  Dexter. 

LOCALITISS. 

Feet. 

LOCALITIBS. 

Feet. 

Hermon  station^. ..... .... .... 

140 
149 
250 

West  Garland. 

350 

Cannel        •<      

BtDA               ««        

Bast  of  North  branch, 

Lerant, 

201 
132 

Kendnskeag  stream, 

110 

HEIGHTS  ON  THB  BANGOR  AND  PISCATAQUIS  RAILROAD.* 


LooALmss. 


Grade  B.  A  N.  A.  depot  in 
Oldtown,  abont, 

ATorage  low  water  at  Black 
Island  (Pea  Coto)  Penobsoot, 

Freshet  height,  Penobsoot,  .... 

Lake  Boyd,  OmOTille, , 

OmeTille  summit  grade, 

Low  water  at  Piscataquis  cross- 
ing, about  40  rods  above  the 
month  of  Sebee  stream, 


L0CALITIB8. 


105 

105 
114 
303 
335 


271   i 


Piscataquis  river  (low  water) 
opposite  Randall  Hall's 
place  in  Sebeo, 

Depot  grade,  Foxoroft, 

Head  of  Foxoroft  dam  (esti- 
mated,)  


Feet. 


280 
374 

370 


*  Reported  bj  L.  H.  Satan,  Res.  Bog.,  iJrom  a  surrey  by  Col.  A.  W.  Wildes,  C.  B. 
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HEiaHTS  ON  A  OANAL  BOUTB.* 


LOCALITIBS. 

Feet. 

LOOALZTOM. 

Feet. 

Ooilford  VilUge,  70  feel  above 
Sebastioook  main  sirMnn  be- 

886 

li  miles  abore  aoiUbrd,  (18 
feet  to  the  mile.) 

567 

tween  Oambridfpe  and  Ripley, 
about, 

Shirley  mills,  aboat. 

942 

HBIGHTS  ON  THE  BELFAST  AND  MOOSEHEAD  BAILBOAD.t 


High  tide  at  BeUkst,  . 
Webb*8  ledge,  Brooks, 


0 
850 


Dizmont  Notch, . 
Dizmont  Oentre, 


680 
448 


ELEVATIONS  ON  AND  NEAB  THE  DIVIDE  OF  THE  PENOBSOOT  AND  ST.  JOHN 

WATBR84 


Lewis's  on  Fish  Rirer  road.  No. 
7,R.6 

Between  Milnokett  and  Se-  > 
boois  lakes, > 

Divide  between  lake  Pomgoo- 
qaamoo  and  the  Aroostook 
waters.  No.  7,  B.  11, 

Water  shed  ridge  east  of  Cham- 
berlain lake,  on  line  of  Nos. 
6and7,R.  11, 

Telos  oanal, 

Two  miles  south  of  Telos  oanal. 

Between  Telos  and  Casabezis 
lakes, 

Heights  between  Mud  pondS 
and  Umbazooksus  lake,  . . .  i 

Canqoomgomoo  lake,  about, . . . 

Heights  between  AUaguash  I 
and  the  Conquomgomoeis  * 
\»ke» 

Heights  about  Horn  pond,  No. 
8,  R.  16,  at  the  head  of^ 
Wadleigh  brook, 

Divide,  Nos.  6,  and  7,  R.  16, 


1,084 

778 

1,119 


1,049 


1,134 

914 

1,125 

1,029 
1,034 
1,006 
988 
930 
1,860 
1,710 
1,223 
1,076 
1,734 
1,836 
1,609 
1,735 
1,633 
1,612 
1,750 


Thenoe  south-southwest  to 
the  south  line  of  No.  4,  < 
B.  17, 


Height  of  ridge,  Nos.  6  and 
6,R.  17 ^ 


Portage,  No.  6,  R.  17,. 


Heights  along  the  north- 
west head*waters  of  the-* 
Penobsoot, * 


Portage  lake,  west  of  Penob- 
soot lake  and  west  of  boun- 
dary  


2,130 
1.780 
1.972 
1,701 
2.200 
1,879 
1,699 
1,591 
1,870 
1,989 
1,732 
1,694 
1,617 
1,493 
1,742 
1,644 
1,707 
1,668 
1,808 
1,888 
2,012 
1,995 
1,867 
1,600 
1,800 


1,646 


Geological  OneisB  predominates  as  far  north  as  Frankfort  and 

relations.  Bucksport,  with  schists,  granite  and  limestone  inter- 

mingled. Thence  northward  to  the  Piscataquis,  mica  schist  pre- 
vails, with  granite  about  the  Passadumkeag.  North  of  the  Piscata- 
quis, clay  slate;  but  on  the  left  bank  of  the  Penobscot,  schist 
obtains  to  some  distance  north  of  the  Mattawamkeag,  where  clay 
slate  is  struck.  This  last  mentioned  form  of  rock  occupies  much 
the  larger  proportion  of  the  northern  part  of  the  basin,  with 
granite  abundant  about  Katahdin,  with  sandstone  northeast  of 


*  Documents,  1837.    James  Hall,  0.  E. 

t  Reported  by  A.  L.  Mortimer,  Res.  Bng.,  from  a  surrey  by  Col.  A.  W.  WUdes,  G.  E. 

f  From  OoL  Graham's  map  of  N.  E.  Boundary. 
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Moosehead  lake,  and  mica  schist  at  the  head  of  the  main  river, 
west  branch.  Slaty  rocks  are  largely  in  excess  of  all  other  forms, 
and  by  far  the  most  important,  as  locally  of  unsurpassed  quality 
for  roofing  purposes. 

The  basin  of  the  Penobscot  is  mountainous  from  the  guritoe 
sea  to  above  the  head  of  tide ;  thence  northward,  gently  ^  ^'^ 
undulating,  to,  into,  and  throughout  the  region  of  the  east  and 
Mattawamkeag  branches,  until  it  is  insensibly  blended  with  the 
valley  of  the  Aroostook.  On  the  main  river,  above  Nicatou,  it  is 
more  broken,  and  is  singularly  diversified  with  lakes,  ponds, 
swamps,  streams,  hills,  valleys  and  detached  peaks.  The  Katahdin 
mountains,  the  highest  in  Maine,  affording  a  prospect  characteristic' 
and  sublime  from  the  vast  breadth  of  level  country  overlooked, 
lie  upon  the  left  bank.  Further  west  the  valley  becomes  merged 
with  that  of  the  Kennebec  on  the  south  and  the  AUaguash  on  the 
north,  and  terminates  on  the  northwest  at  the  highland  boundaries 
of  the  State  and  in  the  swamps  and  lagoons  which  form  the  com- 
mon reservoir  of  the  St.  John  and  Penobscot.  As  a  whole  the 
valley  is  uniform  in  its  topographical  features. 

The  surface  materials  prevailing  in  this  district,  or  rather  in  the 
smaU  part  of  it  occupied,  and  from  which  returns  have  beeh 
received,  are  as  follows,  as  indicated  by  responses  to  inquiries : 


Gnvel. 

Sand. 

SaadjIiOMi. 

Loftm. 

Clay  Loam. 

Claj. 

16 

7 

8 

16 

6 

16 

Showing  that  soils  retentive  of  water  are  considerably  in  excess 
in  the  portions  reported. 

Including  the  unbroken  wilderness  about  the  head  waters,  and 
the  wooded  tracts  of  the  nominally  cleared  districts,  probably  about 
two-thirds  of  the  basin  are  still  forest-covered. 

The  sum  of  annual  deposition  upon  the  Penobscot  j^^jnjyL 
basin,  is  estimated  at  799,500,000,000.  cubic  feet 

Section  2. — The  Penobscot  Biveb. 

As  a  whole,  east  of  south ;  so,  at  least,  all  the  branches  ^^^,0,^ 
of  the  river  and  the  movement  of  the  combined  waters 
being  taken  into  account. 

The  so-called.  toea<  branch  is  properly  only  the  con-  ^^^jgn^^ 
tinuation  of  the  main  river ;  it  is  the  upper  Penobscot; 
a  name  applicable  to  the  stream  from  the  Mattawamkeag  to  the 
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''  Forks''  in  Pittston  township,  where  the  Penobscot  takes  origin. 
The  lower  Penobscot  extends  from  the  Mattawamkeag  to  Penobscot 
bay. 

The  east  branch,  so  called,  should  be  known  as  the  MattagamoUf* 
after  and  in  common  with  the  lake  from  which  it  issues  and  the 
mountain  in  its  vicinity.  The  various  terms,  west  branch,  east 
branch,  northwest  branch,  etc.,  should  be  reserved  for  use  about 
the  head  waters  of  the  river,  where  indeed  they  are  already  applied. 
When  used  in  both  the  mid  and  upper  section  they  involve  its 
nomenclature  in  confusion. 

The  principal  tributaries  of  the  Penobscot  are  subjoined : 


Fh>m  the  right  bank,. 
From  the  left  bank, . . 


Kendoskeaf, 

Pashaw, 

Piaoateqnli, 

pMsadamkeag, 

Mattiwamkeag, 

MattegamoD, 


Where  reoeiTod. 


Baogor. 

Oldtown. 

Howlaad. 

Passadumkeag. 

Mattawamkeag. 

NioatOQ. 


Name. 


Kendnskeag, ... 

Pnahaw, 

Piaoataqaif 

Paasadumkeag,., 
Mattawamkeag, 
Mattagamon, .  . 


Babiv. 

Length, 

Breadth, 

Area, 

Length , 

miles. 

mUea. 

•q.  miles. 

miles. 

27 

13 

190 

34 

23 

12 

200 

26 

66 

84 

1,276 

71 

27 

20 

320 

36 

64 

30 

1,376 

86 

60 

33 

841 

63 

Estimated  dis- 
charge, cnbie  feet. 


7,410,000,000 
7,800,000,000 
60,960,000,000 
12,480,000,000 
63,626,000,000 
32,799,000,000 


Several  of  the  tributaries  of  these  rivers  are  so  large  as  to 
require  independent  notice. 


Braoohof 

Basiit. 

Strbam. 

Name. 

Length, 
miles. 

Breadth, 
miles. 

Area, 
■q.  miles. 

Length, 
miles. 

Estimated  dis- 
charge, cubic  ft. 

PleaflkDt, 

Sebeo 

Pisoataqnis, 

Mattawamkeag 
« 

34 
33 
31 
22 
80 

14 
13 
11 
12 
8 

236 
260 
180 
198 
186 

40 
42 
34 
33 
32 

9,166.000,000 
9,760,000,000 
7.020,000,000 
7,722,000,000 
7,216,000,000 

Molnnkns, 

Baskahegaa, .. .. 
Bast  Branch,.... 

The  west  branch  of  the  Mattawamkeag,  so  called,  is  simply  and 
properly  the  upper  Mattawamkeag, — ^is  the  upper  section  of  the 
main  river.    It  drains  a  considerably  larger  area  of  country  than 


*  As  soggeited  by  Vtct  C.  H.  mtdwook. 
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the  east  branch.  There  are  1;604  streams  represei^d  on  the  State 
map  in  the  Penobscot  system.  The  word  Piscataquis  means 
"Branch,"  in  Indian,  and  Nicatou  signifies  "Crotch."  The 
Mattawamkeag  is  300  feet  wide  at  its  mouth,  and  the  Penobscot 
500  feet  wide  at  the  same  point.  The  Piscataquis  is  about  250 
feet  wide  for  25  miles  above  its  mouth.  The  mean  width  of  the 
Penobscot  for  some  miles  above  Bangor  is  about  800  feet. 

The  Penobscot  from  the  confluence  of  the  Mattawam-  j^^^^^ 
keag  to  the  open  sea  is  about  120  miles  long ;  from  the 
junction  of  the  Mattagamon  to  the  sea  about  182  miles ;  from  its 
extreme  head  waters  about  260  miles,  or  including  the  local  wind- 
ings, 300  miles.  The  main  water-power  section  extends  from  lake 
Chesuncook  to  Bangor,  120  miles,  the  fall  being  900  feet ;  or,  via 
the  Mattagamon,  from  lake  Mattagamon  to  Bangor,  115  miles,  and 
a  fall  of  about  850  feet. 

The  annual  discharge  of  the  Penobscot  is  estimated  ^^^^^^^^ 
as  319,800,000,000  cubic  feet.    Of  this  about  31,000,- 
000,000  are  received  below  the  lowest  mill  privilege,  yielding  on 
its  passage  to  the  river  important  power. 

The  Penobscot  naturally,  and  without  the  assistance  variatioiMor 
of  man,  holds  a  position  amongst  the  most  highly  ^^^™®' 
favored  rivers  of  the  State  in  respect  to  uniformity  of  volume  at 
different  seasons  of  the  year.  This  is  due  in  part  to  the  extent  of 
its  tributary  area,  in  virtue  of  which  the  contributions  of  the 
various  branches  do  not  reach  its  chief  manufacturing  sites  at  the 
same  time.  It  is  due  also  to  the  more  uniform  surface  aspect  of 
the  basin,  in  respect  to  which  it  has  the  decided  advantage  over 
the  Saco,  Androscoggin  and  Kennebec ;  it  is  due  also,  in  com- 
mon with  the  other  large  rivers  of  the  State,  to  its  extensive 
system  of  lakes  and  the  vast  breadth  of  forests  upon  its  drainage 
surfaces. 

H.  F.  Mills,  C.  E.,  estimating  for  the  very  dry  seasons  of  '64 
and  '65,  reports  117  thousand  cubic  feet  per  minute  in  use  at 
Bangor  for  manufacturing,  in  addition  to  what  was  employed  in 
passing  rafts  at  the  sluice,  the  amount  of  which  he  could  not 
arrive  at,  and  expresses  the  judgment  that  the  total  amount  was  at 
least  25  per  cent,  in  excess  of  the  above  figures,  or  146,250  cubic 
feet. 

Assuming  the  minumum  run  at  Bangor  at  146,250  cubic  feet  per 
minute,  the  total  low-run  delivery  of  the  river  at  its  mouth  is  not 
far  from  160,000  cubic  feet  per  minute  for  the  24  hours.    This  con- 
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tinned  daj  and  iii^t  throngfaoui  the  year,  wonld  convey  off  abont 
82.5  billion  cnbic  feet,  or  somewhat  over  one-fooith  of  ttie  estiL 
mated  total  annual  delivery. 

The  mean  run  for  the  summer  at  Bangor,  estimated  from  the 
lowest  run  with  such  ratio  of  excess  thereover  as  has  been  found 
to  obtain  on  the  Kennebec  at  Augusta,  is  about  104,000  cubic  feet 
per  minute  for  the  24  hours. 

Mr.  Mills  also  reports  6,T60,000  cubic  feet  per  minute  passing 
Treat's  falls  at  Bangor  in  a  '^  heavy  freshet.^'  [The  discharge  of 
the  Connecticut  at  Turner's  falls  in  the  winter  of  18G6,  varied,  as 
Mr.  Francis  states,  from  300,000  to  600,000  cubic  feet  per  minute.] 
The  figures  indicate  relatively  less  variation  than  occurs  on  the 
Kennebec ;  there  undoubtedly  is  considerably  less  than  upon  the 
Saco  and  Androscoggin,  relatively  to  the  areas  drained. 

The  range  from  lowest  to  highest  water  appears  in  the  following 
table.  The  absolute  riange  is  of  course  greater  than  upon  the 
smaller  rivers,  but  a  proportionally  greater  range  is  not  to  be 
inferred  from  this  fact.  The  absolute  range  is,  however,  the  inci* 
dent  that  bears  upon  the  manu&cturing  character  of  the  stream, 
since  the  location  of  mills  is  in  a  measure  determined  by  it : 


LooaUty. 

Feat. 

• 

Loeallty. 

Feet. 

Baniror. 

13 
9 

Oldtown  falls 

11 

Black  Ifllaod,  Pea  Core, 

Island  rapidfl.. 

11 

Slope. 


The  descent  of  the  river  from  the  Mattawamkeag, 
where  its  elevation  above  tide  is  about  190  feet,  to 
Bangor,  a  distance  of  57  miles,  is  at  the  rate  of  3.3  feet  to  the 
mile,  or  2'.1  mile  in  angular  measurement.  Of  this  fall  92  feet  are 
found  in  the  first  twelve  miles  above  Bangor,  and  accordingly 
above  this  point— Milford — ^the  river  is  mainly  navigable,  the  chief 
interruption  being  the  Piscataquis  rips  at  Howland.  From  lake 
Ghesuncook  the  depression  of  the  surface  to  the  tide  is  about  f  .5 
feet  to  the  mile,  or  4'. 8 ;  from  lake  Mattagamon,  about  t.^  feet  to 
the  mile.  The  slope  of  the  whole  river  from  its  remotest  sources  to 
its  mouth  is  a  littie  below  six  feet  to  the  mile  on  the  average. 
y^,^  The  number  of  lakes  and  ponds  in  the  basin  of  the 

Penobscot,  represented  upon  the  State  map,  is  467. 
Th^  number  due  to  its  comparative  extent  is  385 ;  so  the  per  cent, 
of  numerical  excess  is  about  twenty-one. 


Dsv.  L]  XBB  mrOBBOOT.  \(yf 

PBIHOIPAL  BBBDVOIBS  OB  THl  PBHOBSOOT  AKD  HB  TRIBUTABIBS. 


• 

Oonaeeled 
with 

Approzlmale 

areainMioare 

miiea. 

Preient 

storage  in 

feet.* 

• 

Additional 

itonge  feasible 

in  feet.* 

Littio  Sebooifai  lake, 

BDdlM                «     

Pwd  north  of  BndloM, . . . 
Fond BorlheMt of  «     ... 
Sohoodio  lake. 

Pisoataqnii  iIt. 
do           do 
do           do 
do           do 
do           do 
do  .        do 
do          do 
do          do 

do          do 
do          do 
do          do 
do           do 
do          do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do          do 
do           do 
do          do 

1.40 
4.26 
1.10 
1.20 
16.00 
12.00 
0.70 
0.60 

8.00 
0.90 
1.26 
085 
1.10 
2.26 
1.25 
14.00 
1.00 
8.00 
200 
0.40 
2.00 
2.26 
8.00 
1.00 
2.00 
8.00 

f 

a     "    6 
6 

10 
Dams. 

Dam. 

6 

Peer  dam. 
Dam. 

7 

4 

7,  npon  2  8q 
miles. 

t 
8 

Btbooiii    "       

DovBT  mod. 

More  ftasible. 

Oan  out  down 

Kingiboiy  pond, 

SanisorvUle  pondf, 

Ploor  Dond 

oatlat 
More  feasible. 

Dam  fbnrtble. 

Upper  Piper  pond, 

Speeftaole         "    

iMWrBbeeme"    

Upper      «•      ««    

fiebeelake, 

OanliaTedam. 
10 

4 

LoBff  nond.l 

4 

""■•©  r"' '■»'♦  •••••  •          •• 

lAiip     •«    ± 

10 

Hebron  nond 

Moneon  nond. • 

SeTeialiM. 

Bowdoin  OoUege,  8  pondsi . 
Wilson  Dond. 

flereial  feet. 

Howlott  «•     

P6ndinB,B.  11, 

Bald  Mountain  pond, 

Shirlej  bon. 

4 
Oan  be  made  im* 

mense  reser'rs. 

Thirty  ponds  or  more. 

• 

85  90 

- 

- 

Name. 


Cold  Stream  pond, 

Seeond  Gold  Stream  pond,. 

Clear  Water  pond, 

Esentamia,  2  ponds, 

Saponae  pond, 

Madagasoal  pond, 

2  ponds  above  Madagaeeal, 

&ving  pond, 

No.8       "     

TIrst  Pistollake, 

Seeond,  Third  uid  Fourth 

Pistol  jalces, 

Porter  pond, .....  • 

Nieatons  lake, 

Abamgamook  or  West  lake, 

Dnek  lake, 

Oarbeos  lake 

Ooombs     **    

Ware  poiid, 


Twenty-two  ponds, . . . 


Connected 
with 


Approximate 
area  in  square 
miles. 


Passadamkeag 
do        river.. 


do 
do 
do 
do 
do 
do 
do 
do 

do 
do 
do 
do 
do 
do 
do 
do 


do 
do 
do 
do 
do 
do 
do 
do 

do 
do 
do 
do 
do 
do 
do 
do 


6.00 
0.95 
0.80 
1.40 
1.80 
1.70 
0.26 
0.20 
1.00 
1.00 

0.50 
0.20 
10.00 
2.00 
2.00 
1.00 
0.16 
0.80 


81.25 


Preaint 

storage  in 

feet.§ 


A  poor  dam. 
8 
8 
8,  both. 

7,  good  dam. 
6,  tiie  larger. 


6,  good  dam. 

tflows  all. 
8,  one  dam 

10,  good  dam. 

7,  mod.  good 
dam.]  9 
6,  mod.  good 
dam.]       6 


AddiUonal 

storage  feasible 

in  feet.§ 


10  fset  oonld  be 
[held. 


*  fltonse  of  tlM  Plioetomilg  lepscted  in  pert  by  Umn.  Calvia  and  Lather  Ohwiberialii. 
f  Blanks,  as  abore,  Indicato  that  the  stonge  has  not  been  reported, 
t  Ship  pood  and  Long  pond  when  flowed  will  oorer  seTeral  hundred  afires  of  swamp  land. 
Istonge  of  the  Passadnmkeag  reported  by  Joseph  W.  Fwter,  Bsq.,  of  BiullngtoD,  with  a  map  of 
Hy^  pfltnti  ni4  streans. 


108 


WATBB  POWBR  OF  MAINB. 


[Pam  n. 


PRINCIPAL  BESBRVOIBS  OF  CHS  PENOBSCOT  AND  FES  TRIBUTABIBS. 


• 

Name. 

Oonneeted 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  fisasible 

in  feet. 

Mattakeonk  pond,.'. 

Mod               "     

Molnnkns       ••     

Benedleta       **     

Maokwaoook  «     

Wytopitlook    «     

Sonth  pond.  No.  3,  R.  4, . ., 
Hot  brook.       "        " 

Baakahegan  lake, 

Pond  in  No.  3,  R.  8, 

Hattawamkeag  lake, 

Caribou  pond,  Isl.  Fls.  pi.. 
Pond  in  oentre  Id.  FIb.  pL, 
Pleasant  lake 

Mattawamkeag 
do        [river, 
do           do 
do           do 
do           do 
do           do 

^   do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

do           do 

do           do 

1.60 
0.60 
3.00 
0.75 
1.00 
3.25 
0.75 
8.60 
18  00 
1.00 
6.50 
1.50 
1.00 
8.50 
1.26 
2.50 
2.26 

1.26 

250 

Dam. 

"  12 

6 

8 

Can  be  made  a 
great  reservoir* 

Can  be  made  a 
great  reservoir. 

Qbh  have  many 
-  [feet. 

Sketioook  •*     

Bi>aQldinflr*4f  lake.. .  > .  ^ . .  ^  r 

Rookabema    *<    

Mud   lake,  above  Rooka- 
bema lake 

Several  feet  at 
little  expense. 

Small  pondi  in  Rookabema 
plantation, 

Twentj-one  ponds,. . . . 

.. 

63.86 

.m 

. 

Name. 

Connected 
with. 

Approximate 

area  id  square 

miles. 

Present 

storage  in 

feet.t 

Additional 

storage  feasible 

in  feet.t 

Salmon-etream  pond, 

Katahdin            ««      

Pond  in  No.  4,  R.  7, 

Bowlin  Dond 

Mattagamon 
do        [river, 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

do           do 

2.00 
0  65 
1.50 
1.10 
0.85 
5.00 
2.25 
1.75 
0.90 
1.00 
1.00 
0.80 
2.25 
1.30 
1.00 
-1.10 
1.10 
4.75 
8.00 
300 
1.50 
8.00 

1.50 

0 

10 

10 
6 
Dam  12  ft. 
Several  feet. 
Dam  7  feet. 
Dam  10  ft. 

6to6 
5to6 
5to6 

0 

'  10 

Several  feet. 

Upper  Bowlin,  2  ponds, . . . 
Mattagamon  lake, 

Third  lake 

Several  feet. 

Fonrth  lake 

Flowage  above  Fonrth  lake. 
Snake  pond,  in  No.  7,  R.  11, 
Big  Leadbetter  nond,    " 

Lower  Shin  pond, 

Upper  Shin    "      

Pond  in  No.  6,  R.  7, 

first  lake 

12  to  20 

Second  lake.  .... .... .... 

Seboois   "      

6  ponds  in  No.  6,  R.  8 

Soramrlv  lake 

- 

Wassattiqnoiok  pond,  .... 
Webster  lake. 

- 

Hudson  and  Wadleigh  brook 
reservoirs, 

Twentj-eight  ponds, . . 

- 

42.30 

_ 

— 

*  Storage  reported  msinljr  by  Messrs.  S.  8.  Coe  and  Danid  Barker,  of  Beogor. 
t  Blanks,  not  reported. 
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PRINGIPAL  RBSHRVOIBS  01*  THS  PBNOB800T  AND  nS  TRIBUTARIES. 


Ni 


OmraeoM 
wtkh. 


PoahftwUk*, 

S^d        <•     

IdttI*  PmbAw  pond, 

Mad  pond, 

Plokenl  pond,  in  Alton,  . . 

Niehol*  pond, 

Dnris        "      

Holbrook'i  pond 

M attanawoook  pond, 

Oooked  pond, 

Folsom      *<     

Upper       ««     

Pond  in  Nos.  2  and  3,  onat 

of  Chester, 

MnttnmiMontia  pond, .... 
Lower  Mattamiqoontis,  . . 

ObnibolMse  pond, 

Long  •<     

Oariboa  «*     

Centre  *<     

Madnnkennk  pond, 

NoUeeemie        ••   

Qonkiahiak 

6had         ••    

Sonth  Twin  lake, 

North  Twin    "    . . . : 

Hattaeennk   lake,  in  Mo- 

Innkns, 

Jo-Mary  npper  lake, 

Jo-Marj  middle  "    

Jo^arj  lower    *'    

Pwnednmoook     **    

Milinokett  «•     

Katahdin  pond,  inNo.3,R.9 
Fintpond  in  No.  2,  R.  10, 
8eoond  pond,  ** 

Third      ••  «« 

Nahmakanta  lake, 

Uasantabnnt     **    

flonrdnahnnk    **    

Five  pondi  in  A,  R.  11,. . . 
Panobaeot  pond,  in  No.  1, 

R.  11 

Three  ponds  west  of  Nama- 

kaota  lake, 

Ripogeons  lake, 

Ripogenvs  pond, 

Oaribon  lake, 

Upper  Oaribon  lake, 

Ragged  «•     

Chesnneook         **     

Dnok  pond, 

Cnsabexis  lake, 

Umbaiooktns  lake, 

Longley,  in  No.  6,  R.  IS, 

Blaek  pond, 

Shallow  lake, 

Poland     •«    


PenobeootriTer, 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 

do 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 

do 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


Approximate 
area  in  square 
-miles. 


8.M 

1.75 
0.90 
0.75 
0.60 
8.00 
0.90 
0.90 
1.30 
0.70 
O.iO 
L20 

4.60 
2.00 
0.90 
0.65 
1.00 
0.86 
0.30 
1.00 
2.60 
1.75 
0.75 
3.00 
3.26 

2.50 
3.00 
2.60 
3.00 
16.00 
18.00 
2.00 
0.76 
1.00 
2.60 
3.00 
3.75 
3.76 
4.76 

1.00 

2.60 
2.00 
4.00 
6.60 
1.00 
4.00 
22.00 
200 
2.00 
2.26 
1.60 
1.00 
2.60 
0.76 


Present 

storage  in 

feet.* 


-    t 


Dam. 


Dam. 
Dam. 
Dam. 
Dam. 


Dam. 
Dam. 
Dam. 
Dam. 


Several  feet  t 
Dam  of  16  (t. 


Sereial  feet  ^ 


8 
4to6 
0 
Dammed   in 
part. 

2  flowed  4  to  6 


Dam,  12  to  13 
Several  feet. 
6to6 
0 
Dam,  7  fbet. 

6 


Additional 

storage  feasible 

in  feet.* 

6 
-      t 


Oan  be  flowed  8 
[fl.  over  1.76 
Ceqaare  miles. 


A  12*fbot  dam 
[feasible. 
3 
3 


3 
10  to  12 


Low  banks  abt. 
[the  ontlet. 


*  Storage  reported  mafadj  by  S.  8.  Cos,  l«i ,  of  Bingar 
t  Blanks,  not  reported. 
i  Bf  the  Berth  Twin  dam. 


no 
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PRIHOIPAL  BB8BEV01B8  OV  XHl  PXNOB800T  AND  FIB  ZRIBUTARIE8. 


Oonneotad 

Approzlouita 

.Preaent 

Additional 

Naodm. 

with 

areainsqnare 

storage  in 

storage  fisasible 

miles. 

feet.* 

in  feet.* 

Oanqoomgomoo  pood, 

PenobsaotriTor, 

10.00 

0 

Ondet   ean   btt 

PortMra  Dond. 

do 

do 

1.25 

^ 

[lowerad  ear* 
[enlfeet. 

Daggett    <•      

do 

do 

1.00 

^ 

Pond  aboTe  Daggett, 

do 

do 

.           076 

• 

mm 

Loon        <• 

do 

do 

do 
do 

8.00 
1.26 

0 

Damftaalbla. 

Two  ponds  aboTO  Loon, . . . 

Hnrd,  2  ponda, 

do 

do 

1.50 

0 

• 

Wadleich  nond 

do 

do 

0.75 

0 

^ 

Pioe  Stream,  2  ponds,  .... 

do 

do 

1.00 

. 

Lobeter  Dond. .... ...» .... 

do 

do 

6.00 

0 

0 

Ronell     ••     

do 
do 
do 

do 
do 
do 

1.00 
0.90 
1.00 

6to6 

Lather     '•     

_ 

Nnlhedoi  nond 

^^ 

2  pondi.  No.  S,  R.  S,  north 

of  Thomdfke  township,. 

do 

do 

1.25 

• 

— 

2  ponds  in  Bald  Mountain 

township. 

do 

do 

1.50 

- 

• 

Penobsoot  lake,  in   Ham- 

mond township, 

do 

do 

1.50 

.. 

• 

2  ponds  in  No.  S,  north  of 
Hammond  township, .... 

do 

do 

150 

- 

- 

J&ghtj«fo«r  ponda, . . . 

- 

182.40 

- 

- 

The  foregoing  185  lakes  and  ponds  have  a  combined  surface  of 
895.20  square  miles,  substantially  the  whole  of  which  is  suscepti- 
ble of  use  for  storage  purposes,  and  is  tributary  to  the  water- 
power  of  the  lower  main  Penobscot. 

In  addition  to  the  above,  the  following  lakes,  which  naturally 
belong  to  the  Allaguash  System,  have,  for  practical  purposes, 
in  lumbering  and  of  water  supply,  been  added  to  the  Penobscot 
series  by  means  of  dams,  canals,  etc. 


PRINCIPAL   RESERVOIRS   ARTHIdALLT    TRIBUTART   TO    THE    WATER. 

POWER  OF  THE  PENOBSOOT. 


Name. 


Teloe  lake 

Teloeinis  lake, 

Chamberlain  lake, 

Leadbetter       *•    

Big  Leadbetter  bog 

Mad  pond,  with  flowage,  in 

No.  6, 

Doddle  Brook  flowage, .... 

Allaguash  lake, 

Mnd  pond,  in  No.  9,  R.  16, 


^  JOUL 


Conneoted. 
with 


Mattagamon 

do 

riT«r, 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

Approzlmata 
areainsqnara 
miles. 


2.75 
1.00 
20  00 
060 
0.75 

2.10 
0.90 
9.00 
2.00 


80.00 


Present 

8tor«g«in 
feet.t 


10 

10 

10 

8 

Flowed. 

6-foot  dam. 
S^ootdam. 

i 


Additional 

storage  feaaibie 

infeekt 


Sere*!  ft.  by  dam 
[below  o«tiot» 


*  Stance  reported  mafailj  by  K.  8.  Ooe,  Esq.,  of 
t  Storage  reported  by  MesRS.  L  fb  Coe  and  Banisl 
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The  following  lakes  and  ponds  are  tributary  to  the  main  river 
below  the  lowest  fall  thereon,  namely,  at  Bangor,  and  support  very 
valuable  water-powers  on  their  outlet  streams : 

PBINCIPAL  RB8B&V0IBS  TRIBUTARY  TO  THS  PENOBSCOT  TIDB  WATBBS. 


Name. 

Conneoted 
wiUi 

Approximate 

area  in  square 

miles. 

Present 
storage  in 
.    feet. 

Additional 

storage  feasible 

in  feet. 

Alamooeuo Dond. ••... .... 

Penobsoot  rirer, 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do  . 
do           do 
do          do 
do          do 

1.90 
0.40 
6.3A 
800 
3.00 
3.90 
0.60 
1.16 
1.00 
4.00 
3.10 
8.00 
1.00 

8.00 

Dam. 

9 

1  dam. 
10 

Dam. 

Stored  in  part 
Dam. 
9 
9 

4 

Craiir's           "     ......... 

Tod^            "     

RU               •*     

Baokspori,  6  pond«» 

Brewer  nond 

4 

• 

Field's     ••    

Harmon  nond.* 

Btaa         ••     

OMibavebigber 
,Gan  be  madeoa- 
'  [paoions  rsser- 
•  [voirs. 

4 

Pitober,  Andrews,  eto., . . . . 

Oamden  ponds,  nine 

Qoose  Dond. 

Whitri  "     

PlereeV  *«     , 

Many  feet. 
2 

Wallcer's  nond 

Thirtj  ponds,  or  more. 

- 

3L40 

- 

mm 

This  gives. a  grand  total  of  462.10  square  miles  of  reservoir 
surface  tributary  to  the  water-power  of  the  Penobscot  and  its 
afiSuents,  224  of  the  principal  lakes  and  ponds  out  of  the  whole  46*7 
alone  being  taken  into  the  account. 

The  following  lakes  and  ponds  naturally  connected  with  the 
Allaguash  series,  are  by  means  of  locks  and  canals  made  available 
in  the  lumbering  operations  of  the  Penobscot,  though  not  tributary 
to  its  volume  of  water  to  any  extent : 

LAKB8  ARTIFICIALLY  TRIBUTARY  TO  TSB  LUMBBRING  OPERATIONS  OF 

THB  PENOBSCOT. 


Indian  pond, 
Pomgoewahom  lake. 
Heron  lake,  in  No.  10, 
Heron  lake,  in  No.  8, 
CbnrohUl  lake, 


Spider  lake, 
Pleasant  lake, 
Soper  pond, 

Poingooqaamoe,  3  ponds, 
Mod  pond,  in  No.  9,  R.  12. 


These  ponds  have  a  combined  surface  of  42.75  square  miles. 
The  extent  of  the  several  ponds  and  the  flowage  thereon  are 
given  in  the  table  of  reservoirs  connected  with  the  Allaguash 

The  aggregate  area  of  the  lakes  belonging  to  the  Penobscot 


nver. 


•  MHenoaoa  posid,  wKh  Che  fonr  others  eomiMtod,  oover  at  least  2.75  sqaare  nUes,  end  ean  be 
flowed  8  1-2  feet.  There  are  1^500  acrw  of  swamp  land  bordering  the  ponds  that  can  be  oonTcrted 
hifeo  icset  »olr  at  trifflBg —**"■*-" 
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Bjstem,  estimated  from  the  maps,  is  585  square  miles,  or  1  square 
mile  to  each  14.0  square  miles  of  basin.  The  lakes  average  1.18 
square  miles  each  in  area. 

Teiog  canaL  '^^  artificial  conncction  of  the  Allaguash  and  Penob- 

scot waters,  above  mentioned,  is  on  this  wise : — Web- 
ster lake  is  the  last  neUurally  belonging  to  the  Penobscot  on  the 
Mattagamon  branch.  A  canal  has  however  been  constructed 
between  Webster  and  Telos,  and  by  means  of  a  dam  at  the 
northern  end  of  Chamberlain  lake, — ^its  natural  outlet,  the  water 
is  turned  through  Telosinis  and  Telos,  these  being  on  the  same 
level  with  Chamberlain,  into  the  Penobscot.  Thus  the  surplus 
waters  of  39  square  miles  of  reservoir  surface,  are,  as  shown 
by  the  table  before  given,  made  tributary  to  the  reserve 
supplies  of  the  Penobscot.  The  Telos  canal  also  has  a  dam 
12  feet  in  height,  which  controls  the  flow  of  waters  from  the 
lakes  above.  The  flow  from  Chamberlain  lake,  when  log^  are 
not  being  driven,  is  about  equal  at  each  outlet. 

Still  frirther :  a  dam  of  20  feet  head  at  the  natural  outlet,  the 
northern  end,  of  Churchill  lake,  flows  that  lake,  and  Pomgocquahem 
and  Heron  lakes,  but  not  to  the  level  of  Chamberlain  lake.  Ac- 
cordingly these  lakes  with  those  connected,  as  shown  in  the  table 
before  given,  do  not  contribute  their  waters  to  the  Penobscot. 
By  means  of  a  lock,  however,  logs  are  driven  up  into  Chamberlain 
and  thence  down  the  Penobscot.  The  lock  is  temporarily  out  of 
repair  and  is  not  used. 
Bummary  view       It  will  bo  scon  that  uo  siuirle  lake  or  icompact  and 

of  the  Penob-  i  . 

aoot  reaenroirt.  closcly  Connected  soncs  of  lakes  in  the  Penobscot  sys- 
tem, can  compare  on  terms  of  equality  with  the  Umbagog  series 
on  the  Androscoggin  or  Moosehead  on  the  Kennebec ;  much  less, 
relatively  to  the  size  of  the  rivers,  with  the  Schoodic  series  on  the 
St.  Croix,  the  Eagle  lakes  on  the  Fish  river,  or  Sebago  on  the 
Presumpscot — ^as  a  reservoir  of  water-power  material.  Relatively 
to  the  size  of  the  basin  and  of  the  the  main  drainage  stream,  the 
leading  lakes  are  smaller ;  they  are  scattered  one  from  another  and 
cannot  be  commanded  by  so  few  artificial  constructions. 

It  is  therefore  in  a  peculiar  sense  and  emphatically  true  of  the 
Penobscot,  that  its  full  capacity  as  a  water-power  river  will  be 
realized  only,  as  the  actual  occupation  of  the  interior  districts  of 
the  State  shall  render  possible  the  improvement  for  local  purposes 
of  the  power  of  the  very  numerous  streams  and  small  lakes 
situated  around  and  constituting  its  head  waters.     It  will  be  only 
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when  this  has  been  e£Pected  that  the  powers  upon  the  main  stream 
and  its  cBief  affluents  will  reach  their  highest  efficiency. 

The  country  about  many  of  the  Penobscot  lakes,  as  »eMiwuty  or 
in  the  district  froni  Nicatou  to  Ghesuncook  lake,  and  Toin. 
on  the  Mattagamon,  is  low  and  flat,  so  that  upon  moderate  eleva- 
tions of  their  surface  very  large  tracts  are  overflowed.  Thousands 
of  acres  are  even  by  the  present  use  of  the  lakes  for  storage 
submerged  the  greater  part  of  the  year,  as  for  example  between 
lakes  Mattagamon  and  Mattagamonsis.  This  indicates  very  un- 
usual facilities  for  artificial  reservoirs.  The  cost  of  flowage  will 
continue  to  be  for  an  indefinite  period  merely  nominal.  There  are 
also  quite  extensive  low  and  swampy  tracts  upon  the  upper 
sections  of  the  river  that  can  readily  be  converted  into  artificial 
reserve  basins  at  low  cost,  whenever  manufacturing  necessities 
shall  require  it.  So  that  the  low  run  of  the  river  can  be 
indefinitely  increased  and  its  manufacturing  capacities  in  pro- 
portion, whenever  the  expense  shall  be  justified. 

The  passage  of  water  to  Bangor  from  the  great  lakes  on  the 
upper  Penobscot,  Pamedumcook,  Milinokett  and  Ghesuncook,  is 
accomplished  in  forty  to  fifty  hours ;  from  Mattagamon  lake  on  the 
Mattagamon  in  forty-five  to  fifty-five  hours. 


Power  on  thb  Penobscot. 

The  section  of  the  upper  Penobscot  between  Ghesun-  on  the  upper 
cook  lake  and  the  mouth  of  the  Mattawamkeag  com-  ^™*'*** 
bines  in  unusual  degree  the  grand  requisites  of  water-power — 
namely,  great  reservoirs  close  at  hand  and  a  large  amount  of  fall, 
and  will  in  time  become  the  site  of  very  great  manufacturing 
industry.  The  total  descent  is  not  far  from  seven  hundred  feet, 
and  is  broken  by  numerous  falls  and  steep  rapids  that  can  be  im- 
proved at  small  expense.  The  lakes  lying  upon  the  river  in  the 
region  are  of  large  size  and  can  be  used  to  any  amount  for  reser- 
voirs. The  area  tributary  to  the  lakes  is  so  great  that  any  required 
head  of  storage  can  be  secured  upon  them,  and  the  river  thus  be 
made  constant  to  the  demands  of  enormous  manufacturing. 

The  Mattagamon,  likewise,  has  a  great  amount  of  fall  below  the 
lake  of  the  same  name,  and  will  draw  from  this  lake  and  its  feeders, 
including  the  reservoirs  artificially  connected  with  it,  vast  supplies 
of  water. 

8 
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Oa  the  lower         The  volumo  of  tbe  river  in  the  vicinity  of  Baniror. 

aectton  of  the  */  ^      r 

Penobscot.  being  assumed  at  146,250  cubio  feet  per  minnte  for  the 
twenty-four  hours,  at  the  period  of  extreme  low  run,  the  power 
in  the  ninety-two  feet  fall  from  Milford  to  Bangor,  would  be  65,600 
horse-power  gross,  or  2,224,000  spindles,  for  eleven  hours  per 
diem.  But  a  small  portion  of  this  power  is  emfrfoyed,  the  dams 
not  being  of  sufiGcient  height  to  hold  the  water  back  in  the  hours 
of  non-use.  The  long  tract  of  dead  water  above  Milford  will  for- 
nish  the  power  with  an  immense  reservoir  cloee  at  hand. 
MciDt  of  A  railroad  runs  by  the  side  of  the  power  in  question, 

^'"''^^  and  is  constructing  to  Winn,  thus  opening  up  the 

entire  lower  section  of  the  river. 

A  record  covering  the  period  from  1816  to  1866,  shows  that  the 
earliest  opening  to  navigation  of  the  Penobscot  at  Bangor,  for  the 
period,  was  on  March  21,  and  that  during  the  whole  time  regis- 
tered it  opened  in  January  and  February  but  once — namely,  in 
1831,  on  January  9.  The  river  remains  frossen  over  for  one  hun- 
dred and  twenty^ve  days  yearly  on  the  average. 


CHAPTER   XIX. 

THE    SYSTEM    OF   THE   ST,    CROIX. 


Section  1. — ^The  St.  Cboix  Basin. 

In  the  southeast  comer  of  the  State  in  part,  and  in 
part  in  the  southwest  portion  of  the  British  province  of 

New  Brunswick. 

Porm.  [See  Map.] 

j^^,^g^,gg^  Length,   10  miles ;   breadth,   60  miles  ;    area,  800 

square  miles  in  Maine,  375  square  miles  in  the  adjacent 

province ;  total,  1,175  square  miles.     Of  this  all  but  about  20 

square  miles  contributes  to  the  main  river  above  the  lowest  mill 

privilege. 

sievatton.  ^^^®  ^^  ^®  l^9J&t  elcvatcd  of  all  the  drainage  districts 

on  the  Southern  Slope  of  the  State  which  extend  so 
far  into  the  interior.  The  following  table  from  which  a  complete 
profile  of  the  river  might  be  constructed,  indicates  in  its  two  right- 
hand  columns  of  figures  the  elevations  of  the  river  at  different 
points.  The  country  about  is  of  course  higher  than  the  stream,  but 
how  much,  there  are  no  data  at  hand  for  determining. 
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The  elevation  of  the  following  lakes  on  the  west  branch,  is 
estimated  from  the  knoion  elevation  of  the  lakes  in  the  above  table  :* 


PoofUDpu  lake, 106  Ibei. 

SjBledobdt     **    120 

n|>por  Obain  *<    150 

Sjiledobdnii  lake UO 

Jnnior  htke, 115 

Bottle     "     113 

0^         "     110 

HoTMboe 120 


Seiaggly  lake, 115  feet. 


<c 


i< 


Pleatant 

Cliiford 

Tomah 

Weft  Miuqnaih  lake, 

Moflquaeh 

Oxboook 


<c 


« 


155 
63 

162 
72 

112 

160 


The  St.  Croix  at  the  junction  of  the  west  branch  is  elevated  165 
feet  11  inches  above  tide  at  Calais.  The  tide  at  Calais  flows  eight 
feet.  The  monument  at  the  extreme  head  waters  is  elevated 
538  feet. 

Granite  prevails  as  far  north  as  Baileyville,  sue-  oeoiogiciii 
ceeded  by  mica  schist,  which  obtains,  with  a  narrow  ^ 
belt  of  clay  slate  interjected,  to  the  Chiputneticook  lakes.    These 
lie  in  a  region  of  granite  touching  mica  schist  in  tixe  northwest. 

Surface  forms,  undulating  to  hilly,  with  mountains  of  sorftMe 
moderate  height  about  the  head  waters  of  the  lake  ^     ^°'' 
chains.     "  Four  fifths  of  the  basin  are  covered  with  forests,  which 
consist  largely  of  heavy  valuable  timber.'^f 

Upon  the  Maine  portion  of  the  basin,  77,000,000,000  bsIxaxl 
cubic  feet ;  upon  the  provincial  portion,  35,000,000,000  cubic  feet ; 
total,  112,000,000,000  cubic  feet. 


Section  2. — ^Thb  St.  Oboix  Bivbb. 

Southeast.  Coone. 

The  river  is  formed  by  two  branches,  the  northern  or  ^^^^j^ 
eastern,  called  the  Upper  St.  Croix  or  Chiputneticook 
river,  the  outlet  of  the  Chiputneticook  lakes;  and  the  western, 
called  the  Kennebasis  river,  which  discharges  the  Kennebasis 
lakes.  Both  streams  are  in  proportion  to  their  length  wide  and 
voluminous,  being  in  fact  in  a  manner  simply  attenuated  extensions 
of  the  lakes.  There  are  183  streams  in  the  system,  represented 
upon  the  State  map. 

From  the  head  of  North  lake,  at  the  mouth  of  Monu-  j^^^^^^ 
ment  brook,  to  Passamaquoddy  bay  is  about  97  miles 
iby  the  course  of  the  river.    The  Kennebasis  river  is  42  miles  long 
from  its  extreme  head  waters  to  the  Chiputneticook  river,  to  the 


*  Oaoar  Pike,  Bsq.,  of  PiinoetoD,  entbocttj. 
t  L.  h.  Lowell,  Bw|.,  Celaii. 
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bay  75  miles.    The  mam  water-power  section  is  42  miles  long  on 

the  north  branch,  and  22  on  the  west  branch. 

Volume.  Annnal  discharge  estimated  at  44,800,000,000  cubic 

feet.  Nearly  all  is  tribatary  to  the  power  of  the  main 
rirer.  The  stream  is  five  hundred  feet  wide  for  ten  miles  above 
tide. 

Tarutionsof  Naturally  small,  and  capable  of  becoming  less  than 
Tdume.  upon  any  other  of  the  large  rivers  of  the  State.    Indeed 

only  two  rivers,  the  Presumpscot  and  the  Pish,  can  challenge  com- 
parison with  the  St.  Croix  in  this  regard.  Almost  its  entire  flow 
is  derived  from  lakes,  and  lakes  readily  improved  as  reservofrs^ 
The  land  bordering  the  river  and  its  tributaries  is  to  a  large  extent 
low,  and  forms  temporary  receptacles  for  the  volume  of  fie^eshets^ 
preventing  excessive  rises  upon  the  river  itself. 

As  regards  the  range  from  lowest  to  highest  water,  Anson  in  hi9 
survey,  which  took  place  in  an  extraordinary  drouth  in  18S8,  noted 
the  summer  level  at  numerous  points  T  feet  9  inches  below  the 
very  highest  freshet  marks.  This  is  probably  the  greatest  range 
ever  occurring,  and  is  comparatively  small. 
gj  The  fall  from  the  lower  Chiputneticook  lake  to  the 

tide,  a  distance  of  54  milee,  is  d82  feet,  t  feet  to  the 
mile,  or  4'.5  by  circular  measurement.  The  fall  from  Eennebasis 
Grand  lake  on  the  west  branch,  to  the  tide,  is  2*11  feet,  or  6.3  feet 
to  the  mile,  or  4M.  Big  lake  of  the  Eennebasis  series  is  189  feet 
above  tide,  or  82  feet  below  Grand  lake  of  the  same  series, 
j^^  The  lacustrine  system  of  the  St.  Croix  is  of  really 

remarkable  development  even  for  this  State,  and  as 
contrasted  with  average  lake  districts  of  equal  extent  elsewhere  in 
the  country,  or  in  other  countries,  may  justly  be  regarded  as  quite 
extraordinary.  The  north  branch  of  the  river  for  a  half  of  its 
length  is  a  continuous  lake»  highly  elongated,  and  with  its  irregu- 
larities of  form  simulating  the  windings  of  a  river.  The  west 
branch  through  five-sixths  of  its  length  is  likewise  lake,  broken 
somewhat  into  separate  members,  and  branching  out  into  many 
connected  ponds.  So  that  the  river  might  almost  justly  be  de- 
scribed as  a  lake  in  motion. 

The  total  number  of  lakes  in  the  system  is  sixty-one,  or  three 
above  the  proportion  due  to  the  size  of  the  basin. 


l>ir.  I.] 
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Bailie. 

Oonnseted  with 

Approximate 

areainsqoare 

miles. 

Present 

storage  in 

feet.* 

AddiUonal 

storage  feasible 

in  feet.* 

Lnrej^ilake, 

Konnebasis 

do      branoh, 
do          do 
do           do 
do           do 
do           do 
do           do 
do          do 
do           do 
do           do 
do           do 
do           do 
do           do 
do         .do 
do        *  do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

0.86 
1.26 
14.00 
17.00 
2.60 
3.00 
7.00 
4.00 
0.76 
1.00 
1.76 
6.00 
0.76 
3.00 
2.00 
0.76 
1.60 
0.80 
3.00 
1.26 
0.76 
2.00 
2.00 

SUghi.t 

•c 
«« 

Ik.  dm.]  8 
efl.byGPnd 
3 
8 
3 
6 
3 

6 

4 
4 
4 
3 
4 
7 
4 
Dam. 
6 

8 

Lobs         "    

6 

•**■■•              ••••  •••• .... 

Bif           «    

10 

Oraad       •«    

SoTeral  feet. 

PoonmDus  lake 

Vaehlaff       "    

BTsledobfiB  *'    

Sjiledobsiais  lake 

Hoxaeshoe          "    

Qxbraok,           •*    

Shaw                 ••    

Janior               "    

Mi]l.priTflege  "    

Soraggly            "    

Pleanat            •*    

Dnok                 "    

Chain.  2  lakes 

6,  with  flowage. 

Utae  River  Uke, 

West  MoBqaash  lake, 

Ifnequaeh              "    

Btrrer'B                 "    

Tomah.  3  lakes. 

- 

aifford4      "     

Twentj-two  lakes, 

- 

76.90 

— 

— 

Name. 

Conneeted  with 

Approximate 

area  in  square 

miles. 

Present 

storage  In 

feet. 

Additional 

storage  feasible 

in  feet. 

Chipatnetieook  lower  lake, 
Chipatnedoook  Grand   " 
North  lake 

Chipatnetieook 
do      branoh, 
do           do 
do           do 
do           do 

27.00 

26.00 

3.60 

2.00 

0.76 

Dam  16  ft. 
head]   6 

4 

Slight. 

- 

Lembert^s  lak^, . . .  ^ 

■soeh          "     

Fire  lakes 

• 

68.26 

. 

mm 

Eleven  lakes  and  ponds  belonging  to  the  latter  series  are  located 
wholly  in  New  Brunswick,  and  the  largest  two  of  the  same  series 
constitute  in  their  whole  length  a  part  of  the  eastern  State  boun- 
dary. 

The  name  Schoodic  which  in  the  Indian  tongue  denotes  low 
swampy  ground,  is  applied  to  the  St.  Croix  region  in  general,  in- 
cluding its  chains  of  lakes  and  its  streams. 

The  sum  total  of  lacustrine  surfaces  in  the  system  is  estimated 
not  less  than  150  square  miles,  or  one  square  mile  to  each'6.5 


*  storage  reported  by  Wmiam  H.  Boerdman,  Oscsr  Pike,  and  othen. 
t  Dam  flows  Lewey's,  Long  and  Big  lakes. 
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square  miles  of  basin.  A  proportion  so  remarkable  places  the  St. 
Croix  at  once  and  without  controversy  in  the  foremost  position 
amongst  the  large  rivers  of  the  State  as  a  manufacturing  stream, 
so  far  as  respects  natural  reservoirs,  and  in  proportion  to  its  magni- 
tude and  its  area  of  basin.  The  lakes  average  2.95  square  miles 
each  in  surface,  or  more  than  twice  the  mean  for  any  of  the  other 
large  systems  on  the  Southern  Slope. 

The  power  on  the  main  river  from  below  the  junction  of  the 
West  and  North  branches  is  already  for  the  greater  part  well 
accommodated  with  railroad  communication.  The  navigable  por- 
tion of  the  river,  below  Calais,  is  closed  by  ice  two  months 
and  twenty-five  days. 


CHAPTER    XX. 

THE  SYSTEM  OF  THE  ST.  JOHN  IN  MAINE. 


Section  1. — ^This  St.  John  Basin  in  Mains. 

Location.  ^^  *^®  extreme  northern  part  of  the  State,  occupying 

all  our  domain  north  of  the  Penobscot  district,  and 
constituting  the  upper  portion  of  the  right  bank  of  the  river  St. 
John,  with  a  small  strip  of  the  upper  left  bank. 
,^^  Consolidated,  and  least  broken  in  contour  of  all  the 

great  river  districts  in  the  State. 
Wmemiions.  Greatest  length — across  its   southern  border — 117 

miles ;  greatest  breadth,  90  miles  ;  square  dimensions, 
7,400  miles ;  the  area  of  the  whole  St.  John  basin  is  26,000  square 
miles. 
Elevation.  Nei^t  to  the  Androscoggin  this  is  the  most  elevated  ' 

drainage  area  in  Maine.  But  its  height  is  due  to  a 
considerable  altitude  over  its  whole  extent,  rather  than  to  an 
extreme  elevation  in  any  part.  It  is,  therefore,  indicative  and 
productive  of  less  fall  and  power  on  the  streams,  than  are  found 
upon  equal  areas  of  the  Southern  Slope. 
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The  following  details  of  elevation  are  appended  :* 


LOCAUTIBS. 


«( 


Moonmenl  at  aonroe  of  St.  C^iz, 
Alder  brook,  at  eastern  boundary. 
Mud        «*  ••  *• 

Wirley    "  "  " 

Parke  HiU, 

Sonth   branch  Mednxnakeag,  at 

eaatem  bonndary. 
North  branch  Medoznakeag,  at 

eastern  boundary. 
Dead  stream,  at  eastern  boundary, 
Presque  Isle  ri?er,  ** 
Region  of  Mars  Hill, 
Qisarquit  river,  at  eastern  bonn- 

^rj, 

fiirer  IXes  Chutes,  at  eastern  boun- 
dary,  

Ounp  brook,  at  eastern  boundary, 
Tobique  road         *'  •* 

Aroostook  river     *'  *' 

Limestone  river,  at  eastern  bonn- 

d*ry» 

Bapide  de  Femme,  at  eastern  boun- 
dary,.. 

River  St.  John,  at  eastern  boun- 
dary,  

Cleaveland  lake  of  Bagle  series, 

Sedgwiok 

Winthrop 

About  the  mouth  of  Rsh  river, . . 

River  St.  John  northwest  of  north 
end  of  Cleaveland  lake. 

Divide  between  Portace  lake  and 
LitUe  Maehias  pond,. 


<« 


«< 
« 


538 
453 
487 
531 
814 

266 

326 
337 
322 
527 

460 

412 
694 
775 
345 

399 

597 

419 
603 
587 
578 
556 

474 

998 


LOCALITISS. 


Heights  on  the  east  of  Ragle 
lakes  Arom  Cleaveland  lake 
southward  to  foot  of  Sedg- 
wiok lake* 


About  the  east  end  of  Win- 
throp lake, 

Fort  Kent, 

Month  of  the  St.  Franois,. . . 
Mouth  of  the  AUaguash,. . . . 

Glazier  lake, 

Beau  lake, 

Pohenagamook  lake, < 

LitUe  fiiUnoket  lake,  No.   7, 

R.  9,  about, 

Divide  between  Allaguash  and  f 

Aroostook  rivers   at   lakeS- 

Pomgocquamoc,  No  7,. . . .  ) 
Franois  Jake,  No.  8,  B.  16, ... . 
Upper  St.  John  ponds.  No.  4, 

R.17 


Feet. 


917 

949 

935 

389 

1,016 

936 

1,032 

1,020 

977 

925 

92S 

1,015 

1,060 

1,006 

1,041 

1,044 

942 

839 

889 

566 

606 

606 

664 

713 

748 

700 

1,049 

1,632 

1,989 


Heights  on  the  military  road  from  the  divide  of  the  Penobscot 
and  St.  John  basins  to  the  St.  John  river.* 


LocAunu. 


CKMsing  of  road  and  the  divide,. . 

Near  the  first  crossing  of  Masardis 
waters, 

Near  the  seoond  orossing  of  Masar- 
dis waters, 

Near  the  third  orossing  of  Masar- 
dis waters, 

Two  miles  above  crossing  of  road 
and  the  main  Masardis, 

Two  miles  below  crossing  of  road 
and  the  main  Masardis, 

Squawpan  lake,  about 

Near  the  crossing  of  Squawpan 
Lake  stream,. 

Head  waters  Muardis  stream,  abt. 

Heights   near   the   Aroostook 
river, 

Two  miles  north  of  crossing  of 
road  and  Aroostook  river;.... 


1,084 

945 

918 

950 

701 

558 
600 

540 
900 
884 
727 
618 

807 


Localities. 


Near  southeast  end  of  Portage 

lake, 

Off  northeast  end  of  Portage 

lake, 

Two  miles  north, 

Near  crossing  of  a  branch  of 

FlBh  river, 

Bast  of  the  south  end  of  Long 

lake, 

Bast  of  the  north  end  of  Long  ( 

lake, J 

Near  elbow  of  Winthrop  lake,. 
West  of  the  outlet  of  Winthrop 

lake, 

Near   outlet   of   Wallagrass^ 

river, i 

Two  miles  above  Fort  Kent^ 

and  west  of  the  road  to> 

Fort  Kent ) 


Feet. 


879 

658 
690 

658 

931 
672 
706 
1,186 
634 

778 
663 
911 

877 
556 


*  CoL  GtahanDt*s  map  of  the  N.  X.  Booadsry. 
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Gwiogixtti  The  rocks  prevtiOmg  in  the  St.  John  basin  in  Maine 

'^****°^  are  in  the  eastern  part  lime  slates ;  next  in  order,  and 

covering  with  some  patches  of  sandstone,  qnartz  rock  and  granite^ 
three-fourths  of  its  whole  area,  clay  slate ;  and  lastly  on  the  west, 
and  bordering  the  river  on  both  sides  through  the  upper  two 
thirds  of  its  length,  a  tract  of  mica  schist.  The  rock  is  less  ex- 
posed than  upon  the  Southern  Slope,  and  building  stone  less 
readily  procurable. 

surftM  The  surface  conformation  of  this  basin  is,  as  before 

noticed,  of  striking  uniformity.  In  the  eastern  or  lower 
portion  bordering  the  river,  the  face  of  the  country  is  very  nearly 
level,  and  at  a  distance  from  it  gradually  becomes  undulating  and 
moderately  hilly,  until  it  subsides  into  and  is  merged  in  the  flat  coun- 
try bordering  the  Aroostook  river.  Highlands  of  low  elevation 
diversify  its  aspect  in  the  mid  district  about  the  mouth  of  the  St. 
Francis  and  Allaguash  rivers.  Beyond  the  confluence  of  these 
streams,  the  valley  of  the  upper  St.  John  is  quite  level  nearly  to 
the  boundary  highlands  on  the  west  and  southwest.  Accordingly 
large  portions  of  it  are  swampy,  the  pitch  of  the  water  sheds  not 
being  sufficient  to  throw  off  the  surplus  water  into  the  drainage 
channels. 

The  far  greater  proportion  of  the  whole  territory  is  covered  with 
unbroken  forests. 

luir^t^v  Estimated  at  the  mean  rate  for  the  whole  State,  710,- 

600,000,000  cubic  feet.  This  is  doubtless  considerably 
in  excess  of  the  actual  fall,  the  yearly  receipt  of  moisture  being 
several  inches  less  than  upon  the  Southern  Slope. 


Section  2. — ^The  St.  Johk  River  in  Maine. 

Q^j,j^  The  mean  direction  of  the  streams  of  the  St.  John 

system  in  Maine,  is  east-northeast. 
Am.wT.t«^  The  chief  tributaries,  specifying  only  those  received 

in  Maine,  or  the  chief  part  of  whose  course  is  in  Maine, 
are  as  follows : 


/■ 

Kame. 

Where  reoeiTed. 

Frnm  th«  rtirht  biink < 

Aroostook, 
.  Fish, 
Allagmah, 

New  Branswiok. 
Fort  Kent  pi. 

No.  16,  B.  10. 
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Nam«. 


Aroortooky. 

Fish, 

AlhgiiMh,. 


Basiv. 


Iitngfh, 

miles. 


76 
60 
66 


BiMidth» 

miles. 


38 
26 
66 


sq.  miles. 


2»100 

890 

1,484 


Sffuujc. 


Lmgth, 
miles. 


117 

72 

180 


diB- 

oharge,  onbio  feet. 


81,900,000.000 
34,710,000,000 
67,720,000,000 


The  tributaries  on  the  left  bank  in  Maine  are  comparatiyely 
smaU.  The  number  of  streams  in  the  system,  represented  on  the 
State  map  is  1,524. 

The  total  length  of  the  St.  John  in  Maine,  is  esti-  i^gn-y^^ 
mated  as  not  far  from  211  miles,  including  the  more 
important  meanderings.    Its  total  length  from  its  remotest  sources 
to  the  sea  is  about  450  miles. 

The  annual  discharge  from  the  basin  of  the  St.  John  Y<AaaM, 
in  Maine,  estimated  at  the  average  rate  for  the  State, 
is  284,000,000,000  cubic  feet.    The  depth  of  water  received  is  less 
than  upon  the  Southern  Slope,  but  evaporation  is  less  also,  and 
the  discharge  of  the  river  probably  equal  to  that  of  any  other  in 
the  State,  in  proportion  to  its  drainage  territory. 

Upon  this  point  no  explicit  testimony  has  come  to  vvhtioner 
hand.  As  regards  freshets,  the  general  uniformity  of 
the  tributary  surfaces  favors  only  moderate  rises  on  the  central 
stream.  But  the  moderate  slope  of  the  main  stream,  on  the  other 
hand,  tends  to  larg^  accumulations  of  water,  the  surplus  not  being 
passed  off  rapidly.  The  indications  are  that  as  regards  dearth  or 
exhaustion  of  water,  the  river  and  its  tributaries  must  be  unusually 
favored.  The  levelness  of  the  drainage  surfaces,  which  secure  the 
retention  of  the  water  of  precipitation  and  its  copious  absorption 
into  the  soil,  the  dense  shade  of  the  forests,  protracted  throughout 
the  year,  for  the  woods  are  mainly  evergreen ;  the  obstruction  of 
atmospheric  currents  by  the  same  agency,  and  the  low  annual 
temperature — ^must,  it  would  seem,  reserve  an  unusual  share  of 
water  against  the  exhaustion  of  summer. 

The  elevation,  above  tide,  of  the  St.  John,  at  the  ^ 
State  boundary,  is  419  feet ;  at  the  mouth  of  the  St. 
Francis,  606  feet.  The  distance  being  70  miles,  the  mean  slope  is 
at  the  rate  of  2.6  feet  per  mile.  The  elevation  of  the  stream  at  its 
point  of  formation,  the  junction  of  the  northwest,  southwest  and 
Woolastaquaguam,  is  probably  about  750  feet.  The  distance  thence 
to  the  State  boundary  is  158  miles,  and  its  mean  slope  in  that 
distance,  therefore,  1.8  feet  per  mile.    Accordingly,  the  river  is 
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navigable  in  its  whole  length  in  Maine,  and  ib  of  comparatiyely 
inferior  value  for  the  purposes  of  power. 

The  AUaguash  falls  from  Chamberlain  lake  to  the  St.  John  about 
308  feet;  a  very  little  over  three  feet  to  the  mile, 
j^i^j^^  The  total  number  of  lakes  in  the  St.  John  basin  in 

Maine,  appearing  upon  the  State  map,  is  206.  The 
number  due  to  its  size  is  370,  accordingly  the  per  cent,  of  numeri- 
cal deficiency  is  forty-five. 


PBINOIPAL  BESBRV0IB8  OF  THE  ST.  JOHN  IN  MAINS,  AND  ITS  TRIBU- 

TABIES. 


Name. 


Ghapman-plsntation  lake, . 

Sqaawpan  lake, 

St  Oroiz  lake,  No.  8,  R.  4, 
3  poods  in  No.  8,  R.  3, 

(Howe  and  Main  inlet,). 
Pond  in  No.  7,  R.  4,  Traoy 

pond, 

Umoolens  lake 

Pond  in  No.  7,  R.  6, 

Sapompeag  ponds,  2, 

MiUnokett  lake, 

Little  Mmnokett  lake, .... 
No.  7  pond,  above  MiUno- 
kett,  

Pond  in  No.  7,  R.  10,  near 

Winter  road, 

Pond  in  Nob.  7  and  8,  R,  10, 

Mansnngnn  lake, 

Pond   ImIow    Mansongnn 

lake, 

3  ponds  abore  Mansangnn 

lake, 

Pond  north  of  Mansnngnn 

lake, 

Goddard's  pond, 
Mooseleok  lake.  No.  9,  R.  8, 
Big  Maohias  lake. 
Pond  eonth  of  Big  Maohias 

lake 

Lake  in  No.  U,  R.  8, 
Pond  in  No.  11,  R.  9, 
NashTille  plantation  pond, 
Salmon-brook  lake, 
Madawska 


«< 


Thirty  ponds, , 


Connected 
with 


Approximate 

area  in  square 

miles. 


Aroostook 

[river, 
do       do 

do       do 


do 
do 
do 
do 
do 
do 


do 

do 
do 


do 
do 
do 
do 

do 
do 
do 
do 
do 
do 


do 
do 
do 
do 
do 
do 


do  *     do 


do 
do 
do 


do        do 
do       do 


do 
do 
do 
do 

do 
do 
do 
do 
do 
do 


1.00 

10.00 

8.60 

1.50 

l.SO 
300 
1.25 
2.50 
5.00 
3.50 

1.00 

1.10 
1.20 
500 

1.00 

150 

1.10 
0.90 
8.00 
2.00 

1.00 
8.00 
1.10 
1.00 
1.00 
4.00 


59.96 


Present 

storage  in 

feet.* 


t 
4 


Dam  12  feet. 


Additional 

storage  feasible  in 

feet.* 


Dams  feasible. 

Can  hare  dam. 

[outlet  of  lower. 
Can  have  dam  at 

12 

Can  have  dam  at 
[outlet. 


Can  have  dam. 


Can  have  dams. 


Dam  feasible. 
Can  have  dam. 


Can  have  high  dm. 
8 


*  Storage  reported  by  W.  H.  Bowe,  Ewi.,  of  Msssidis,  and  others, 
t  Blanks,  not  reported. 
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TARIBB. 


Num. 

Gonneeted 
with 

Approximate 

azea  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

KeeobioiiB  opper  pond, .... 

Eeeolweiu  lower    **     

PataqooDgomis  lake, 

The  Fire  lakes. .  .1 

Allagnash 
do    [riYor, 
do       do 
do       do 
do       do 
do       do 
do       do 

do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 

1.00 
1.16 
2,75 
11.00 
10.00 
3.00 
8.00 

2.76 
8.00 
4.00 
11.00 
8.00 
4  00 
4.00 
2.00 
3.00 
8.00 
1.60 
1.60 
3  25 
3.00 

Dam  6  feet. 
6  foot  dam. 

10  ft.  dam. 
12  ft.  dam. 

Dam. 
8  foot  dam. 
8  foot  dam. 

- 

The  Lontf  lakes 

>      [feet. 
Oan  be  raised  many 

-     [dam. 
Formerly  a  21-foot 
Formerly  several  ft.* 
Formerly  several  ft.* 

lAkeinlO,R.  13, 

Chemqnaeabamtio  lake, . . . 

Heron,  oc  Harrow  lake,  in 

No.  10, 

Chnrehlll  lake. 

Heron  lake,,  in  No.  8 

Pomgoewahem  lake, 

Indian  lake, 

Spider     "     

Pleasant  lake, 

Soper  flowage  and  pond,\ . . 

Smith  brook  flowage, 

Pomgooqnamoo  lake, 

mislrary  pond, 

.  [oral  ft. 
Can  be  flowed  aev- 
Several  feet. 

Mod  pond,  in  No.  9.  R.  12, 
RosBell  stream,  3  ponds,  . . 
4  pondfl  aboTo  Spider  lake. 

Twenty-eight, 

-. 

84.90  * 

~ 

Name. 

Conneotod 
with 

Approximate* 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Medaxnakeag  lake, 

New  Limeriok,  3  ponds,. . . 
GUdwelllake 

Mednxnak'ag 
do  [stream, 
do       do 
do        do 
do       do 
do       do 

3.76 
1.60 
1.00 
2.26 
1.00 
100 

Dam. 
Dams. 

Oan  be  raised  4  feet. 

Spauldinff's  lake 

2f«.  9,           •« 

_ 

B,                  "    

- 

Bight  Ukes, 

. 

10.50 

— 

— 

Oonaeoted 

Approximate 

IVesent 

Additional 

Name. 

with. 

area  in  sqnare 

storage  in 

storage  feasible 

miles. 

feet.t 

in  feet,  t 

Cleaveland,  or  Long  lake,. 

Fish  river, 

19.00 

No  dam. 

Can  have  dam. 

Second,  or  Bear           " 

do       do 

3.00 

No  dam. 

Dam  feasible. 

Cross,  or  Preble           ** 

do       do 

6  00 

No  dam. 

Would  be  flowed  by 
Sqnare  lake  dam 

Square,  or  Sedgwiok    *• 

do       do 

16.00 

• 

No  dam. 

Can  have  dam,  or 
be  flowed  by  Ba- 
gle lake  dam. 

Bagle,  or  Winthrop     '* 

do       do 

22.00 

No  dam. 

Dam  20  ft.  oould  be 
built  for  $20,000. 

St.  Froid,  or  Long       " 

do       do 

6.60 

No  dam. 

Can  hare  dam,  or 
would  be  flowed 
by  a  high  dam  on 
^gle  lake. 

*  V«rmeriy  flowed  by  the  Churchill  dam. 
tWmiamIMekey,lwi. 
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PftUrOIPAL  RB8BBVOIB8  OF  TBM  BT.  JOffif  Of  MAIKK,  AKD  US  TMBU- 

TASIBB. 


N< 


Portage  Uko, 

FiBh  RiTor  lake 

PoDd  Qorthweit  of  Spraoe 

lake, 

Zke  long  pond  in  17,  R.  6, 
Pond«  (6)  abof  0  Fbh  River 

Uke, 

fifteen  lakee, 


Comeotod 
witb 


do 
do 

do 
do 


do 
do 

do 
do 


do       do 


ApproTtaiete 

aveainsqaaM 

milee. 

Proseot 

storage  in 

Ibet. 

B.60 
7  00 

1.00 
1.36 

3.76 

No  dam. 

80.00 

_ 

Additional 

stocage  feacible 

in  feet. 

DamfiBaiihto! 


Name. 

Oonneeted 
with. 

Approximate 

areainsqoare 

miiee. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

8  ponds  hi  16,  R.  7 

Glacier^s  lake 

Bt.  John  riT. 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 

1.60 
S.OO 
5.00 
4.60 
3.76 
1.00 
4  60 
8.60 
1.76 
4.00 
0.90 
1.00 
1.10 
2.60 
1.00 
335 

6 

4 

Dam. 

Bewnu  Vftet. 

Bean          "    

SoToral  feel. 

Pohenagamook  lake, 

Oasoade  brook,    "    

Ossoade  lm>ok,  upper  take, 

Ghimentioook  lake, 

DeDot  lake 

Several  foot. 

Ishaegaaalshegeek 

Baker  lake, 

- 

Franeis  lake. 

_ 

Lake  north  of  Franeis  lake. 

Tamer  brook  lake, 

Woboostook  lake, 

tipper  Woboostook  lake, . . 
3  lakes, No.  4,  R.  17,  .... 

- 

Nineteen  lakes. 

- 

86.66 

- 

- 

The  foregoing  100  priDcipal  lakes  and  ponds  have  a  surface  of 
278.00  square  miles.  As  before  shown,  some  36  square  miles  of 
lake  surface  naturally  belonging  to  this  district,  have  by  artificial 
means  been  made  tributary  to  the  Penobscot. 

The  area  of  all  the  lakes  in  the  St.  Jolin  system,  is  850  square 
miles,  or  one  square  mile  to  each  21.1  square  miles  of  basin.  The 
lakes  average  1.75  square  miles  each  in  surface. 

It  is  probable  that  a  large  number  of  small  lakes  and  ponds  in 
the  wilderness  districts  of  this  basin  are  not  represented  upon  the 
maps,  and  the  numerical  and  surface  proportion  of  its  lacustrine 
waters  is  not  represented  at  its  true  value.  There  is  reason, 
however,  for  believing  that  owing  to  the  disintegrable  character 
of  the  rocks  prevalent  in  this  part  of  the  State  it  has  become  more 
thoroughly  channeled  with  water-courses  than  the  Southern  Slope, 
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and  that  by  consequence  many  lakes  anciently  existing  upon  it 
have  become  obliterated.  There  is  hardly  any  question  that  the 
valley  of  the  WaUoostook  (npper  St.  John)  was  once  a  continued 
lake,  as  also  the  valley  of  the  St.  John  above  the  Orand  falls  for  a 
long  distance.  In  the  whole  king^^om  of  France,  200,000  square 
miles  in  area,  whose  rock  formations  are  largely  soft  limestones, 
chalk,  etc.,  there  are  but  two  lakes  larger  than  mere  pools,  one 
being  29  square  mOes  and  the  other  three  aquare  miles  in  sarCsM^. 


DIVISION  II. 

The  Secondary  or  Seaboard  Systems. 


*   mmm   » 


The  river  systems  to  be  noticed  in  Division  II.  of  Part  II.,  are 
called  Secondary  as  being  smaller  in  size  than  the  Primary  systems 
hitherto  noticed ;  and  Seaboard,  because  lying  as  they  do  betwixt  the 
outfalls  of  the  Primaries,  they  rest  upon  the  coast.  Their  accessi- 
bility by  sea  and  their  occupation  by  comparatively  dense  popula- 
tions, give  them  a  present  relatively  large  importance. 

As  treated  on  the  pages  following,  several  of  the  systems  are 
composite,  consisting  of  a  number  of  drainage  tracts  grouped  to- 
gether for  convenience  of  representation,  and  to  avoid  too  great  a 
multiplication  of  divisions. 

The  seaboard  systems  will  be  noticed  in  the  order  of  their  loca- 
tion, beginning  at  the  east. 


CHAPTER   XXI. 

THE    DENNYS,    PEMAQUAN,    ETC. 


Section  1. — BAsnr. 

LocatioDand         The  drainage  district  of  the   Dennys,   Pemaquan, 
dimemriong.       ^^^  associatcd  Streams,  is  located  in  the  southeast 

comer  of  the  State.     It  is  33  miles  long,  15  broad,  and  its  area 

is  375  square  miles.     Of  this,  150  square  miles  belong  to  the 

Dennys,  about  40  to  the  Pemaquan,  and  the  rest  to  various  small 

streams. 

^i^ji  Quartz  rock,  trap  and  upper  silurian  predominate. 

oonditioDs.        Surface  moderately  undulating  to  level,  with  scattered 

low  hills.    Surface  materials,  clay  loam  subsoil,  gravelly  loam  at 
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ihe  surface,  with  bog  in  localitieB.     One  half  of  the  whole  district 
forest-covered.    Vast  amount  of  lumber  still  remaining. 
Estimated,  in  cubic  feet,  36,540,000,000.  Bainnai. 


Section  2. — ^RrrieRs. 

The  total  number  of  streams  in  the  district,  represented  on  the 
State  map,  is  79 ;  and  their  estimated  annual  discharge  is  14,616,- 
000,000  cubic  feet. 

The  principal  river  is  the  Dennys,*  26  miles  long,  j^^  ^^^^ 
with  a  fall  of  250  feet  from  Meddybemps  lake  to  the 
tide,  the  mean  slope  being,  therefore,  10  feet  to  the  mile,  or  6^.5  in 
angular  measurement.  Volume  uniform  at  different  seasons,  owing 
to  the  influence  of  the  great  lake  at  the  head.  Total  range  from 
low  to  high  water,  on  Lincoln's  dam  at  Dennysville,  5  feet. 
Water  reaches  the  tide  from  the  lake  in  24  hours  at  a  high  stage 
of  the  river.  The  river  is  closed  by  ice  about  four  months  yearly, 
from  December  Ist  to  April  1st.  Vessels  get  in  earlier  by  assist- 
ing the  ice  to  escape.  Freight-laden  vessels  come  within  eight 
miles  of  Dennysville  in  mid  winter,  the  lower  portion  of  the  bay 
not  freezing  over. 

Whole  number,  22 ;  number  due  to  the  size  of  the  Lakes, 
basin,  18 ;  combined  area  of  the  lakes  38  miles,  or  one  square  mile 
to  each  9.6  square  mUes  of  basin. 

PRINOIPAL  RBSERVOIBS  OF  THB  DBNNTS,  PEMAQUAN,  ETC. 


Nmdo. 

Conneeted 
with 

Approximate 

area  in  aqnare 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  fearible 

in  feet. 

Boydon'B  lake. 

Littte  riTor, 

Pemaqoan  rir., 
do           do 

Dennye  riTor, 
do           do 
do           do 

Oatbanoe  river, 
do           do 

Holxnei  river, 
do           do 
do           do 
do           do 

S.26 

226 

0.60 

16.00 

0.76 

0.60 

700 

0.60 

2.60 

1.00 

.60 

.36 

4 

4 

3 

7 

Dam. 

6.6 

4 

PtnuMivAn  "    

Round        ««    

Meddybemps  lake 

LitUo                ««     

HMmrd           "     

XhttbftDoe           "     

iJtae  Oathanoe  lake 

Rooky                  «     

litUeRoeky        «     

Orange,                <<     

Indian                  "     

Twelye  lakes, 

- 

29.45 

.. 

- 

A  storage  of  7  feet  upon  Meddybemps  lake,  would  Meddybemps 
yield  in  its  descent  through  250  feet  to  the  tide,  a  lakes, 
gross  power  of  7,600  horse,  or  800,000  spindles,  for  10  hours  a  day, 

*helB  ftmiJdied  iddsfly  by  Fster  S.  Yose,  Waq.,  orDsBnysyille. 
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312  days  per  annum.  It  would  operate  upon  the  five  powers  (56 
feet)  on  the  line  of  DennysTille  and  Edmunds,  about  ?t,200  spindles. 
To  this  is  to  be  added  the  natural  low-run  of  the  river.  It  is  esti- 
mated that  for  $600  or  $800,  the  channel  at  the  outlet  could  be 
lowered  two  feet,  giving  a  storage  of  nine  feet  with  the  present 
height  of  dams.  The  tributary  country  will  yield  consid^rEbly 
more  drainage  than  is  now  reserved  upon  the  llike. 

Cathance  lake  is  **  at  least  200  feet  above  tide,  doubtless  more." 
It  is  fed  by  Cooper  stream,  an  inlet  of  considerable  magnitude, 
and  by  Munson's  stream,  which  once  carried  a  mill,  so  that  it  is  in 
large  annual  receipt  of  water.  The  storage  head  now  commanded 
upon  it  is  6.6  feet.  The  dams  might  be  raised  one  or  two  feet 
higher  at  little  expense,  but  channeling  the  outlet  would  involve 
considerable  outlay  owing  to  the  ledgy  character  of  the  bottom. 
The  tributary  country  furnishes  considerably  more  water  than  the 
dams  will  now  hold. 

The  storage  upon  this  lake,  in  its  fall  to  the  tide,  would  yield 
about  2,600  horse  power,  gross,  or  104,000  spindles  for  the  work- 
ing hours  of  the  year. 


CHAPTER  XXII. 

THE  EAST  AND   WEST  MACHIAS 


The  East  and  West  Machias  rivers  are  independent,  having  no 
more  intimate  connection  than  a  common  debouchure  into  an  estu- 
ary which  makes  inland  from  the  head  of  Machias  bay,  but  are 
here  treated  together  for  convenience. 

Section  1. — ^Bast  and  West  MAcmAS  Basin. 

LooatioD,  fonn  The  Machias  basin  is  located  in  the  southeast  part 
*'°**  of  the  State,  at  the  head  of  Ae  great  bay  bearing  the 
same  name.  In  form  it  expands  symmetrically  with  removals  from 
the  sea,  and  projects  northeast  and  northwest  in  two  extensive 
ovals.  It  is  48  miles  long,  28  miles  broad,  with  an  area  of  800 
square  miles,  of  which  all  but  80  square  miles  is  tributary  to  the 
power  of  the  main  rivers.  The  basin  of  the  West  Machias  contains 
about  500  square  miles,  of  the  East  Machias  about  800  square 
miles. 
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The  highest  part  of  the  district  in  in  the  northwest,  Bevaaon, 
where  the  mean  height  for  a  considerable  extent  is  SaribbMcoD- 
abont  400  feet.    The  lower  portion  of  the  basin  is 
occupied  with  quartz  rock ;  granite  succeeds,  and  to  this  mica 
schist  about  the  head  waters.    The  surface  is  moderately  brokeo. 
Out  of  fifteen  towns  and  townships  watered  by  the  West  Machias 
eight  are  still  forest-covered,  and  a  very  large  amount  of  woods 

■ 

still  remains  in  the  residue.     Including  the  East  Machias  district, 
probably  nearly  two-thirds  of  the  whole  territory  is  still  wooded. 

Annual  deposition,  estimated  as  about  78,000,000,-  ^^^^^ 
000  cubic  feet. 

Section  2. — East  and  West  Machias  Rivers. 

Both  rivers  flow  about  southeast.     The  number  of  ooime.anii. 
streams  in  the  district,  represented  on  the  State  map,  voiuLe. 
is  93.     The  annual  discharge  is  estimated  at  31,200,000,000  cubic 
feet,  of  which  19,500,000,000  belong  to  the  West  Machias,  and 
11,700,000,000  to  the  East.     Nearly  all  the  delivery  passes  to  the 
sea  by  the  two  main  rivers. 

Naturally  rather  inexcessive,  as  the  surface  confer-  varuttoDs  of 
mation  of  the  country  is  favorable  to  a  gradual  removal 
of  surplus  water,  and  the  lakes  and  ponds  equilibrate  the  flow. 
The  extensive  wooded  surfaces,  moreover,  prevent  the  extreme 
exhaustion  of  water  by  summer  heat.  The  delivery  of  the  East 
Machias  in  particular  is  remarkably  uniform.  Its  waters  are  drawn 
largely  from  lakes,  and  on  their  passage  to  the  sea  circulate 
through  lakes,  and  lakes  of  great  size  relatively  to  the  magnitude 
of  the  stream  and  the  area  of  the  basin.  In  an  ordinary  season, 
15,000  cubic  feet  per  minute,  for  the  working  hours  of  the  day, 
are  estimated  to  be  commanded  at  Machias,  for  the  summer 
months.  The 'delivery  of  the  East  Machias,  at  East  Machias,  in  a 
dry  season,  is  considerably  larger  than  of  the  West  Machias  at 
Machias.  The  West  Machias  ranges  from  low  to  high  water,  on 
the  dam  at  Whitneyville,  ten  feet ;  at  Centerville,  seven  feet. 

Fifth  lake  on  the  West  Machias  is  elevated  880  feet  ^ 
above  tide.    Thence  the  stream  falls  away  to  275  feet 
at  First  lake.    A  fall  of  380  feet  in  75  miles,  gives  a  mean  slope  of 
5.8  feet  to  the  mile,  or  8'. 7  circular  measurement. 

The  lacustrine  system  of  the  East  and  West  Machias   j^^^ 
is  of  unusual  extent.    Total  number  of  lakes  and  ponds, 
56,  nine  above  the  proportion  due  to  the  size  of  the  basin.    The 
lakes  are,  some  of  them,  quite  large. 
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PRINCIPAL  RBSBRVOIRS  OF  THB  BAST  AND  WB8T  MAOHIAS. 


Name. 

Connected 
with. 

Approximate 

area  in  square 

mUes. 

Preeent 

storage  in 

feet.* 

Additional 

storage  feasible 

inleet.* 

Gardiner's  lake. 

Bast  Haohlas 
[riyer. 
do           do 

do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

8.60 

3.60 

0  60 
2.76 
0.70 
1.26 

.86 
1.76 
1.60 
2.76 
0  60 
6.00 
0.60 

.30 

Dam. 

Dam. 

Flowed. 
Dam. 
Dam. 
6 

t 

6to6 

8 

9 

~7 

Storage  might  be 
greati/  increased, 
fcltorage  might  be 
greatly  InOTeased. 

Hadley        "     

Second         "     

Rooky         •*     

Round         **     

TjODff                 **       

Spectacle,  3  lakes, 

LoTc  lake, 

- 

Barrows  lake. 

Crawford    •*     

Mad           "     

Shining      "     

Seyeral  feet. 

Seavey.  2  "     

Patriok  lake 

SeTenteen  lakes, 

— 

30.66 

• 

— 

Name. 

Connected 
with. 

1 

Approximate  |    Present 
area  in  square'  storage  in 
miles.       i     feet.f 

Additional 

storage  feasible 

in  feet  4 

Monanff.  2  lakes. 

West  Macbias 
do        [riyer, 
do           do 
do           do 
do           do 
do           do 
do           do 

4.60    1      ir     7 
1.00    I 

Lilly.  2          •*     

**"*j f  "                •••. 

Chain  stream,  6  ponds, .... 
First  and  Second  lakes,  . . . 
Third  lake 

6.00 
L26 
3.00 
1.60 
2.60 

1.30 

0.60 
2.00 
160 
0.90 
126 
1.60 
2.00 

Dam. 

10 
7 
7 

6 

7 

8 

6 
Dam. 

8 
9 

Fourth  ••     

Fifth     "      

Cranberry  lake, > 

Lake  in  6.  W.  of  No.  36,  5 
Lake  in  centre  of  No.  36,. . 
Sabao  lake 

do           do 

do           do 
do           do 
do           dp 
do           do 

. 

Green  and  Stiles  lakes,. . . . 
Horseshoe  lake 

- 

Maohias  lake,  in  41 

Boff         "       

do           do 
do           do 
do           do 

7 

*'*T»                  ........... 

Mamhfield  lakes.T  r .  r  - 

Seyeral  feet. 

Twenty-six, 

mm 

29.60 

• 

mm 

There  are  in  the  East  Machias  basin  about  38  square  miled  of 
lake  and  pond  surface,  and  in  the  West  Machias  about  82  square 
miles ;  total,  TO  square  miles,  or  one  square  mile  of  lake  to  each 
11.4  square  miles  of  basin.  The  lakes  average  1.2  square  miles 
in  surface. 

The  lakes  of  this  system,  in  particular  of  the  West  Machias, 
are  to  a  noticeable  extent  situated  at  the  remotest  sources  of  the 
streams.     They  accordingly  exert  their  equalizing  effect  upon  the 

*  StOTBge  reported  fay  Messrs.  P.  8.  J.  and  F.  L.  Talbot  and  N.  W.  Foster. 

t  Blanks,  not  reported. 

t  Stonge  reported  bj  J.  E  Amss,BBq. 
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streams  in  their  whole  leng^,  and  upon  improvement  as  reser- 
voirs will  add  to  their  manufacturing  capacities  in  their  whole 
length.  As  thus  situated  they  are  of  course  not  so  valuable  as 
local  reservoirs  to  the  powers  on  the  lower  sections  of  the  rivers, 
but  are  of  more  value  to  the  rivers  as  a  whole,  or  will  be  when 
put  to  use  for  storage  basins  for  manufacturing  purposes.  The 
lakes  are  now  mostly  dammed,  but  the  water  is  used  for  only  log- 
driving  purposes.  The  lakes  at  the  source  of  the  West  Machias 
have  but  short  tributaries  and  therefore  fill  up  slowly  and  cannot 
be  counted  upon  for  especially  large  amounts  of  reserve  water. 

The  West  Machias  is  closed  to  navigation  by  ice  for  four  and  a 
half  months,  yearly,  from  December  1st  to  April  15th  on  the 
average. 


CHAPTER  XXIII. 

THE  NARRAGUAGUS,  PLEASANT,  TUNK,  ETC. 


Section  1. — Basin. 

The  drainage  district  of  the  Narraguagus,  Pleasant,  ho9»im  and 
etc.,  is  located  next  west  of  the  Machias  system,  and  **™°^**°^ 
at  the  head  of  several  great  bays,  Mason's,  Pleasant,  Dyer's, 
Gouldsboro',  etc.  It  is  40  miles  long,  27  broad,  and  its  area  is 
550  square  miles.  The  Narraguagus  drains  about  215  square 
miles,  the  Pleasant  about  110  square  miles,  the  Tunk  about  60,  and 
the  Chandler's  about  50  square  miles. 

Granite  prevails  along  the  coast  and  throughout  the  G«rtogi«ai  rad 
western  portion  of  the  district,  with  mica  schist  in  the  tiona. 
valley  of  the  Pleasant  river.  Surface,  level  to  undulating,  with 
scattered  low  mountains.  Surface  materials,  clay  loam  very 
abundant,  except  on  the  "plains,"  which  are  gravelly  at  the  sur- 
face, though  underlaid  with  clay.  "  One-half  of  the  territory  is 
covered  with  heavy  timber  forests ;  large  areas  are  occupied  with 
'  plains '  or  '  barrens ; '  considerable  portions  are  burnt  lands  bear- 
ing now  a  growth  of  small  birches.  The  proportion  of  cultivated 
land  is  very  small."* 

In  cubic  feet,  about  53,000,000,000.  Bainfcii. 

*  J.  A.  If  lUIken,  ftq.,  CheriTfield. 
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Section  2. — Bitbrs. 

.  The  number  of  streams  in  the  district,  represented  on  the  State 
map,  is  131.  The  annual  discharge  from  the  basin  is  estimated  at 
21,200,000,000  cubic  feet.  A  considerable  portion  passes  to  the 
sea  by  various  small  streams  which  empty  directly  into  the  tide, 
and  with  their  tributary  country  expand  the  district  widely  on 
the  coast,  as  represented  on  the  map. 

The  Namguar  The  largest  river  is  the  Narraguagus,  which  is  fifty 
*^  miles  long.     This  river  ranges  from  low  to  high  water, 

six  feet  at  Cherryfield,  four  feet  at  Deblois.  It  is  220  feet  wide  at 
and  below  Cherryfield.  It  is  closed  to  navigation  fi-om  about 
December  15  to  March  25 ;  above  the  falls,  from  three  to  five 
Veeks  longer.  The  Pleasant  is  38  miles  long,  the  Tunk  If,  not 
including  local  windings. 

Whole  number,  38 ;  combined  area,  estimated  from 
the  map,  25  square  miles.    This  gives  one  square  mile 
of  lake  to  each  22  square  miles  of  basin. 

PRINCIPAL  REBERYOIRS  OF  THB  NARRAGUAGUS,  PL8A8ANT,  TUNK,  ETC. 


UkM. 


Name. 


SohoodiM  pond 

Nuragnagin  pond, 

Spruce  Mountain  pond,  . . . 

Chalk  pead, 

Baker  brook  flowage, 

Thifd  pond, 

Bagle    ««      

Deer      «♦      

Spring  nm  pond, 

Nine  ponds,  ...*...... 


Connected 
with 


Narmgnagm 
do        [riTor. 


do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

Approximate 
area  in  square 
miles. 


0.66 
1.00 
1.35 
0.S6 

1.00 
0.60 
1.60 
0.50 
1.00 


7.85 


Present 

storage  in 

feet. 


Additional 

storage  feasible 

in  feet. 


Name. 


Bound  pond, 

Great  Tunk  pond, 
Uttle  Tunk     ** 
Iiong  ** 

Rooky  «« 

Downing         ** 

Six  ponds,. . . 


Oonneoted 
with 


Tank  riTor, 
do  do 

do  do 

do  do 

do  do 

do  do 


Approximate 
area  in  square 
miles. 


0.80 
2.00 
0.25 
150 
0.85 
0.80 


4.70 


Present 

storage  in 

feet. 


11 

la 


Additional 

storage  feasible 

in  feet. 


Several  feet. 
Sereral  feet. 


*  Blanks,  not  reported. 
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Name. 


DoumU*!  pond, 

Vox  ««      

Ollar  Bog  poad,  with  flow- 

,•«•» 

Alder   Brook   pond,   with 

4wwf*» 

Upper  ShiUalah  pond,  with 
floi 


Lower  ShiUalah  pond,  with 

flowage, 

SaUiTan,  S  poadt, 


Sght  ponds, 


Oonnected 
with 


Donnell'a  ■tre'm 
do  do 


do 

do 

do 

do 
do 


do 

do 

do 

do 
do 


Approximate 
Imqaara 
miloB. 


1.60 
0.26 

0.26 

OM 

0.S6 

0.20 
0.46 


3.46 


Present 

■tor^ge  in 

feet. 


11 

4 

0 
10 

6 
10 


Additional 

storage  feasible 

in  feet. 


3 
6 

4 
5 


Hame. 

Oonneoted 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

fset. 

Addiaoaal 

storage  feasible 
in  feet. 

Chandler's  ri^er 
Pleasant  river, 
do           do 
Jones  stream » 
Flanders  river, 
Prospect  river. 

0.76 
S.OO 
0.60 
100 
1.00 
0.36 

Dam. 

Dam. 

e 

• 

Soathwest     **     

Jones            **     

Vlaaden       **    

Torbes           "     

Six  ponds, 

— 

6.00 

— 

mm 

■ 

The  above  29  ponds  have  a  combined  enrface  of  21.60  square 
miles,  as  estimated  from  the  map.  The  areas,  as  reported,  are 
considerably  larger. 


CHAPTER    XXIV, 


THE  UNION. 


.  Section  1. — Basin. 

Almost  entirely  within  the  limits  of  Hancock  conntj,  Location. 
and  at  the  head  of  Bluehill,  Frenchman's,  and  other  bays. 

Long  and  narrow,  and  contrary  to  the  general  law,  ^^^^ 
diminishing  in  breadth  at  its  head.     It  is  to  the  last 
degree  diversified  on  its  ocean  border  with  peninsular  ontreacheA, 
bays  and  islands ;  so  that  the  territory  actually  tributary  to  tiifi 


*  VlsnkB,  not  repoirtad. 
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river  above  its  embouchure  into  Bluehill  bay,  is  not  much  over 
two-thirds  of  the  whole  drainage  country  betwixt  the  head  of  the 
basin  and  its  outside  limit  on  the  open  main. 
iMmeuiona.  Greatest  length,  from  the  head  to  the  outfall  of  the 

river,  43  miles ;  to  the  open  sea,  70  miles ;  breadth 
about  2jO  miles;  square  dimensions,  of  the  area  tributary  to 
the  main  river  above  the  Ellsworth  falls,  about  500  square 
miles ;  of  the  area  below  the  falls  and  including  the  outlying 
islands,  as  represented  on  the  maps,  250  square  miles ;  total,  750 
square  miles. 

Bi«TAd<m  ^^^  country  in  the  north  part  of  the  basin  is  elevated 

from  225  to  250  feet.     The  lowest  part  of  the  water- 
shed ridge  east  of  that  point  toward  the  Penobscot,  is  257  feet,  as 
determined  by  the  surveys  for  the  European  and  North  American 
Railway, 
garftwse  The  district  is  bounded  by  a  chain  of  bald  g^ranite 

ooDdiUou.  mountains,  which  extends  in  the  form  of  a  horseshoe 
from  Bluehill  to  Gouldsboro',  Mt.  Desert  occupying  the  position 
of  Hie  frog,  and  in  like  manner  towering  in  lofty  granitic  eleva- 
tions. Accordingly,  the  interior  of  the  basin  is  a  strongly  defined 
valley,  of  a  rolling  surface,  encompassed  on  nearly  all  sides  by 
rugged  highlands.  The  scenery  of  the  region,  in  particular  of  the 
coast,  is  unusually  varied  and  grand. 

Geoiogicai  and  The  valloy  abovc  mentioned  is  underlaid  with  mica 
tions.  schist ;  exterior  to  this  upon  all  sides,  as  above  stated, 

granite  is  found,  occupying  four-fifths  of  the  whole  area.  The 
larger  proportion  of  the  lakes  lie  in  the  granite  district.  The  sur- 
face forms  have  already  been  remarked.  ''  Out  of  the  500  square 
miles  lying  above  the  lowest  falls,  at  Ellsworth,  probably  four- 
fifths  are  forest-covered." 
Rain&u.  Estimated  at  72,450,000,000  cubic  feet. 

Section  2. — Rivbr. 

Coune  and  The  direction  of  the  river  is  slightly  west  of  south. 

"^  '  Its  tributaries  are  short.     With  the  exception  of  the 

Presumpscot,  it  exhibits  less  of  divarication  and  embranchment  than 
any  other  stream  in  the  State  of  equal  size  and  importance,  it  being 
laterally  restricted  by  the  highland  ranges  above  referred  to. 
Total  number  of  streams  represented  on  the  State  map,  on  both 
the  basin  proper  and  the  islands,  137,  most  of  them  quite  small. 

Length  and  The  river  is  fifty-two  miles  long  to  the  bay  or  estuary 
ume.         .^^^  which  its  waters  are  discharged.     Its  annual  de- 
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livery  is  estimated  at  19,500,000,000  cubic  feet,  that  for  the  entire 
district  being  28,980,000,000  cubic  feet. 

Not  excessive  even  in  the  state  of  nature,  owing  to  variatiooi  or 
the  influence  of  the  lakes,  and  capable  upon  reservoir  ^  ™^* 
improvement  of  being  made  comparatively  small.     In  an  ordinary 
summer  season  —  cubic  feet  per  minute,  for  the  ordinary  working 
hours  of  the  day,  are  estimated  to  be  passed  over  the  dams  at  Ells- 
worth.    The  total  range  of  water  on  the  same  dams  is  seven  feet. 

The  height  of  the  lake  in  the  north  part  of  this  basin  ^ 
is  about  205  feet  above  sea  level,  the  descent  from 
which  to  the  mouth  of  the  river  would  be  at  the  mean  rate  of  four 
feet  to  the  mile,  or  2^.6  circular  measurement. 

The  Union  river  is  furnished  with  natural  reservoirs  j^^j^^ 
of  remarkable  extent  and  number,  the  total  count  of 
which  upon  the  proper  basin  of  the  river  and  upon  the  outlying 
islands,  is  61,  on  the  basin  proper,  43,  or  11  above  the  proportion 
due  to  its  size.  The  combined  area  of  the  lakes  and  ponds,  small 
and  great,  in  the  basin  proper,  as  inferred  from  the  map,  is  sixty 
square  miles,  or  one  square  mile  to  each  eight  square  miles  of 
tributary  country. 

PRINCIPAL  RBSBRVOntS  OV  THB  UNION. 


Name. 


Approximalt 
area  in  square 
mUeB. 


«< 
«< 
«< 
«< 
<« 
<( 
<( 
(( 
•< 


Branoh  pond, 

Roelrf  pond,  in  Orland,. 

Beed'8    ••     

Beeoh  HiU  pond,. 

Mountain 

HatOue 

Molanes 

Seammon, 

Abram's 

Webb's 

Spsctaole 

Rooky 

Boeky  "    in  No.  22, 

2  Lead  Mountain  ponds,  upper  and  lower,  . 

Brandy  pond 

Great        "      

Long        ••     

Alligator  "      

Morrison's  pond, 

Middle  Branoh  pond,  upper, 
"  "         "      lower,. 

Flood's  pond, 

Springy   "     

Hopkins'  pond, 
Qeorge's 


I 


<« 


Twenty-fix  ponds, 


S.75 
0.36 
4.26 
1.86 
1.26 
0.60 
2.26 
1.00 
0.80 
1.76 
2.10 
0.40 
1.16 
2.00 
1.60 
1.60 
1.00 
1.80 
0.36 

1.26 

1.00 

.60 

1.76 

0  90 


34  86 


Present 

storage  in 

feet.* 


10 

10 

6 

6 

6 

10 

10 

10 

8 

10 

6  and  8 
6 
13 
8 
6 
8 
6 
6 
9 
9 
No  dam. 


Additional 

storage  feasible 

in  feet.* 


10 
10 
14 
14 
14 


3 
6 

8  and  4 

10 
6 
6 

6 
6 
6 
6 
6 


*  Storage  reported  by  Eugene  Hale  and  Beth  Tisdale,  Bsqs. 
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Tbe  mean  kead  now  commanded  upon  the  22  of  tke  above  reser- 
voirs whose  storage  is  reported,  is  f.T  feet.  An  additional  head 
of  7.6  feet  can  be  raised,  as  is  estimated,  npon  19  of  the  number, 
including  nearly  all  the  larger. 

If  we  assume  an  average  depth  of  only  six  feet  npon  8S  square 
miles — a  head  of  over  15  feet  being  capable  of  reserve  npon  oyer 
30  square  miles,  so  &r  as  regards  the  holding  capacity  of  the  lakes, 
the  storage,  amounting  to  5,520,000,000  cubic  feet,  would  yield 
for  the  working  hours  of  the  year,  upon  the  Ellsworth  fells  alone, 
their  height  being  assumed  at  100  feet,  a  gross  power  of  5,600 
horse,  or  224,000  spindles.  The  amount  of  storage  specified  (six 
feet)  it  is  judged  can  be  secured  firom  the  surplus  of  the  snow-melt- 
mgB  and  fall  rains,  without  impairing  the  working  power  of  the 
stream  during  the  process  of  accumulation.  To  the  above  would 
require  to  be  added  the  natural  low-run  of  the  river  to  arrive  at  the 
Aggregate  of  its  constant  manufkcturing  power  at  the  point  upe&r 
lied. 

The  following  ponds  are  located  in  the  district,  below  the  outfell 
of  the  Union  river,  and  are,  or  may  become,  sources  of  valuable 
local  power :  * 

RBSERVOIBS  TRIBT7TART  TO  THB  HDB  WATBHS  <»  UKION  KIVER. 


Kama. 

Obnnaoted 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Pattan's  Dond 

Patten'b  brook, 

do           do 
Flood's  stream. 
Four  Ponds 

[stream, 

Dening's      *< 

Gt.  pond      « 
Seal  Goto    <* 

4.00 
1.10 
0.26 
1.00 
1.60 
0.76 
0.76 

S.60 
0.76 

Dam. 

Dams. 
Dam. 

Paltan's  appar  pond, 

VlocMi'fl  nond. 

- 

Tha  ••  Four  Ponds,* 

•*  Salt  Pond." 

Savaral  feet. 

Barla     **       » » ,  t .  r 

AMagav                       •*•* •**»  .*.- 

Daninir's  nond.  ....ft .... 

Chraat  pond,  and   the  two 
aonnootod. 

Saal  Goto  nond. 

^ 

Twalya  ponds, 

- 

13.66 

- 

- 

The  river,  below  the  falls  at  Ellsworth,  is  closed  to  navigation 
four  months  yearly. 
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CHAPTER   XXV. 

THE  ST.  OBOBOB,  SHEBPSOOT,  MEDOMAO,  BTO. 


Section  1. — BAflDT. 

Under  the  above  title  is  massed  together  the  entire 
district  lying  between  and  separating  the  southern  points  of  the 
Kennebec  and  Penobscot  basins. 

From  its  interior  limit  to  the  ocean,  a  length  of  50  iMnevioiM. 
miles ;  breadth,  80  miles ;  area,  including  the  various  peninsulas 
and  outreaching  headlands,  about  800  square  miles. 

Estimated  at  78,000,000,000  cubic  feet.  Rainftn. 

Section  2. — Rftsrs. 

First,  the  St.  George,  which  is  85  miles  long  from  TheSt  Georg«, 
source  to  mouth,  or  50  miles  to  the  open  main,  a^d 
drains  about  210  square  miles  above  the  lowest  falls.  Secondly^ 
the  Sheepscot,  which  is  37  miles  from  source  to  mouth,  or  58  miles 
to  the  sea,  and  drains  about  190  square  miles  above  the  lowest 
&ll8.  Thirdly,  the  Medomac,  21  miles  long,  or  37  to  the  sea, 
draining  about  62  square  miles  above  the  lowest  falls.  The  Dam- 
ariscotta  river  drains  about  43  square  miles  above  the  lowest  falls, 
and  is  of  unusual  importance  as  a  manufacturing  stream  on  ac- 
count of  the  size  of  its  natural  reservoir,  the  pond  of  the  same 
name.  Dyer's  river  drains  about  38  square  miles  above  its  outfall. 
Total  number  of  streams  represented  upon  the  State  map,  173. 

The  estimated  yearly  discharge  of  all  the  streams  is  y^„|^ 
31,200,000,000  cubic  feet.  A  less  than  usual  propor- 
tion of  this  is  available  for  power,  so  mui3h  of  it  passing  directly 
from  peninsulas  and  islands  into  the  tide,  without  being  massed  in 
streams  of  economical  size.  The  Sheepscot  discharges  about 
7,410,000,000  cubic  feet  from  the  portion  of  its  basin  above  the 
lowest  falls ;  the  St.  George  about  8,190,000,000  cubic  feet;  the 
Medomac  2,418,000,000,  and  the  Damariscotta  about  1,677,000,000 
cubic  feet. 

The  whole  number  of  lakes  in  the  district,  repre-  j^^^^^ 
sented  on  the  State  map,  is  72,  38  being  the  number 
due  to  its  size.    The  greater  number  are  small.    Nearly  all  are 
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sources  of  valuable  local  power,  and  in  the  aggregate  will  hold  in 
reserve  a  vast  amount  of  water.  The  combined  area  of  all  the 
lakes  and  ponds  is  50  square  miles,  one  mile  to  each  16  square 
miles  of  basin.     The  lakes  average  0.7  of  a  mile  in  area. 

Damariscotta  pond,  assumed  from  the  maps  at  10  square  miles, 
if  covered  with  storage  to  the  depth  of  four  feet  would  yield  for 
312  days  per  annum,  10  hours  per  day,  a  gross  power  of  572  horse, 
22,880  spindles,  at  "  Damariscotta  falls.''  This  would  of  course 
be  increased  by  the  amount  of  the  naturcU  low-run  of  the  stream. 
The  actual  rise  upon  the  pond  in  the  spring  and  fall  is  from  four  to 
six  feet,  which  might  be  reserved  for  power  purposes.  The  mill 
owners  let  the  water  off  to  avoid  paying  damages,  the  present  use 
of  the  power  not  justifying  the  expense  of  flowage. 

PRINCIPAL  RBSBRVOIRS  OF  THE  ST.  QSORGB,  BHBBPSOOT,  MBDOMAO,  BTC. 


Name. 


South  pood, 

North    "     

Sevon  Tree  pond, 

Omwford'8      "    

Round  •*    

Wertem         "    

Senebeo  «    

QoftnUfaaoook  pond,.. 

Tnie'8  pond, 

St.  Qeorges  pond,  . . . . 

BtoTens'         «*      

The  ••Lake,"* 

Lermond  pond, 

Hobbs        ••    

Sonthern  Hobbs  pond, 
Piih  pond, 

IKzteen  ponds, . . . 


Conneeted 
with. 


St.  Qeorge  lir.. 


do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

Approximate 
area  in  square 
.   miles 


1.16 
0.50 
1.10 
1.06 
0.36 
0.30 
1.16 
2.00 
0.30 
2.00 
0.76 
2.00 
0.60 
0.26 
0.76 
0.40 


14.36 


Present 

storage  in 

feet. 


Dam. 


Dam. 
Dam. 


6 


4 

8 
4 
0 
6 


Additional 

storage  feasible 

in  feet. 


Several  feet. 
Several  feet. 
Several  feet. 

Several  feet. 
Oan  have  high 
-  [dam. 


2 
0 
2 
2 
1 


Name. 


Medomao  pond. 
Little  Medomao  po 
Washington  pond,. 
Olark's  •• 

Damarisootta  •• 
Mnsoongns      •• 
Bisoaj 
Pemaqnid 
Dook 


nd,  •  • .  • 


« 


« 


Oonneoted 
*with 


Medomao  river, 

do  do 

do  do 

do        [river, 

Damarisootta 

Mnseongns  st*m 

Pemaqnid  river, 

do  do 

do  do 


Approximate 

area  in  square 

miles. 


076 
0.25 
1.26 
0.60 
10.00 
0.60 
1.00 
2.00 
0.30 


Present 

storage  in 

feet.f 


Dam. 


6 


:| 


Additional 

storage  feasible 

in  feet.f 


10 

Several  feet. 
Can  be  raised  3 
feet,  and  outlet 
lowered  3  feet. 


*  Storage  and  areas  of  ponds  in  Hope  reported  by  Iseae  Hobbs  of  Hope. 
f  Btofage  reported  bj  H.  P.  Oarleton,  John  Bodge,  Br.  O'Brien,  and  ottiers. 
X  Blanks,  not  reported. 
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Connected 

Approximate 

Present 

Additional 

KUBO. 

with 

arealnsqnare 

storage  in    storage  feasible 

mUes. 

feet.* 

in  feet* 

Dyer's  Long    *<     

Dyer's  river. 

1^0 

6     4,  with  flowage. 

Dyer's              "     

do           do 

0.20 

t                        t 

PlOUMlt           «      

Sheepseot  river. 

1.10 

4to6 

TrsTel              •«     

do           do 

O.fiO 

6 

Pstriektown    <*     

do           do 

1.00 

Outlet  oan  be 

lowered  10  ft. 

Jtmos*             "     

do           do 

0.80 

Several  feet. 

Outlet  lowered 
several  feet. 

Sbeepooot  Great  pond, .... 

do           do 

1.60 

Dam. 

6,  by  bigher 
dams  and  low- 
ering ontlei. 

Sixteen  ponds, 

- 

22.45 

- 

- 

The  above  32  principal  lakes  and  ponds  have  a  surface  of  36.80 
square  miles. 


CHAPTER    XXVI, 

THE  PRESUMPSOOT.J 


Location. 


Fonn. 


Dimensions. 


EleraUon. 


Section  1. — Basin. 

Betwixt  the  Saco  and  the  southern  part  of  the 
Androscoggin  basin. 

Highly  elongated,  and  like  the  Union  district,  dimin- 
ishing in  breadth  at  the  head. 

Greatest  length,   52  miles;    greatest    breadth, 
18  miles ;  area  about  520  square  miles. 

The  streams  setting  from  the  immediate  vicinity  of 
the  northern  part  of  this  basin,  north  toward  the 
Androscoggin  at  Bethel,  and  east  into  Greenwood,  have  at  their 
points  of  discharge,  a  height  of  about  600  and  YOO  feet,  respec- 
tively, above  tide.  Accordingly  the  upper  portion  of  the  basin 
must  be  inferred  to  have  a  mean  elevation  at  least  from  800  to  900 
feet  above  sea  level.  Songo  pond,  occupying  of  course  one  of  the 
lowest  points,  is  two  feet  higher  than  the  Androscoggin  river  near 
the  mouth  of  Pleasant  river  (as  shown  by  surveys  for  a  canal)  or 
about  630  feet.     Sebago  lake,  midway  the  basin,  has  usually  been 


*  Blorsge  reported  by  H.  P.  OarletoD,  John  Bodge,  Dr.  O'Brien,  sod  oCberB. 
t  Blanks,  not  reported. 

^Tbe  B<7sl  and  Nonerach  districH  are  notiosd  at  the  sod  of  this  ofaqptor,  they  being 
the  Presnmpsoot  on  the  map. 


with 
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estimated  280  feet  above  tide,  but  has  been  found  by  J.  F.  Ander- 
son, C.  E.,  to  be  but  24*7  feet  above  high  water  at  Portland.  So 
that  as  a  whole  the  district  is  considerably  elevated,  and  the  fall  of 
its  surplus  waters  correspondency  large. 

The  table  annexed  gives  all  the  specific  facts  that  have  come  to 
hand: 


LocALinu. 

Feet,    i 

1 

1                         LOCALITIBB. 

Feet. 

Cumberland  station* 

Falmonth           "      .... 

64     • 
32 
220 

Gorham  and  Boston  boondarj,. 
Bnzton  O^otn.  -t. .  -  r  ■,  t*  ^  - 

192 
176 

Gorham             *'      

Hei^tB  on  a  railroad  route  to  Lake 
Obamplain.     [State  Doof.] 


Near  northwest  end  Canada  hill, 
Windham, 

Crossing  of  Pleasant  rirer, 

Turtle  pond,  Windham, 

Parker  pond, 

Saturday  pond,  Otisfield, 

Pieroe's  mill  pond, 

Diride  of  Preeumpeoot  and  An- 
droscoggin,  

Songo  pond,  about 


Feet. 


192 
176 
800 
426 
622 
436 

668 
630 


Heights  on  a  Trial  Seotion  of  Che 
same  railroad. 


Pond  north  of  the  village  of 
Saooarappa, 

Month  of  Ink'Horn  brook, . . . 

Coleright's  brook, 

Horsebeef  falls, 

Opposite  Great  falls.  Pleasant 
river, 

Bood)r*s  tarem,  Windham,. . . . 


Feet. 


70 

7S 

74 

101 

221 

297 


Geological  and  From  the  sea  to  Sebago  lake  the  basin  is  underlaid 
tions.  "  chiefly  with  mica  schist,  the  river  itself  however  for 
nearly  half  the  distance  flowing  in  a  narrow  belt  of  gneiss. 
Around  and  above  Sebago  lake  granite  prevails  exclusively.  Ex- 
cellent building  stone  abundant  in  nearly  all  parts.  The  southern 
portion  of  the  basin  is  undulating  and  moderately  hilly,  the 
northern  rugged  and  mountainous.  Sur&ce  materials  predominat- 
ing, as  shown  by  returns,  sandy  and  gravelly.  The  southern  part 
is  pretty  thoroughly  cleared  of  forests ;  the  northern  is  still  quite 
heavily  wooded. 

The  annual  receipt  of  moisture  is  estimated  in  cubic 
feet  51,000,000,000. 


lUinfcll. 


Course. 


Section  2. — River. 

Very  nearly  southeast,  and,  regarded  as  continued 
in  Crooked  river,  remarkably  direct,  or  free  from  ex- 
tensive windings,  from  its  source  to  its  mouth,  so  that  its  drainage 
area  is,  as  before  noticed,  very  long  in  proportion  to  its  breadth. 
But  the  main  stream  above  Sebago  lake  is  to  a  most  extraordinary 
degree  diversified  with  local  and  minute  sinuosities,  which  parallel 
fully  the  eccentricities  of  course  of  the  celebrated  river  of  the 
east,  Meander. 
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Important  only  as  connecting  the  river  and  several  of  j^^ent^ 
its  reservoirs,  and  as  furnishing  the  sites  of  many  small 
water-powers.  ^ 

The  Presumpscot  proper,  from  Sehago  lake  to  the  Length, 
tide,  by  the  course  of  the  river,  is  about  22  miles  long.    Oro<Aed 
river  is  estimated  to  be  42  miles  long. 

Estimated  discharge  of  the  river  for  the  year,  20,400,-  vdame. 
000,000  cubic  feet. 

These  are,  and  even  in  the  state  of  nature  would  be,  vutetkuvof 
comparatively  small  upon  the  Presumpscot  proper,  ^***'™** 
owing  to  the  great  extent  and  compensating  influence  of  the  gprand 
reservoir  at  its  head.  The  natural  uniformity  of  the  stream  is 
assisted  by  the  artificial  control  of  the  delivery  of  the  lake,  so  that 
for  the  practical  purposes  of  extensive  manufacturing  it  is  constant 
throughout  the  year.  The  volume  employed  at  Cumberland  Mills, 
estimated  from  the  statement  of  the  Superintendent,  George  W. 
Hammond,  Esq.,  is  about  50,000  cubic  feet  per  minute.  This  run 
continued  throughout  the  working  days  of  the  year,  for  ten  hours 
a  day,  would  carry  off  about  9.5  billion  cubic  feet.  The  range  from 
lowest  to  highest  water  is  found  to  be,  on  the  several  dams  in 
Westbrook,  from  four  to  five  feet ;  at  the  Outlet  dam,  four  to  five 
feet. 

The  descent  of  the  river  from  the  lake  to  the  tide,  siope. 
24*7  feet  in  22  miles,  is  at  the  mean  rate  of  11.2  feet  per  mile,  or  f'.S 
circular  measurement. 

Total  number  in  the  system,  45,  or  17  above  the  Lakes, 
proportion  due  to  the  size  of  the  basin.     Combined  area,   97 
square  miles.    There  is  one  square  mile  of  lake  surface  to  each 
^.3  square  mile  of  basin.     The  lakes  average  2.1  square  miles  in 
surface. 

PRINCIPAL  RBSERVOIBS  OF  THB  PRBSUMPSOOT. 


IJFUM. 


Sebi^  lake, . 

Triekey  pond, . 

Pcabody 

Bnndj 

Long 

PtoBflMfci 

Pantber'i  *<     

Battlesnake,  2  ponds,  < 
Little  SeKago  pond, . . 


«< 


«ff 
•< 
<< 


Approximate 
arealntqvare 
miles. 


60,00 
0.76 
160 
1.36 

n.oo 

S.26 
2.75 
2.76 
6.00 


Present 
storage  in 

feet. 


4 


Dwn. 


Additional 

storace  feasible 

In  feet. 


Several  feet. 

-    [ble. 
High  dam  foasl- 


BDt  iSportSd* 
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PRINCIPAL  RBSBRVOIRS  OF  THE  PRBSUMFSOOT. 


Name. 


Crotohed       pood, 

Adams'  <*    

Holt's  •«    

Stearns  «*    

Anonymous       *'     

Woods  "    

Thomas  *<    

Long  pond,  Watorford, . . 

Boar     ««       

Moose  *<       

Bongo    **       

Stone,  2  ponds, 

Twenty-three  ponds,. 


Approximate 

area  in  square 

miles. 


2.76 
0.30 
0.S0 
1.00 
0.76 
1.60 
1  16 
1.00 
0.76 
0  76 
0.86 
1.10 


90.46 


Present 

storage  in 

feet. 


Dam. 
Dam. 
Dam. 


6 
4 


6 


Additional 

storage  feariUe 

in  feet. 


% 

2 

e 

4 

Outlet  oan  be 
[lowered  3  ft. 


MMgolake. 


There  is  a  dam  eight  feet  high  at  the  outlet  of  Se* 
bago  lake,  by  which  a  head  of  four  feet  is  now  com- 
manded over  the  whole  surface.  It  can  be  raised  four  feet  more, 
as  I  am  informed  by  Mr.  Hammond,  without  incurring  more  than 
very  trifling  damage  for  flowage.  A  head  of  six  feet,  giving  a 
volume  of  8,363,520,000  cubic  feet,  would  supply  44,600  cubic 
feet  per  minute  for  the  ordinary  working  hours  of  the  year.  This 
(the  storage  alone  be  it  observed)  would  yield  on  a  fall  of  20  feet, 
as  at  Cumberland  mills,  a  gross  power  of  1,688  horse,  for  the  time 
specified.  It  would  yield  in  its  fall  of  247  feet  to  the  tide,  a  gross 
power  of  20,846  horse,  833,840  spindles,  throughout  the  year.  To 
this  requires  to  be  added  the  power  due  to  the  ncLhcral  low-mn 
volume  of  the  river,  to  arrive  at  the  constant  aggregate  of  its 
manufacturing  power  from  Sebago  lake  to  the  sea. 

W.  H.  Jackson,  Esq.,  President  of  the  Oriental  Powder  Com- 
pany, writes  as  follows  in  regard  to  the  volume  of  water  that  can 
be  had  from  the  tributary  country :  "I  have  run  water  at  Wes- 
cotVs  falls,  where  the  lake  waters  enter  the  river,  for  32  days, 
through  four  gates  four  feet  square  each,  and  one  six  feet  square, 
under  a  ten-foot  head,  with  a  flow  four  feet  deep  over  the  dam 
eighty  feet  long,  and  even  then  have  not  succeeded  in  preventing 
the  water  from  rising  six  to  nine  inches  above  the  four  feet  head 
on  the  dam,  which  is  all  the  dam  will  now  safely  carry."  These 
figures  indicate  an  enormous  waste  of  water,  much  the  greater 
part  of  which,  with  a  suitable  dam,  can  be  reserved  for  manufac- 
turing use. 


*  Blanks,  not  leported. 
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The  water  of  Sebago  lake  is  shown  by  analysis  to  approach  as 
near  to  absolute  purity  as  any  mass  of  water  of  large  volume  in  the 
world,  so  far  as  known.  It  is  therefore  particularly  adapted  to 
use  in  chemical  and  bleaching  works. 

Of  the  20  to  30  thousand  horse-powers  available  upon  this  river, 
unsurpassed  in  all  respects,  but  a  small  proportion  is  yet  in  use. 
The  absolute  immunity  of  the  power  firom  dearth  or  freshet,  the 
superiority  of  the  natural  sites  for  improvement,  the  proximity  to 
market,  conspire  to  give  this  river  unosaal  attractions  to  the  man- 
v&ctxxrer, 

-    The  Botal  akd  Nonesuch. 

This  is  situated  between  the  southern  points  of  the  2JJ|^}^^' 
Presumpscot  and  Androscoggin  basins,  and  is  named  fi«7»i- 
for  its  chief  river.    It  is  about  21  miles  long,  12  broad,  and  170 
square  miles  in  area.    Its  elevation  is  small. 


liOOAXJXOi. 

Veet. 

LoOiioiiS, 

VMt. 

New  Gloiioeetar  stalioii. 

100 

120 

96 

Yannoaih  JviMtion, 

Summit  Yannonth  and  Comber- 
land,  on  Grand  Trunk  R.  R.. 

75 

PtnniAl                 "      

Korth  Tumoatii   <«      

113 

Its  surface  is  moderately  undulating  to  hilly.  SurfiMe  materials 
chiefiy  loam  and  clay.  Somewhat  over  one-fourth  of  the  surface 
wooded.  Gneiss  occupies  the  southern  part  of  the  basin,  mica 
schist  the  northern  three-fourths.  Boyal,  the  principal  stream, 
length  28  miles,  including  the  ohief  windings.  Total  number  of 
streams  represented  on  tiie  map,  38.  Six  small  ponds.  Bange 
from  lowest  to  highest  water,  six  feet  at  Yarmouth.  Annual  rain- 
fall, about  16,500,000,000  cubic  feet,  of  which  about  6,600,000,000 
are  discharged  by  the  rivers.  Large  artificial  reservoirs  about  the 
head  of  the  main  river,  are  about  to  be  constructed. 

Situated  south  of  the  Presumpscot  basin,  oovering  ^f^""^?!^ 
the  tract  between  the  southern  point  of  the  Saco  basin  Noneraoh. 
and  Gasco  bay.    Area,  about  125  square  miles.     Two  small  ponds 
represented  on  the  State  map.    Principal  streams,  Nonesuch  and 
Stroudwater.     Estimated   discharge,    4,800,000,0()0    cubic   feet. 
Portland  lies  in  this  district. 

10 
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CHAPTER   XXVII. 

THE  MOUSAM,  ETC. 


Location  and 
diiucnsiona. 


Section  1. — Basin. 

The  drainage  district  of  the  Mousam  and  its  asso- 
ciated streams,  is  located  in  the  southwest  part  of  the 
State,  between  the  lower  sections  of  the  Saco  and  Piscataqua 
basins.  Its  greatest  length  is  32  miles ;  breath,  27  miles ;  area, 
260  square  miles ;  the  Mousam  drains  about  120  square  miles,  and 
the  Eennebunk  about  50  square  miles. 

Moderate,  as  shown  by  the  following  figures ;  these 
are,  however,  below  the  mean  for  the  surrounding  dis- 
tricts, as  they  express  the  heights  of  water  surfoces  and  points 
upon  railroads : 


Elevatlao. 


LooALnns. 

Feet. 

LooAums. 

Feet. 

KoBBfibBok  skatioB.. .... .... .... 

122 
200 
264 
223 

Alfred  utation. 

264 

WellB               "      

Mousam  liTer  at  railroad  oroee- 
inr  in  Saafbrd. 

Soath  Waterboro*  stetloB. 

214 

Shaker  pond, 

About  the  IotoI  of  Springvale,. 

262 

Geological  and        Granite  is  almost  the  exclusive  rock.     It  is  quarried 

sorfkoe  oondl"- 

tions.  at  Kennebunk  extensively  and  of  most  superior  quality. 

The  general  surface  of  the  basin  is  level  and  moderately  undulating. 
Surface  materials  are  gravel,  sand  and  sandy  loam,  with  clay 
locally.  Forests  have  been  removed  from  over  two-thirds  of  the 
whole  area. 

j^jjjjjyj  In  cubic  feet,  for  the  whole  district,  about  25,000,- 

000,000. 

Section  2. — ^Rivers. 

Total  number  of  streams  in  the  district,  represented  on  the  State 
map,  28 ;  the  estimated  yearly  discharge  of  which  is  10,000,000,000 
cubic  feet. 

The  Monnm.         ^^^  lougcst  rivcr  is  the  Mousam,  which  is  about  25 

miles  long,  and  has  an  estimated  yearly  discharge  of 

4,680,000,000  cubic   feet.     The    statement   for   Kennebunk,  in 

Part  III.  of  the  Beport,  indicates  a  volume  of  over  18,000  cubic 
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feet  per  minute,  at  low  run.    This  continued  11  hours  per  day, 
312  days  per  year,  would  carry  off  2,800,000,000  cubic  feet. 

Whole  number,  14 ;  combined  area,  estimated  from  j^^ 
the  county  map,  about  10  square  miles ;  one  square 
mile  to  each  26  square  miles  of  basin.    The  lakes  average  O.fl  of 
a  square  mile  each  in  surface. 

In  consequence  of  the  comparatively  level  character  of  the  basin 
and  the  general  improvement  of  the  lakes  and  ponds  for  reservoirs 
the  streams  are  very  constant. 

PRINCIPAL  RBSBRVOIRS  OF  THE  HOUSAM  AND  EENNEBUNE. 


Conneoted 

Approximate 

Present 

Additional 

Name. 

with 

area  in  square 

storage  in 

storage  feasible 

miles. 

feet. 

in  feet. 

Eeimobiuik  pond, 

Eflnnebonk  rir. 

0.86 

4 

e 

Svttn               *<     

do           do 

0.76, 

e 

. 

Shakor*0          «     

M oaaam  rirer. 

0.40 

2 

. 

BnngMiai       *'     

do           do 

0.60 

Seyeral  ftet. 

. 

Monniu          **     

do           do 

2.76 

Seyeral  feet. 

. 

Square            **     

do           do 

1.00 

— 

. 

Loon               *<    

do           do 

0.20 

- 

- 

SeTon  poods, 

. 

6.46 

— 

m. 

Power  on  the  Lower  Section  or  the  Mousam. 

If  a  mean  volume  of  10,000  cubic  feet  per  minute  for  the  ordi- 
nary working  hours,  can  be  counted  upon,  on  the  Mousam  river, 
from  about  Springvale  to  the  tide,  the  power  due  to  the  descent  of 
262  feet  is  4,9t8  horse-power,  gross,  or  199,120  spindles.  In  the 
report  for  Sanford,  Part  III.,  it  is  estimated  10,000  spindles  can  be 
operated  on  a  14-foot  fall,  throughout  the  year.  A  small  part  of 
the  power  is  in  use. 


*  Blanks,  not  reported. 
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CHAPTER   XXYin. 

THE  PISCATAQUA. 


Location. 


I>imenBions. 


Section  1. — ^Basin. 

The  drainage  district  of  the  Piscataqua  is  located  in 
part  in  the  extreme  southwest  part  of  the  State,  and  in 
part  in  the  southeast  corner  of  New  Hampshire. 

Greatest  length,  43  miles;  greatest  breadth,  28 
miles ;  area,  550  square  miles,  240  in  Maine,  310  in 
New  Hampshire.  About  230  square  miles  only  are  drained  into 
the  river,  from  both  Maine  and  New  Hampshire,  above  the  lowest 
falls  on  the  Salmon  Palls  branch. 

The  following  points  are  upon  railroads  or  water 
surfaces,  and  are  therefore  below  the  mean : 


Elevation. 


LooALims. 

Feet. 

1                         LOCAUTIBS. 

Feet. 

Eittorj  station 

BUiot         «* 

17 
31 
90 
9S 
135 

32 

T3 

Great  FaUs  Go.'s  mm-pond  Ber- 
viok, 

107 

Graat  Falls  Junction. 

Mast  Point  reeervoir,  Berwiok,. 

Deering's  pond,  liebanon, 

,    Foot  of  Three  ponds,  Lehwon, . 
Level  of    "        ««            •« 
Horn  Dond.  Aoton* 

180 

South  Berwiok  station, 

360 

North        "            "     

363 

Portsmouth  Co.'s  mill-pond,  Sooth 
Berwiok, 

867 
479 

Salmon  Falls  Oo/s  mill-pond,  So. 
Berwiok, 

1    Northeast  pond,  Acton, 

1 

499 

Geological 
andsarftkoe 

COOditiODS. 


Granite  greatly  in  excess  of  all  other  rock,  with 
mica  schist  and  quartz  rock  in  localities.  Surface 
aspect,  undulating  to  hilly.  Surface  materials,  gravel  and  sand, 
with  some  clay.     Forests  more  than  two-thirds  cut  off. 

Estimated,  in  Maine,  23,000,000,000  cubic  feet ;  in 
New  Hampshire,  31,000,000,000  cubic  feet;  total,  64,- 
000,000,000  cubic  feet. 


BainfUl. 


Section  2. — Rivers. 

Coarse,  affluents  Courso,  south-southcast.  The  rivcr  is  formed  of 
length.  three  main  tributaries,  the  Oocheco,  Salmon  Falls,  and 
Great  Works  rivers.  The  first  is  in  New  Hampshire ;  the  second 
constitutes  in  its  whole  length,  with  the  main  Piscataqua,  a  part 
of  the  western  State  boundary ;  and  the  third  is  situated  in  Maine. 
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One-half  only  of  the  water-power  of  the  Salmon  Falls  riyer,  accord- 
iDgljy  18  in  Maine.  The  tributaries  in  Maine,  represented  on  the 
map,  number  19 ;  in  New  Hampshire,  54 ;  total,  IB.  The  length 
of  the  river  from  the  sources  of  the  Sahnon  Falls  branch  to  Piscata- 
qua  bay  is  about  40  miles.  The  Salmon  Falls  riv^  is  properly  the 
upper  Piscataqua. 

Estimated  yearly  discharge  of  all  the  stream^,  31,-  Toiome^aod 
600,000,000  cubic  feet.  The  amount  employed  at  vohime. 
Great  Falls,  for  manufacturing  purposes,  at  the  rate  of  400  cubic 
feet  per  second,  11  hours  a  day,  312  days  a  year,  is  5,053,000,000 
cubic  feet.  This  constitutes  a  very  large  proportion  of  the  total 
estimated  discharge  of  the  basin  tributary  to  the  stream  at  and 
above  that  point,  which  is  8,970,000,000  cubic  feet.  Accordingly 
it  is  evident  that  the  water  is  carefiilly  and  successfully  husbanded 
against  waste,  and  that  its  volnme  is  remarkably  uniform  at  all 
seasons.     "A  variation  of  three  feet  on  the  dams  is  very  unusual." 

The  fall  from  Northeast  pond  to  the  tide  is  499  feet, 
which  gives  a  mean  descent  of  16.6  feet  to  the  mile, 
or  lO'.S. 

The  larger  lakes  in  the  Maine  portion  of  the  basin 
number  9,  in  the  New  Hampshire  portion  13,  total  22, 
or  five  below  the  proportion  due  to  the  size  of  the  district.  With 
the  exception  of  Northeast  pond,  the  reservoirs  are  all  small.  Their 
combined  surface  is  about  16  square  miles,  1  square  mile  to  each 
34  square  miles  of  basin ;  they  average  0.72  of  a  square  mile  in 
extent. 

The  area  of  the  several  ponds  used  as  reservoirs  to  the  Salmon 
Falls  branch  is  3,759  acres,  or  a  little  less  than  six  square  miles. 
The  following  are  the  most  important : 

PRINCIPAL  RESBRVOIBS  OF   THB  SALMOK  FALLS    BBAKCH   OF  THE 

PISCATAQUA. 


Slope. 


Lftkes. 


Name. 

Connected 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

NorihoAirti  nond.. ....  *  »■,  -  r 

Salmon  Fklla 
do    [river, 
do       do 
do       do 
do       do 

3.00 
0.65 
0.35 
0.56 
0.20 

24 
These  ponds  ean 
on  the  average 
be  stored  to  the 
depth  of  10  ft 

None. 

Garnn*!       •*     

<( 

Horn            •*    

c< 

Wentwofth  ••     

€< 

Northwest    "    

t< 

Five  ponds, 

— 

4.75 

— 

— 

Bonny  Big  pond,  connected  with  Negpitaquis  river,  has  2.60 
sqnare  miles  of  surface,  and  is  dammed. 
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FdwBrof  th«  From  the  statement  for  Berwick  in  Part  III.,  it  ap- 

BalmoD  Falls 

river.  pears  that  at  Great  Falls  a  volume  of  24,540  cubic  feet 

per  minute  is  commanded  at  low  run,  being  supplied  bj  the  reser- 
voirs chiefly,  and  by  the  natural  flow  of  the  river  in  part.  If 
16,000  cubic  feet  of  this,  on  the  average,  be  assumed  to  be  avail- 
able from  the  foot  of  the  reservoirs  to  the  tide,  the  total  power' 
due  to  the  descent  through  [about]  480  feet  is  14,500  horse-power, 
or  580,000  spindles,  for  the  working  hours  of  the  year.  A  large 
proportion  remains  unused. 

Summary. 

The  combined  areas  of  the  various  river  basins  before  noticed  is 
32,575  square  miles.  Of  this,  1,825  square  miles  are  beyond 
State.  The  remainder,  30,750  square  miles,  being  subtracted  from 
31,500  square  miles,  the-  nominal  area  of  the  State,  leaves  750 
square  miles  to  be  absorbed  in  island  surfaces,  small  peninsulas^ 
etc.,  not  reckoned  in  the  estimates  for  the  river  districts. 
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The  Water  Powers  of  Maine. 


DIVISION  I. 

MiscellaneoiLs  and  General  Views  of  the 

Water  Powers. 
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CHAPTER   XXIX. 

EXPLANATORY  AND  INTRODUCTORY  OBSERVATIONS, 


Sectioa  1. — ^Watkb  Fovkbb  and  thkib  MBAsmuumre. 
The  water-powers  of  the  State  are  treated  in  a  dis-  n* 


"  powers  tnfttod 

tinct  divisioii  of  the  general  subject  and  apart  from  the  &  tiwnueiTMk 
riyers,  because  thej  require  to  be  exhibited  with  comparatiTe  ftd* 
neos,  and  because  powers  of  no  inconsiderable  consequence  are 
found  upon  streams  too  small  for  particular  notice  in  this  Report. 
The  features  of  each  water-power  proper  to  be  set  inwuatpoiDti 
forth,  as  alTecting  its  economical  value,  are  the  follow-  **°^®^- 
ing: — ^Its  location,  as  regards  settlements,  villages,  or  established 
industries  in  the  town,  and  also  as  regards  other  powers  with 
attendant  liskcilities  for  associated  manufectories ;  the  formation  of 
the  fidl,  whether  of  abrupt  or  gradual  descent,  and  the  number  of 
feet  of  both  vertical  pitch  and  horizontal  run ;  its  formation  also 
with  respect  to  bottom  and  banks,  whetiier  rock,  pan,  claj,  gravel, 
sand,  or  otherwise,  as  affording  suitable  substratum  for  dams  and 
mills,  and  affecting  the  construction  of  canals,  raceways,  etc.;  the 
width  of  the  stream,  as  determining  the  required  length  of  dams 
and  influencing  the  rise  of  water  in  freshets ;  lay  of  the  land  about 
the  falls,  with  reference  to  the'  convenient  location  of  mills  and 
workshops  and  the  laying-out  of  a  town ;  security  of  the  various 
constructions  against  ice  and  freshets ;  the  volume  of  water,  the 
maximum  of  freshets,  the  mean  flow  for  the  year,  and  most  impor- 
tant of  all,  the  volume  at  lowest  run ;  the  volume  now  used,  if  any ; 
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total  range  of  water,  in  feet,  at  the  fall  or  on  the  dam,  from  lowest 
to  highest  pitch  daring  the  year;  reservoirs,  both  natural  and 
artificial,  lakes,  ponds,  swamps,  etc.,  both  those  already  in  use 
and  those  that  can  be  brought  into  use,  the  expense  of  improve- 
ment, and  the  results  realized  or  anticipated ;  the  amount  of  power 
available  in  mill-powers,  horse-powers,  or  where  such  definiteness 
is  not  attainable  in  the  estimated  capacity  of  accomplishment  in 
sawing  lumber,  grinding  grain,  or  other  forms  of  labor ;  accessi- 
bility of  the  power  with  respect  to  markets  of  supply  and  demand, 
including  proximity  to  roads,  railroads,  canals,  navigable  rivers, 
or  the  sea;  improvements  already  made;  annual  production; 
ownership ;  building  materials,  including  brick  clay,  stone,  lime 
and  lumber;  fuel;  productiveness  of  the  surrounding  district; 
whether  its  population  would  famish  operatives  in  considerable 
part ;  adaptedness  of  the  power  to  any  particular  manufacture. 

It  was  of  course  to  be  expected  that  this  outline  could  be  filled 
out  for  but  few  of  the  water-powers  of  the  State,  so  large  a  pro- 
portion of  which,  even  of  the  greatest,  remain  in  a  condition  of 
total  unimprovement,  and  so  very  few  of  which  have  ever  been 
subjected  to  such  thorough  examination  as  to  be  properly  regarded 
surveyed.  The  statistics  hereinafter  given  will  be  found,  however, 
in  the  majority  of  cases,  it  is  believed,  sufficiently  full  to  give  a 
tolerably  clear  idea  of  the  condition  and  capabilities  of  the  powers. 
The  mwiTC-         The  dynamical  unit  employed  in  the  measurement  of 

meni  of  water-  ^  .1 

power.  The  water-powers, — ^the  horse-power,  is  the  power  devel- 
horse-power.  oped  by  the  fall  of  8.8  cubic  feet  of  water  one  foot  in 
one  second.  This  standard  applied  cU  ike  dam,  gives  the  gross  or 
theoretical  power.  The  proportion  of  the  gross  power  that  can 
be  netted,  i.  e.,  brought  to  bear  effectively  in  the  vdtt,  varies  withi 
the  conditions  of  application  and  the  perfection  of  machinery.^ 
With  first-class  machinery  two-thirds  of  the  power  can  in  general 
be  utilized.    Stated  otherwise,  for  each  12  cubic  feet  of  water  at 

-' ■ -  ^^   ^     ^  a       _  _  ■ -^ 

m 

*  Mr.  Fruiois,  of  Lowell,  gives  the  following  figures  indioatiiig,  first,  the  ooblo  feet 
of  water  required  to  develop  a  net  hone-power  in  connection  with  the  specified  classes  of 
wlieels;  and»  secondly.  Indicating  what  proportion  of  the  gran  power  applied  to  th« 
wheels  can  be  utilised. 

Sttlb  or  Wheel.  Oabic  feet      Per  centage 

ntiliaed. 


First-class  turbines, 11.76  75 

Good  ordinary  wheel, U.70  60 

Ordinary  to  inferior  wheel, 22.06  )0to40 

Old-fiMhioned  tab  wheel 88.20  10 
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the  dam,  &lling  one  foot  in  one  second,  a  horse-power  offeree  can 
be  commanded  in  the  mill.  Unless  specified  to  the  contrary, 
water-powers  in  this  report  are  rated  in  gross  horse-powers. 

The  power  employed  in  cotton  mills  is  usually  esti-  inoottonand 
mated  by  the  number  of  spindles,  the  nupber  varying  ^**"®°  "^"■• 
from  30  to  100  per  horse-power,  the  average  being  60  to  each  net 
horse-power,  or  40  to  each  gross  horse-power.    The  power  of 
woollen  mills  is  conmionly  reckoned  by  the  number  of  sets  of  cards, 
at  the  average  rate  of  one  set  to  each  eight  net  horse-powers. 

It  requires  about  one  and  one-third  horse-powers  to  ingrigt  mills 
grind  a  bushel  of  com  of  ordinary  hardness  to  an  aver-  "^  "  "^ 
age  fineness.    A  horse-power  will  cut,  as  is  estimated  in  our  saw- 
mills, at  the  rate  of  one  and  one-tenth  square  feet  per  minute  of 
ordinary  pine  lumber. 

A  man  of  ordinary  strength  will  produce  a  useful  Thebane-power 
efiect  in  eight  hours'  time  of  1,157,740  footpounds.  UMatranguioi 

A    1  ^  1        .11  1  Ml         .       man  and  the 

A  horse  of  average  strength  will  produce  an  effect  m  hone. 
the  same  time  of  8,400,000  foot  pounds.  The  mechanical  horse- 
power win  produce  in  the  time  specified  an  effect  of  15,840,000 
foot  pounds.  Accordingly  the  mechanical  horse-power  is  equal  to 
about  thirteen  man-powers  and  to  the  force  of  nearly  two  ordinary 
horses. 

The  miUrpower  is  frequently  employed,  as  a  larger  YbAvm- 
and  more  convenient  unit  than  the  horse-power,  for  the 
rating  of  larg^  water-powers.    The  standard  employed  in  this 
country — ^the  Lowell  standard — ^is  the  power  generated  by  the  fall 
of  750  cubic  feet  of  water  one  foot  in  one  second—- equal  to  62.5 
net  or  85.2  gross  horse-power. 
• 

Section  2. — Summary  View  of  thb  Water  Powers  of  Maine. 

There  are  878  municipal  districts  in  the  State,  in-  Nomber  or  the 
eluding  cities,  towns,  plantations  and  townships.  Of  ^^'^^ 
these,  595  are  represented,  partially  or  wholly,  in  the  syllabus  fol- 
lowing, 471  being  cities,  towns  and  plantations,  and  124  town- 
ships. The  number  of  powers  cannot  be  given  in  a  precise  figure, 
some  of  the  towns  reporting  their  privileges  indefinitely  as  "  sev- 
eral" or  "numerous ;"  there  are  certainly  3,100. 

Of  the  above,  probably  half  are  entirely  unused.  oonditiaiMto 
Amongst    these    is  the  greater   proportion    of  the  *™p"^^*°*^'- 
largest  powers  in  the  State.    Thus  of  the  great  powers  on  the 
Penobscot  above  Oldtown,  on  the  lower  main  river,  on  the  Matta- 
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wamkeag,  Mattagamon,  and  the  upper  main  river,  they  being  num- 
bered by  the  score  and  being  first-class  as  to  magnitude,  not  one, 
with  insignificant  exceptions,  is  in  use.  The  great  powers  on  the 
Kennebec,  also,  above  Skowheg^,  unsurpassed  in  all  regards,  are 
substantially  unused.  X^e  same  is  true  of  much  the  larger  pro* 
portion  of  the  privileges  on  the  Androscoggin,  the  Saco,  St.  Croix^ 
and  Machias  rivers,  the  Union,  St.  Oeorge,  Presumpscot  and 
Salmon  Falls  rivers,  and  of  all  on  the  Aroostook,  Allaguash,  St. 
John,  and  Fish  rivers  (with  one  exception  for  the  last.)  Many  of 
these  privileges  are  fully  equal  to  that  at  Lowell  in  improvability, 
and  several  exceed  it  in  natural  power.  Very  many  of  them  are 
sufficient  to  sustain  thrifty  manufiEtcturing  villages  of  fifteen  or 
twenty  thousand  inhabitants  each — ^all  of  them,  the  great  and  the 
small  alike,  in  a  state  of  total  unimprovement. 

Of  the  powers  nominally  improved  there  are  next  to  none  whose 
capacities  are  fallj  developed,  and  of  very  few  are  they  even 
approximately  developed.  Their  tributary  lakes  and  ponds  remain 
unused,  at  least  for  other  than  log4riving  uses,  the  natural  flow 
of  the  streams  exceeding  the  present  demands  upon  it  for  manu- 
facturing purposes.  The  dams  are  leaky,  the  water-wheels  of 
primitive  patterns  and  to  the  last  degree  wasteful  of  power,  and 
the  working  equipment  in  nearly  aU  particulars  of  the  cheapest 
and  simplest  sort.  A  oarding-machine,  shingle-mill,  or  grist-mill 
will  be  found  in  exclusive  occupancy  of  privileges  upon  which  a 
series  of  first-class  cotton  factories  or  woollen  mills  could  be  oper- 
ated the  year  through,  and  so  in  multitudes  of  instances. 

It  is  not  necessary  to  say  in  respect  to  the  use  of  our  water- 
force  and  the  equipment  with  which  that  use  is  conducted,  that 
some  of  our  powers  are  furnished  with  accessories  in  all  particu- 
lars, dams,  canals,  machinery,  buildings,  fully  on  a  par  with  the 
very  best  constructions  in  the  country  or  the  world ;  as  examples 
of  which  it  is  necessary  only  to  refer  to  Lewiston,  Saco  and  Bidde- 
ford.  The  saw  mills  of  the  Penobscot  have  no  superiors  on  the 
globe  in  all  the  appurtenances  necessary  to  the  more  elementary 
manu&cture  of  lumber. 

AeeMtiuiHr  Upou  this  topic  nothing  will  be  said  in  this  conneo* 

^°^"*'    tion.    The  statements  in  Part  I.,  Chapter  XII.,  touch 
the  essential  points, 
ifcepjwertcan       For  many  years  the  proprietors  of  water-power, 


sharing  in  the  preposterous  and  ignorant  hostility  to 
maau&cturing  corporations,  begotten  and  sustained  by  the  policy 
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of  the  State,  either  refosed  to  sell  their  properly  for  improvement 
at  any  rate,  or  held  it  at  such  figures  as  yirtaally  excluded  it  from 
market.  All  this  is  now  changed.  Beally  responsible  parties 
having  in  view  the  actual  improvement  of  powers,  can  get  posses- 
sion of  them,  at  rates  merely  nominal  as  compared  with  prices 
beyond  State,  and  in  many  oases  can  sectire  them  free  qfcosti 

The  retams  from  the  several  towns,  embodied  in  the  last  Divi- 
sion of  this  Report,  contain,  at  length,  statements  to  the  following 
effect : — "  The  proprietors  will  sell  upon  very  favoraUe  terms  to 
any  parties  who  will  improve  the  power.''  ''  Any  parties  ^o 
come  amongst  us  with  a  view  to  improvement  of  our  power  will 
meet  a  hearty  reception  and  substantial  co5peration."  ''The 
proprietor  wfll  ^^  the  powa-  outright  to  any  responsible  person 
of  sufiScient  means  to  improve  it  and  who  will  improve  it,"  etc., 
etc.  Unquestionably  privileges  that  in  die  older  States  would  be 
held  at  titiousands  of  dollars  can  be  purc£iased  for  scores  in  this 
State ;  privileges  of  great  capacity,  well  situated,  improvable  at 
small  outlay,  and  which  are  thus  in  tiie  market  at  a  merely  nominal 
rate  simply  because  their  cvmen  have  not  the  meofns  for  their 
devdopmeni. 

The  law  of  the  State  allows  any  town  to  exempt  Exemp(ioofr«n 
from  taxation  for  a  period  of  ten  years  manu&ctoring  ^ 
establishments  of  whatever  character,  located  therein,  together 
with  all  the  machinery  and  capital  employed  in  operating  the  same. 
This  policy  of  the  State  has  in  many  cases  already  been  ratified, 
and  in  all  cases  may  be  regarded  as  certain  of  ratification  when- 
ever occasion  shall  call  for  it.  • 

Towns  are  adopting  the  practice  of  cooperating  witti  Towns  invest  in 
parties  improving  their  water-power,  by  subscribing  in  "■°"*»***"**- 
their  corpOTate  capadly,  under  suitable  conditions,  to  the  capital 
stock  employed  in  the  manufactures.    The  Legislature  grants  pei> 
mits  to  this  effect  without  reluctance  in  the  majority  of  cases. 

The  law  of  the  State  allows  land  to  be  taken  for  ubeniflowage 
flowage  purposes  upon  payment  of  damages,  the  amount  ***^'^'^ 
of  which  in  case  of  dispute  is  to  be  determined  by  a  commission. 
So  that  it  is  not  possible  in  this  State,  as  it  is  in  some  others,  for 
an  obstinate  and  selfish  land-holder  to  prevent  the  improvement  of 
large  and  valuable  water-powers  by  the  obstruction  of  antiquated 
and  unfriend^  flowage  statutes. 

The  extraordinary  resources  of  our  water-power  as  ^^^^^^^^ 
regards  storage  basins,  have  already  been  «et  ferth  in 
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detail  in  Fart  II.  and  need  not  be  be  dwelt  upon  in  this  connec- 
tion.  The  returns  from  the  various  towns  given  upon  the  follow- 
ing pages,  testify  explicitly  to  the  advantages  accruing. 

In  point  of  supply  of  vxUer  the  testimony  is  to  the  following 
purport : — ''  Abundant  water  at  all  seasons  owing  to  the  ponds  ]" 
"  never  any  lack  of  water  when  the  dams  on  the  ponds  are  kept  in 
order;''  ''the  lakes  and  ponds  yield  an  unlimited  supply  of 
water;"  etc.,  etc. 

As  regaa'ds  freshets,  the  testimony  is  full  to  the  following 
intent : — "  Total  range  of  water  insignificant ;"  "freshets  harmless^ 
the  water  being  kept  back  in  the  ponds ;"  ''  no  damage  from 
freshets,  the  water  being  under  perfect  control;"  "loss  from 
freshets  unknown,  all  considerable  rise  being  prevented  by  the 
reservoirs  ;"  etc.,  etc.  • 

As  regards  ice,  "no  trouble  from  ice,  the  water  being  warm 
from  the  pond ;"  "  the'  stream  never  freezes  at  the  outlet,  and 
but  very  little  for  miles  below,  the  water  being  fresh-drawn  and 
warm  from  the  pond ;"  "the  water  from  the  lake  is  so  warm  that 
the  wheels  need  no  protection  from  the  cold ;"  "  the  formation  of 
ice  is  prevented  by  the  water  being  let  on  warm  from  the  pond  ;" 
etc.,  etc. 

As  regards  the  cost  of  developing  the  reservoirs,  the  testimony  is 
explicit  in  proof  of  its  comparative  insignificance: — ^The  sums 
specified  are  $200,  300,  600,  1,000,  etc. ;  or  in  general  terms,  "cost 
trifling ;"  "  expense  insignificant ;"  "  can  be  made  a  great  reser- 
voir at  moderate  cost ;"  "  cost  of  flowage  nothing ;"  etc. 
Artificial  Artificial  reservoirs  are  demonstrated  by  the  testi- 

mony of  the  returns  to  be  feasible,  in  remarkable 
degree.  The  cost  of  flowage  is  comparatively  trifling,  rainfall  is 
everywhere  in  excess  of  evaporation,  the  brokenness  of  the  State 
surface  afibrds  innumerable  receptacles  for  storage,  and  the  imper- 
meability to  water  of  our  rocks  prevents  its  dispersion  and  loss 
by  underground  percolation ;  lastly,  as  just  noticed,  the  laws  inter- 
pose no  obstacles. 

The  practicability  of  artificial  reserve  basins  should  be  taken 

■ 

into  particular  account  in  connection  with  the  small  powers  and 
the  powers  which  are  represented  in  the  Returns  as  irUermiUerU  for 
a  part  of  the  year.  There  can  be  no  question  that  nine-tenths  of 
these  are  susceptible  of  being  respectively  very  greatly  augmented 
and  of  being  made  e£Scient  throughout  the  year  by  reservoirs.  As 
is  well  known,  there  are  numerous  privileges  in  MassachusettSi 
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Oonnecticat,  etc.,  upon  which  cotton  mills  and  woollen  mills  now 
operate  for  the  whole  year,  the  motor  material  of  which  in  the 
summer,  consists  almost  entirely  of  water  impounded  in  artificial 
receptacles.  The  proportion  of  reservoir  water  is  in  many  cases 
eighty  or  ninety  per  cent,  of  the  entire  low  run  of  the  streams ; 
in  other  words,  the  volume  of  the  streams  in  the  summer  is  artifi- 
cially augmented  variously  from  four  hundred  to  nine  hundred  per 
cent,  over  and  above  what  it  would  be  in  the  state  of  nature.  In- 
deed, considerable  mills  are  now  run  all  the  year  in  the  districts 
referred  to,  upon  streams  which  before  the  construction  of  reser- 
voirs went  almost  literally  dry  in  summer.  It  is  in  view  of  such 
facts  that  the  small  powers  and  intermittent  powers  are  exhibited 
so  fuUy  in  the  Digest  of  Returns,  these  being  nearly  all  susceptible 
of  conversion  into  constant  sources  of  mechanical  force,  and  of 
being  increased,  many  of  them,  by  hundreds  per  cent. 

It  is  obvious  that  the  improvement  of  the  small  powers  by  the 
means  in  reference  will  react  upon  the  large  and  vastly  mcrease 
their  capacity  at  low  run,  and  this  without  any  additional  expense 
to  the  proprietors  of  the  large  powers. 

The  bulk  of  annual  rain  in  Maine,  has  been  shown  Natural  water 
to  be  unusually  large,  its  fall  to  be  uniform  at  different  '^^^  ^' 
parts  of  the  year,  and  the  residuum  of  evaporation  to  be  great. 
So  that,  aside  from  the  reservoirs,  the  natural  flow  of  the  rivers 
of  the  State  is  comparatively  copious  and  constant. 

In  much  the  larger  proportion  of  the  towns  granite  Boiidiiig 
is  specified  as  attainable  close  at  hand,  either  as  the 
prevalent  rock  or  occurring  in  isolated  patches  or  sporadic  in 
boulders  and  detached  masses.  In  next  to  none  is  there  a  dearth 
of  stone  suitable  for  ordinary  construction  purposes.  Lime  of  the 
best  quality  is  a  characteristic  product  of  the  State,  also  slate  for 
roofing  purposes,  and  brick  clay. 

Lumber  is  of  course  abundant  and  cheap.  The  returns  testify 
to  the  fact  that  great  breadths  of  forest  still  remain  in  the  close 
vicinity  of  large  numbers  of  our  water-powers.  These  forests 
contain  every  variety  of  soft  and  hard  lumber  appropriate  to  the 
region,  procurable  at  small  expense,  and  susceptible,  by  the  for- 
tunate proximity  of  the  water-powers,  of  being  worked  up  inex- 
pensively into  any  forms  which  such  woods  are  made  to  assume 
for  any  of  the  purposes  of  civilization.  The  forests  in  many  cases 
stand  close  upon  railroads  or  on  the  seaboard,  and  the  articles 
manufactured  from  them  are  thus  easily  transportable  to  the  mar- 
kets of  the  world. 
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Ope«ti^.         OperatiTeB  Of  the  beat  Character  and  in  any  reqnired 

number,  can  be  procured  from  among^st  the  sons  and 

daug^hters  of  our  fiirming  population ;  accui^med  to  labor,  robust, 

trustworthy,  and  intelligent,  and  glad  for  employment  within  their 

natiye  State  at- moderate  compensation. 


DIVISION"  II. 

Statistical  and  Descriptive  View  of  the 

Water  Powers. 


"A"  Township,  R.  1 — Pekobscot  County. 
SiatemerU  of  Daniel  Barker,  Esq,,  of  Bangor. 

XTumeroiis  Powers, 

Pirst,  on  the  Penobscot  river  (west  branch),  "Rocky  Rips/' 
above  Rockabema  rips,  no  perpendicular  fall,  but  very  swift  water 
for  100  rode. 

Second,  "  Dolby  Rips,"  above,  fall  eight  feet  in  ten  rods,  a  first- 
class  site. 

Third,  "  Ijedge  FaUs,"  above,  and  half  a  mile  above  mouth  of 
Schoodic  stream,  about  100  rods  long,  fall  12  or  15  feet,  one  pitch 
six  feet ;  river  wide,  but  banks  high. 

Fourth,  Fifth,  Sixth,  etc. ;  from  the  head  of  Ledge  falls  to  the 
outlet  of  "  Shad  pond  " — an  expansion  of  the  Penobscot  river — 
there  are  three  miles  of  swift  water,  at  the  head  of  which  and  at 
the  outlet  of  Shad  pond  is  a  pitch  of  five  feet  descent  in  four  rods. 
A  storage  head  of  eight  feet  can  be  held  on  Shad  pond  at  this 
point;  river  quite  wide.  The  whole  series  of  privileges  are  called 
the  "Pond  Falls." 

Hundreds  of  square  miles  of  lakes  and  ponds  situated  further 
up  the  river  can  be  and  already  are  improved  for  storage,  the 
water  being  used  for  log-driving,  so  that  a  constant  power  of  many 
thousand  horse  can  be  had  in  this  town. 

All  the  privileges  unimproved. 

"A"  TowNsmp,  R.  13 — PisoATAQUis  County. 

Satemeni  of  Hon.  Abner  Cobum,  of  8kowhegan. 
One  Power, 
At  the  foot  of  Lower  Roach  pond,  a  dam  giving  ten  feet  head. 
11 
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The  pond  covers  about  five  square  miles,  is  flowed  eight  feet,  and 
can  be  raised  four  feet  more,  securing  an  enormous  volume  of 
water.  Five  square  miles  of  ponds  above  are  tributary  to  the 
lower  pond. 

Abbot — ^Piscataquis  County. 
From  Selectmen's  Returns,  and  a  Plan  of  the  Streams. 

Six  Powers. 

First,  on  Piscataquis  river  near  the  centre  of  the  town,  and  near 
the  bridge.  Saw,  shingle,  and  shovel-handle  mills.  A  very  supe- 
rior power.  Side  canals  can  be  constructed  upon  this  privilege, 
and  mills  located  thereon  for  twenty  rods  down  the  river. 

Second,  on  the  south  branch  of  the  Piscataquis,  not  far  from  its 
mouth  and  near  the  bridge.  Grist,  carding  and  clothing  mill,  and 
blacksmith  shop.    A  very  good  and  safe  power. 

Third,  on  the  outlet  stream  of  Piper  pond,  near  its  junction 
with  the  south  branch  of  the  Piscataquis ;  saw,  clapboard,  and 
shingle  mills.  Piper  pond  covers  about  one  and  a  fourth  square 
miles,  and  can  be  dammed  at  trifling  expense  so  as  to  furnish 
abundant  water  to  Nos.  Three  and  Four  throughout  the  year. 
Six  or  more  ponds,  above,  in  Kingsbury  and  Blanchard,  can  have 
dams. 

Each  of  the  powers  above  specified  will  cut  2,000,000  feet  of 
lumber  yearly. 

No  specifications  respecting  the  other  powers,  except  that  one 
is  near  the  main  road,  and  the  other  near  a  cross  road. 

The  height  of  the  various  falls  is  respectively  about  fourteen 
feet  in  a  distance  of  three  to  five  rods. 

Range  from  low  to  high  water,  four  feet.  In  a  very  dry  season 
the  mills  are  obliged  to  hold  up  for  a  short  time,  owing  to  the 
non-use  of  the  reservoirs. 

Annual  products,  $10,000.  Less  use  made  of  the  powers  than 
formerly. 

Market,  Bangor.  The  main  road  from  Bangor  to  Moosehead 
lake  passes  directly  by  two  of  the  above  privileges,  and  the  best 
two. 

Acton — ^York  County. 
From  Selectmen's  Returns. 

[8ae  also  "  Aoton  and  Newfield.''] 

Eight  Fowers. 
Five  on  the  Salmon  Falls  river,  which  forms  the  western  bouji- 
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dary  of  the  town.  Water  sufBcient  at  each  of  the  privileges  to 
nm  a  large  cotton  mill  all  the  year.  Privileges  all  owned  by  the 
Great  Falls  Manufacturing  Company.  The  company  have  con- 
structed works  at  the  cost  of  $40,000  by  which  they  draw  down 
the  Great  Acton  pond  to  the  depth  of  24  feet>  using  the  water  in 
time  of  dearth  at  their  factories  at  Great  Falls. 

Sixths  Seventh,  and  Eighth,  sufficient  to  saw  lumber  or  grind 
grain  a  third  of  the  year. 

Market,  Saco,  Great  Falls,  and  Boston,  by  rail. 


AcToif  AND  NEWfttLD— York  County. 
From  the  Returns  of  Acton  and  Newfield. 

[See  also  **  Aoton,"  and  ■<  Newfield.^ 

One  Power. 

On  the  Little  Ossipee  river,  "  Balch's  Mills,"  on  the  Acton  side. 
Power  sufficient  to  run  a  cotton  mill  of  medium  size  the  year 
round.  Saw  and  grist  mill  now  upon  it.  Balch's  pond,  with  its 
flowage  covers  2.50  square  miles ;  a  dam  at  the  outlet  gives  a 
head  of  eight  feet  over  its  whole  surface,  giving  great  steadiness 
of  flow  to  the  river  below. 

Addison — ^WAsmNeroN  County. 
From  the  Betums  of  D,  M,  Wasa,  Esq, 

Two  Powers. 

First,  on  the  "Basin  Stream,"  formerly  two  saw  mills,  now 
rotted  down,  one  succeeding  the  other.  Unused  for  several  years. 
A  saw  miU  can  run  about  one-fourth  of  the  year.  Good  site  for 
dam  at  little  expense ;  ledge  bottom.  Twelve  feet  head  and  fall. 
No  ponds. 

Second,  "  Half  Tide  Falls  "  on  Indian  river,  a  very  good  power 
for  a  small  one ;  no  lakes  or  ponds,  except  the  mill  pond,  about 
1,000  acres.  Fourteen  feet  head  and  fall.  Saw,  grist,  lath,  and 
shingle  machinery.  Site  for  dam  very  good ;  ledge  bottom  all  the 
way,  and  short  distance  to  build,  good  stone  very  handy.  Water 
sufficient  for  the  mills  about  half  the  time,  and  sufficient  with  a 
tight  dam  for  one  mill  through  a  drouth.  One  or  two  dams  could 
be  built  to  hold  back  a  large  amount  of  water.  Vessels  of  300 
tons  burden  can  load  within  twenty  rods  of  the  mills. 
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Albaky — OzroBD  CorNTT. 

From  'Selectmen's  BeturM. 
Six  Powers. 

First,  on  Crooked  river,  fall  twelve  feet ;  saw,  shingle^  and  lath 
machinery ;  300  square  inches  of  water ;  300,000  feet  of  boards  and 
300,000  shingles  and  laths  in  an  ordinary  season. 

Second,  a  mile  below,  fall  twenty  feet,  300  square  inches  of 
water,  300,000  feet  of  lumber  yearly,  saw  mill. 

Third,  four  miles  below,  fall  eight  feet.  Saw  mill  when  in 
repair  will  saw  900,000  feet  of  lumber ;  an  addition  of  water  sup- 
plied by  Songo  pond. 

Fourth,  two  miles  below,  &11  nine  feet,  unimproved. 

Fifth,  in  the  south  part  of  the  town,  on  Stone-pond  river,  twelve 
feet  fall,  300  square  inches  of  water ;  saw,  shingle,  stave  and  lath 
machinery ;  can  saw  600,000  feet  of  lumber  yearly. 

Sixth,  stave  and  shingle  mill,  on  the  outlet  of  Kneeland's  pond ; 
fall  eight  feet. 

Albion — ^Kekkbbec  County. 

From  Selectmen's  Returns. 
Six  Powers* 

First,  at  the  village,  on  Fifteen-mile  river,  tannery. 
Second,  on  the  same  river,  at  "Puddle  Dock,"  grist  and  saw 
mill. 

Third,  a  mile  above,  saw  mill. 
Fourth,  one  imd  a  fourth  miles  above,  saw  mill. 
Fifth,  on  a  branch  of  Fift«en-mile  river,  saw  mill. 
Sixth,  on  a  tributary  to  Lovejoy's  pond,  saw  mill. 

Alexandkb — WAsmNGTON  County. 

From  Selectmen's  Betwms. 
One  Power. 

At  the  outlet  of  Lake  Beautiful,  saw  and  shingle  mills ;  operate 
about  half  of  the  year.  Old-style  wheel.  The  lake  contains  400 
to  500  acres.    One-fourdi  of  the  basin  covered  with  woods. 

Market,  Calais,  turnpike. 

Alfrkd — ^YoRK  County. 

SMem^ent  of  E.  H.  Tripp,  Esq.,  of  Lyman. 
Five  Powers. 

First,  the  "  Shaker  Mills,"  on  the  outlet  stream  of  Bungannt 
pond,  saw  and  grist  mill ;  pond  covers  half  a  square  mile,  and  is 
flowed  several  feet. 
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Second,  three  mfles  below,  on  the  outlet  stream  of  Bunganut 
and  Shaker  ponds,  saw,  grist,  and  woollen  mills ;  blankets,  three 
sets  cards,  abont  36  horse  powers,  operates  all  the  year. 
'  Third,  Fonrth  and  Fifth,  on  the  oatlet  stream  of  Middle-branch 
pond ;  three  saw  mills. 

Alna — ^Lincoln  County. 
From  Betums  of  Hiram  P.  CarkUm,  Esq, 

Three  Powers. 

First,  "Sheepscot  Falls,''  saw  and  grist  mill,  operate  on  the 
ebb  tide. 

^Gond,  "  Head-of-Tide  Falls,"  five  miles  above  Sheepscot  falls, 
wooden  dam,  head  and  fall  about  10  feet ;  can  be  increased  to  13 
feet  readily  by  clearing  channel  below  the  dam.  Grist,  stave  and 
shingle  mills.  Large  building  adjoining,  would  make  an  excellent 
carriage  shop  or  factory  in  connection  with  still  another  building 
attached,  formerly  used  as  fulling  and  cloth-dressing  mill. 

Excellent  chance  for  a  stone  dam,  the  bottom  and  sides  being 
rock,  with  a  high  ledge  on  one  side,  from  which  stone  for  the  dam 
can  be  taken.  By  improving  the  numerous  lakes  and  ponds  above, 
the  power  can  be  made  snfScient  for  large  manufacturing. 

The  site  is  an  admirable  one  for  a  cotton  or  woollen  factory. 
Proprietors  not  anxious  to  sell,  but  will  sell  on  very  liberal  terms 
to  induce  parties  to  improve  the  power. 

Third,  the  ''  Rapids,"  the  head  of  which  is  two  miles  above  the 
*' Head-of-Tide  Falls,"  and  which  have  a  fall  of  twenty-five  feet  in 
one  mile,  with  steep  banks  on  both  sides.  Formerly  a  saw  mill 
upon  this  privilege,  now  decayed.  A  dam  might  be  built  at  the 
lower  end  of  the  Rapids,  so  as  to  flow  them  out,  and  give  a  head 
and  fall  of  nearly  thirty  feet,  and  a  pond,  above,  two  miles  long. 

See  page  141,  Part  II.,  for  reservoirs  tributary  to  the  Sheepscot 
river. 

"  Two  and  a  half  million  feet  of  logs  were  run  through  this  town 
in  1866,  besides  what  were  sawed  in  the  mills  on  the  stream." 

Alton — Penobscot  County. 
From  Selectmen's  Betums. 

[Sm  alflo  "Alton  and  Argyle.''] 

Two  Powers. 

First,  "Alton  Village  Mills,"  on  Dead  stream,  two  up-and-down 
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saws,  grist  and  shingle  mill.  Height  of  falls  not  ascertained ;  but 
"the  privilege  is  a  good  one." 

Second,  "Lewis'  Mills,"  on  Pushaw  stream,  single  saw  and 
shingle  mill.  Six  up-and-down  saws  have  run  on  this  privilege, 
but  the  mills  were  burned  down.  Stream  fed  by  the  Pushaw  lake, 
which  contains  ten  or  twelve  square  miles. 

Market,  Bangor. 

Alton  and  Abgyle — ^Penobscot  Countt. 

Statement  of  Isaac  Foster,  Esq. 

[See  Abo  «  Alton,*  end  •<  Ais^e.*] 

Two  Powers. 

"  Long  Rips,"  on  Birch  stream,  good  power,  long  tract  of  dead 
water  above. 

"  Short  Bips,"  two  and  a  half  miles  below ;  dead  water  above ; 
excellent  privilege. 

Alva  Plantation — Aboostook  County. 

StaiemerU  of  H.  O.  Perry,  Esq.,  of  Mars  ffiU. 

Several  Powers. 

The  Presque  Isle  river  of  the  St.  John  runs  three  or  four  mfles 
in  the  town ;  it  is  rapid  in  its  whole  course,  and  affords  several 
good  mill  sites.  Rocky  bottom  in  nearly  its  whole  length,  so  that 
dams  can  be  located  at  almost  any  desired  point.  Good  banks  in 
all  parts. 

There  is  no  improvement  at  present.  It  has  been  proposed  to 
improve  an  excellent  site  near  the  north  line  of  the  town.  Various 
mills  on  the  stream  just  across  the  Province  line.  A  good  grist 
mill  is  very  much  needed.  Any  responsible  party  who  will  build 
and  carry  on  a  really  good  mill,  will  be  welcomed  and  substantially 
aided.    A  woollen  mill  also  is  very  much  needed. 

Akhebst — Hancock  County. 
From  (ke  Selectmen's  Statement,  and  a  Plan  of  the  Streams. 

Six  Powers. 

First,  "Buzzell's  Tannery,"  which  operates  all  the  year  and 
uses  1,500  cords  bark.  Saw  mill  which  operates  six  months. 
Situated  on  the  west  branch  of  the  Union  river.  Abundant  water 
except  in  a  severe  drouth. 

Second,  above  on  the  same  stream,  about  midway  its  course  in 
the  town,  '*  Silsby  Falls,"  not  now  used.    Mills  burned  down. 
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The  west  branch  of  the  TTmon  river  is  fed,  at  and  above  this 
point,  by  eight  or  moi:e  considerable  lakes  and  ponds,  the  area  of 
which  is  not  less  than  eight  square  miles,  all  of  which  are  im- 
prored  for  reservoirs,  the  mean  head  of  storage  thereon  being  not 
far  from  seven  feet,  and  all  being  susceptible  of  much  more  reserve 
than  is  now  held.  Storage  now  used  for  log  driving  purposes. 
See  page  137,  Part  II. 

Third,  upon  Spring  brook,  a  site  for  four  shingle  mills,  power 
six  months  of  the  year ;  not  used. 

Fourth,  upon  Half-mile  brook,  power  for  a  shingle  mill  four 
months ;  not  used. 

Fifth,  on  Warm  brook,  power  for  a  shingle  miU  four  months ; 
not  used. 

Sixth,  on  Chick's  brook,  grist  and  shingle  miU;  water  six 
monthfi. 

Amity — ^Aboostook  County. 
Statement  of  J,  O.  8»iith,  Esq,,  of  Hodgdon, 

One  Power. 

Good  but  not  large,  of  capacity  to  carry  a  saw  mill  and  one  run 
of  stones  the  year  through ;  situated  on  a  branch  of  the  Meduxna- 
keag  stream,  which  drains  quite  a  large  territory. 

The  fall  is  about  10  feet. 

AnDOVER — OXFOBD   CoUNTY. 

From  Selectmen's  Returns, 

Eleven  Powers,  and  More. 

First,  the  "  Comer  Mills,''  on  the  West  branch  of  Ellis  river ; 
faU  15  feet  in  10  rods ;  grist,  saw  and  shingle  mills  and  starch 
factory.  Power  all  used,  with  such  machinery  as  is  now  em- 
ployed. 

Second,  two  miles  above,  unemployed,  and  of  equal  capacity 
with  the  Comer  power. 

Third,  the  "Ellis  Falls,"  on  the  East  branch  of  Ellis  river ;  fall 
26  feet  in  four  rods.    Not  improved.    Title  in  dispute. 

Fourth,  the  "  Brickett  Falls,"  below,  20  feet  fall  in  10  rods, 
granite  ledge  foundation.     Unimproved. 

Fifth,  a  good  granite  dam  at  the  "  Ooddard  Site ;"  saw,  shingle, 
lath,  and  other  machinery.    Fall  10  feet. 

The  East  branch  is  fed  by  Ellis  pond,  three  by  one  and  a  half 
miles,  and  by  Garland  pond,  one  by  one  miles,  both  of  which  are 
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dammed.  It  is  constant,  owing  to  the  ponds  and  swamp  land 
connected.  The  West  branch  is  more  yariable,  being  fed  by 
springs  and  mountain  streams.  Both  branches  are  so  rapid  in 
descent  that  the  water  can  be  used  over  many  more  times  than  are 
specified. 

Also  several  powers  on  tributaries  to  Ellis  river,  as  follows : 

Sixth,  on  Black  brook,  in  the  northeast  part  of  the  town. 

Seventh,  on  Sawyer's  brook,  in  the  north  part  of  the  town. 

Eighth,  on  Prye's  brook. 

Ninth,  on  Stony  brook. 

Tenth,  on  Lone  brook,  formerly  used. 

Eleventh,  on  Gardner  brook,  starch  factory,  with  capacity  to 
manufacture  100  tons  in  three  months. 

These  "  tributary ''  powers  have  from  15  to  30  feet  fall  each,  and 
are  estimated  each  equal  to  operating  a  grist  mill  with  two  runs  of 
stones  in  any  drouth,  and  much  more  in  any  ordinary  season. 
Granite  abundant  and  good.  Lay  of  the  land  favorable,  chief  part 
of  the  basin  of  the  streams  wooded. 

Eighty-six  tons  of  starch  were  made  and  200,000  feet  of  lumber 
sawed  last  year.    Small  part  of  the  available  power  used. 

Market,  Portland,  by  road  to  Bryant's  pond  station,  and  thence 
by  rail. 

Andover  North  Surplus — Oxford  County. 

Two  Powers. 

First,  on  a  tributary  of  Ellis  river,  "Falls,"  below  "Dunn's 
Notch,"  not  occupied. 
Second,  on  Black  brook,  saw  mill. 

Andover  West  Surplus — Oxford  County. 

One  Power. 

The  "Cataracts"  on  the  West  branch  of  Ellis  river.  Not  oc- 
cupied. 

Anson — Somerset  County. 

From  the  Stdiements  of  D,  D.  Mann,  M.  2>.,  the  Selectmen,  and 

others. 

[See  Alio  "Anson  and  Madbon."] 

ITlne  Powers. 

First,  on  the  Fahi  brook,  the  outlet  of  Fahi,  Sandy,  Mud  and 
Lily  ponds,  and  of  a  large  tract  of  swamp  land ;  grist  mill  and 
i^aw  mill. 
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Second,  on  Mill  stream,  at  the  village,  saw  and  carding  mill ; 
the  stream  is  fed  by  the  great  Embden  pond,  2.50  square  miles, 
Hancock  pond,  and  the  Fahi-stream  ponds.  A  dam  at  the  outlet 
of  the  Embden  pond  could  be  of  sufficient  height  without  any  con- 
siderable damage  from  flowage,  or  outlay,  to  maintain  a  good  flow 
of  water  all  the  year.  The  pond  is  fed  by  a  large  extent  of  drain- 
age territory,  and  naturally  has  a  large  supply  of  water.  The 
outlet  stream  is  unaffected  by  freshets  or  drouths. 

Third,  on  a  tributary  to  the  Carrabasset,  in  the  northeast  part  of 
ihe  town,  a  saw  milL 

Fifth,  on  the  Lemon  stream,  in  the  southwest  part  of  the  town, 
a  saw  mill. 

Sixth,  below,  a  grist  mill. 

Several  large  and  valuable  powers  are  situated  on  the  Oarrabas^ 
set  at  the  village.  The  river  falls  50  feet  in  a  third  of  a  mile  above 
the  "  basin ;''  the  bridge  is  near  the  foot  of  the  fall.  The  bottom 
and  banks  are  solid  ledge ;  the  opportunities  for  canalling  are  first- 
class.  The  river  at  this  point  is  fed  by  290  square  miles  of  drain- 
age territory,  and  by  ten  or  twenty  square  miles  of  reservoirs,  in- 
cluding large  and  small.  The  Embden-pond  stream  empties  into 
the  Carrabasset  about  two-thirds  of  the  way  up  the  fall. 

A  very  small  part  of  the  power  is  now  used.  The  foUowing 
privileges  are  more  or  less  improved : 

Seventh,  at  the  head  of  the  Carrabasset  fall,  a  dam,  seven  feet 
head. 

Eighth,  below,  head  not  reported. 

Ninth,  "  Albee's  privilege,"  below,  eight  feet  head,  saw  mill. 
A  canal  can  be  cut  from  this  privilege  to  the  "basin"  below,  25 
rods,  and  a  fall  of  30  feet  secured.  On  the  side  opposite  the  mill 
a  canal  14  rods  long  in  ledge  will  give  a  fall  of  12  feet. 

The  "  Upper  Carrabasset  Falls,"  four  and  a  half  miles  above  the 
lower  falls,  '*  a  splendid  water-power,"  with  only  a  saw  mill  and 
grist  mill  upon  it. 

The  best  of  granite,  and  excellent  slate  quarries  close  at  hand  on 
all  the  falls. 

Bailroad  from  West  Waterville  now  in  process  of  construction. 
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Ansok  and  Madison — SoicBRflST  County. 
From  {he  BetumB  of  Madi9on, 

[SeeAlM  «*AnMa,>*  and  *<MAdiion.'l 

One  Power. 

**  Madison  Bridge  Falls/'  on  the  Kennebec  river. 

There  is  a  fiill  of  87  feet  from  the  head  of  Madison  Bridge  falls, 
two  and  a  half  miles  to  the  south  town  Une.  The  fall  consists  of 
two  principal  and  several  subordinate  pitches,  with  swift  water 
'  between.  The  illustration  accompanying  this  statement  represents 
simply  the  upper  pitch,  the  only  part  of  the  fall  improved  at  all, 
and  shows  scarcely  one-fourth  of  the  whole  descent.  Dams  can 
be  located  at  any  point  as  may  be  required,  the  bottom  being 
ledgy. 

At  the  upper  pitch  an  inferior  dam  has  been  maintained  for 
years.  Here  a  dam  could  easOy  be  constructed  that  would  con- 
trol the  entire  river,  and  at  the  same  time  be  perfectly  safe,  having 
a  ledge  for  its  foundation  across  the  channel,  and  being  buttressed 
at  both  ends  by  the  solid  rock  rising  several  feet  above  the  surface 
of  the  water.  Upon  the  eastern  bank,  a  canal  could  be  opened 
and  carried  nearly  one  hundred  rods  down  the  river,  the  further 
end  of  which  could  have  an  elevation  of  thirty  feet  or  more  above 
the  bed  of  the  river  adjacent  to  it,  and  the  land  traversed  would 
furnish  the  stone  for  the  purposes  of  construction. 

The  lower  pitch  is  also  favorable  to  the  construction  of  a  perma- 
nent dam  and  for  canalling  to  any  extent  desired. 

The  extreme  drouth  run  at  this  point,  assumed  to  be  thirty-nine 
per  cent,  less  than  at  Augusta,  or  103,700  cubic  feet  for  11  hours 
a  day,  that  at  Augusta  being  estimated  at  170,000  cubic  feet  for 
the  same  time,  would  yield,  if  only  60  feet  of  the  whole  fall  were 
improved,  a  gross  power  of  11,650  horse,  for  the  hours  specified, 
or  465,600  spindles.  The  realization  of  this  power  would  require, 
of  course,  works  on  a  sufficient  scale  to  control  the  whole  volume 
of  the  river. 

The  amount  of  increase  of  which  the  natural  low-run  power  at 
this  point  is  susceptible,  may  be  inferred  from  inspection  of  the 
tributary  reservoirs  on  the  Garrabasset,  Dead  and  Moose  rivers, 
pages  94  and  95,  and  on  the  upper  Kennebec,  page  96  ;  in  particu- 
lar, Moosehead  lake,  page  98. 

The  power  is  pretty  well  guarded  naturally  against  danger  from 
freshets,  the  land  upon  the  falls  being  high  and  ledgy,  and  it  can 
be  made  at  small  expense  entirely  safe. 
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The 'only  use  made  of  the  power  at  present  is  to  drive  the 
machinery  of  a  few  milis, — a  grist  mill,  a  saw  mill,  sash  and  blind 
factory  and  a  starch  factory ;  all  of  which  draw  but  slightly  upon 
its  resources. 

The  railroad  now  constructing  to  this  point,  soon  to  be  in  run- 
ning order,  passes  by  the  side  of  the  power.  There  could  be  no 
finer  site  for  any  form  of  manufacturing,  in  particular  for  the 
extensive  manufacture  of  lumber. 

Among  the  islands  a  little  above,  logs  can  be  held  back  or  safely 
stored  to  any  amount,  and  floated  down  with  ease  when  wanted. 
This  place  is  also  the  centre  of  a  wool-growing  disffrict,  where 
more  wool  of  the  finer  grades  is  raised,  it  is  supposed,  than  in  any 
other  equal  portion  of  the  State.  It  is  also  the  centre  of  a  large 
agricultural  district  of  unsurpassed  productiveness. 

Appleton — ^Knox  County. 

From  Selectmen's  Betuma. 
Twelve  Powers. 

Three  on  the  St.  George  river,  one  on  Pettengill  river,  two  on 
the  Medomac,  three  on  Medomac  branch,  and  three  on  St.  George 
branch. 

These  are,  Smith's  mills,  15  feet  fall  in  one  mile ;  McLain's  mills, 
(upper),  fall  15  feet  in  1.5  miles ;  (lower),  fall  12  feet  in  50  rods ; 
Cutler,  Burkett's,  Lermond's,  Stubbs',  Hills',  Burkett's>  Conant's, 
Gushee's,  and  Simmons',  mills. 

Only  part  of  the  power  is  used.  With  good  dams  the  powers 
of  St.  George  river  can  operate  all  the  year.  Machinery  by  no 
means  of  good  construction. 

The  streams  are  connected  with  lakes  and  ponds,  which  are  sus- 
ceptible of  cheap  improvement  as  reservoirs.  Artificial  reservoirs 
possible.  Abundant  and  good  stone  for  building.  But  littie 
forest  on  the  basin  of  the  streams. 

Market,  Belfast,  Rockland,  by  road. 

Abgtlb — ^Penobscot  County. 
StcUement  of  Isaac  Foster,  Esq,,  and  (he  Selectmen, 

[8m  alio  «  Altoa  uid  Arg yle."] 

Three  Powers. 

First,  "  Comstock  Bips,"  near  the  mouth  of  Hemlock  brook ; 
20  feet  fall  can  be  had ;  shingle  mill. 
Second,  ''Lunt  Bips,"  three  miles  above,  15  feet  fall;  no  im- 
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provement.  Artificial  reservoirs  of  100  acres  connected  with  the 
stream. 

Third,  on  Hoyt  brook,  saw  and  shingle  machine ;  500  acres  of 
reservoir ;  drawn  down  in  summer. 

Powers  operate  from  six  to  eight  months.  Good  stone  for 
building.     Basin  mostly  heavily  wooded. 

Market,  Bangor,  by  road,  railroad  and  boat. 

Arbowsio — Sagadahoc  County. 

From  Selectmen^ 8  Returns. 
Three  Powers. 

All  are  tide  powers,  one  being  situated  on  the  Kennebec  river, 
and  two  on  Back  river,  so  called. 

Mills  will  cut  about  200,000  of  lumber  per  month.  Operate 
about  ten  months  in  the  year.  Best  machinery  for  the  sort  of 
power. 

Athens — Somerset  County. 

From  (he  StcUement  of  William  McLaughlin,  Esq.,  tviih  Flan  of  (he 

Water-Fowers, 
Five  Powers. 

First,  on  the  outlet  of  Wentworth  pond,  a  tributary  of  the  Wes- 
serunsett  river,  about  a  mile  and  a  quarter  below  the  pond,  12  feet 
fall ;  a  dam  and  saw  mill. 

Second,  just  below,  nine  feet  fall ;  grist  and  shingle  miU. 

Third,  below,  11  feet  fall ;  shingle  mill. 

The  above  mills,  known  as  "  Fellows'  Mills,''  are  all  within  a 
distance  of  30  rods.  The  pond  covers  826  acres,  and  by  small 
outlay  might  be  converted  into  a  reservoir  ample  for  the  supply 
of  the  mill  at  all  seasons  of  the  year. 

Fourth,  at  the  village,  on  the  Wesserunsett  river,  10  feet  fall, 
part  natural,  with  machinery  for  manufacturing  lumber ;  carding 
and  Mling  mill. 

Fifth,  20  rods  below,  14  feet  fall ;  flour  mill,  large  lumber  mill, 
planing  machine,  etc.  Only  part  of  the  power  used.  This  is 
regarded  an  excellent  site  for  a  cotton  or  woollen  mill. 

Atkinson — Pisoataquis  County. 

jPVom  Selectmen's  Eetums. 
Four  Powers. 

First,  on  Alder  stream,  in  the  centre  of  the  town,  saw,  grist, 
and  shingle  mills ;  operate  six  months. 
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Second,  on  Dead  stream,  in  the  southeast  corner  of  the  towuy 
saw  and  shingle  mills ;  five  months. 

Third,  on  Dead  stream,  near  the  centre  of  the  soath  line  of  the 
town,  saw  and  shingle  mills ;  operate  five  months  in  the  year. 

Fourth,  in  the  northeast  part  of  the  town.    Not  occapied.       ^ 

The  fall  on  each  of  the  above  powers  is  about  10  feet  in  25  rods. 
The  power  at  each  is  sufficient  to  cut  100,000  long  lumber,  and 
200,000  short ;  at  the  centre  to  do  all  the  local  grinding  of  grain. 
All  poorly  improved,  with  leaky  dams,  and  inferior  equipment. 
Freshets  harmless. 

Market,  Bangor,  by  road ;  distance,  2*1  to  30  miles.  The  Piscat- 
aquis Railroad  is  building  within  three  to  five  miles  of  all  of  said 
mills. 

Attean  TowNSfflp — Somerset  County. 

^  Statement  of  Heman  Whipple,  Esq.^  of  Solon. 

One  Power. 

A  fall  of  10  feet  between  Little  Wood  and  Wood  ponds.  Can 
be  made  a  good  power.  Large  and  smaU  ponds  above  for  reser- 
voirs. 

Auburn — Androscoggin  County. 

From  Oie  Statements  of  Edward  A.  Little,  Esq.,  President  Ago- 
warn  Manufacturing  Company,  and  of  0.  B.  Stetson,  Esq. 

Seven  Powers. 

First,  Second  and  Third,  the  "  Auburn  Falls,"  on  the  Little 
Androscoggin  river,  east  of  the  railroad  and  parallel  to  it  in  their 
entire  length.  The  foot  of  the  falls  is  about  one-fourth  of  a  mile 
from  the  Androscoggin  river. 

Total  height  of  the  fall,  70  feet,  obtained  in  a  running  distance 
of  150  rods.  It  is  proposed  to  divide  the  descent  into  three  parts 
by  dams.    The  dams  will  be  each  about  125  feet  in  length. 

The  bottom  of  the  stream  is  a  solid  ledge,  and  affords  unsur- 
passed sites  for  the  firm  establishment  of  dams.  The  banks  are 
steep  and  ledgy ;  and  at  the  first  and  second  dams  offer  good  sites 
for  mills  on  the  west  side,  and  at  the  third  dam  on  both  sides. 

The  volume  of  water  employed  at  Mechanic  Falls,  a  few  miles 
above,  is,  as  reported,  nearly  20,000  cubic  feet  per  minute  for  the 
ordinary  manufacturing  hours,  at  the  low  stage  of  water.  It  is 
prpbably  reasonable  to  infer  the  low  run  at  Auburn  to  be  22,000 
cubic  feet  per  minute  for  the  same  hours,  as  the  oontributions  of 
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several  ponds  improved  for  reservoirs,  as  well  as  of  various 
streams,  are  received  below  Mechanic  Falls.  This  would  give  a 
^ross  power  of  2,8T0  horse  on  the  whole  fall,  or  114,800  spindles. 
This  result,  so  remarkable  for  a  stream  which  drains  only  280 
square  miles,  is  obtained  by  the  improvement  of  its  numerous  and 
capacious*  reservoirs.  The  capacity  of  these  storage  receptacles  is 
by  no  means  fully  developed.  See  page  83,  Part  II. 
•  There  are  176  acres  of  land  connected  with  these  privileges, 
which  is  all  for  sale  or  any  part  of  it.  All  of  the  property  is  situ- 
ated directly  opposite  the  city  of  Lewiston,  and  is  owned  by 
Edward  A.  Little,  Esq.  It  is  intended  this  season  to  erect  a  dam 
upon  the  middle  site,  and  to  lease  a  part  of  the  power  for  a  flour 
mill.  There  are  at  present  only  a  saw  mill,  box  mill,  and  batting 
mill  on  the  privileges  :  these  operate  all  the  year. 

Fourth,  on  Taylor  brook,  the  outlet  of  Taylor  pond,  which  covers  ^ 
about  two  square  miles,  has  four  feet  of  storage ;  about  50  rods 
from  the  Maine  Central  Railroad  track,  12  feet  fall ;  is  capable  of 
carrying  three  runs  of  flour  stones  under  a  nine-foot  head  in  the 
summer  months :  owned  by  Edward  A.  Little. 

Fourth,  "Eyerson's  Privilege,"  on  the  Little  Androscoggin 
river,  eight  miles  below  Mechanic  Falls,  and  three  miles  from 
Lewiston.  Twenty  feet  head  can  be  had.  There  is  no  improve- 
ment. There  were  formerly  a  saw  mill,  grist  mill,  shingle  machine 
and  clapboard  machine.  Owned  by  Nicholas  Byerson.  This 
privilege  is  in  receipt  of  all  the  water  commanded  at  Mechanic 
Palls,  and  the  available  power  is  inferred  to  be  about  840  horse 
power,  or  33^600  spindles. 

Fifth,  near  the  outlet  of  Little  Wilson  pond,  a  saw  mill.  The 
pond  is  used  for  a  reservoir. 

Sixth,  below,  near  Wilson  pond,  a  saw  mill. 

Seventh,  at  the  outlet  of  Wilson  pond  or  Lake  Auburn,  seven 
feet  fall,  can  be  increased  to  12  feet;  peg,  saw,  grist  and  box 
mills,  and  furniture  factory.  The  pond  covers  1,968  acres,  upon 
which  a  head  of  eight  feet  is  commanded. 

Augusta — Kenhbbso  Countt. 

From  ^  Statements  of  Col.  H.  A.  DeWiU  and  Judge  Samuel  Tit- 
comb,  and  from  Articlea  in  the  Kennehec  Journal 

Five  Powers. 

First,  the  "  Kennebec  Dam,"  on  the  Kennebec  river  at  the  head 
of  tide,  and  within  the  limits  of  the  city  proper. 
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HeigfU  offtUL-^The  present  fall  is  15  feet,  part  vertical,  and 
part  on  a  sloping  apron  40  feet  wide.  So  far  as  regards  flowage 
or  interference  with  privileges  above,  the  dam  can  be  raised  six 
feet  or  more.  It  is  now  contemplated  to  raise  it  three  feet  for^the 
present. 

Volume  of  water, — ^The  volume  of  water  recorded  by  measnre- 
ment  during  the  summer  of  1866  was  180,000  cubic  feet  per  minute 
for  the  24  hours,  in  the  extreme  low  run,  and  175,500  cubic  feet  for 
the  mean  run  throughout  the  summer  season.  By  reference  to  Part 
II  of  this  Report,  pages  91  and  92,  it  will  be  seen  that  the  mini- 
mum volume  of  the  river  for  that  summer  must  have  been  consid- 
erably in  excess  of  the  minimum  summer  volume  in  the  average 
of  years.  Upon  supposition  that  the  excess  was,  for  the  three 
months  of  ordinary  lowest  run,  40  per  cent.,  the  minimum  drouth 
volume  of  the  river  at  this  point,  ever  observed,  may  be  estimated 
as  1T0,000  cubic  feet  per  minute  for  11  hours  a  day.  This  would 
yield,  on  a  fall  of  15  feet,  for  the  hours  specified,  a  gross  power 
of  4,830  horse-power,  or  198,200  spindles,  or  about  300,000  spin- 
dles with  preparation  on  print  cloths. 

The  power  can  be  increased  by  raising  the  dam^  as  above  no- 
ticed. This  would  not  only  give  a  higher  head,  but  would  put 
the  whole  volume  of  the  river  under  control  for  a  distance  of  17 
miles,  to  the  foot  of  Ticonic  falls  in  Waterville. 

It  can  be  increased  enormously,  also,  by  the  use  of  the  300 
square  miles,  more  of  less,  of  lakes  and  ponds  tributary  to  the 
Kennebec  above  this  point.  See  Part  II,  pages  94 — 98.  It  can 
be  further  increased  by  the  construction  of  artificial  reservoirs  of 
large  size,  at  low  cost,  so  that  the  present  minimum  power  is  very 
greatly  in  defect  of  what  can  be  readily  commanded. 

Lay  of  the  land, — By  no  means  favorable  for  the  erection  of  mills 
with  the  appurtenant  boarding  houses,  yards,  etc.;  but  understood 
to  be  susceptible  of  improvement  adequate  to  all  practical  neces- 
sities. 

Construction  material. — The  best  of  granite  close  at  hand ;  also 
unlimited  quantities  of  clay  for  bricks ;  the  country  above  furnishes 
lumber  in  all  required  amounts. 

Proprietorship. — Owned  by  the  A.  &  W.  Sprague  Manufactur- 
ing Company;  Agent  and  Engineer,  Col.  H.  A.  DeWitt. 

Improvem£nts. — Improvements  on  this  power  on  a  vast  scale  are 
now  in  prospect  and  in  the  early  stage  of  execution.  Six  hundred 
acres  of  land  have  been  purchased,  extending  a  mile  and  a  half  on 
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• 

the  east  side  of  the  river  and  a  mile  and  a  qaarter  on  the  west 
side.  A  brick  yard  is  in  operation  capable  of  producing  100,000 
bricks  per  week.  Townships  of  timber  land  have  been  purchased, 
saw  mills  bought  and  built,  etc.,  so  that  a  great  manufacturing 
city  may  reasonably  be  looked  for  as  certain  speedily  to  arise  upon 
this  privilege. 

The  power  of  the  Kennebec  dam  is  abeady  employed  as  follows : 

At  the  east  end  an  extensive  saw  mill,  Lancy  &  Smith,  proprie- 
tors ;  about  fifty  hands  employed ;  annual  product,  $40,000. 

At  the  west  end  of  the  dam,  an  excelsior  mill,  J.  W.  Longfellow 
&  Co.;  annual  product  about  $3,000.  Also  a  clapboard  planer, 
capable  of  planing  6,000  clapboards  a  day. 

A  saw  mill,  Charles  Milliken,  proprietor;  twenty-five  hands; 
product,  $75,000  to  $100,000. 

A  saw  mill,  D.  0.  Baker  &  Co.;  fifteen  hands ;  product,  $25,000. 

Sash,  door,  and  blind  factory.  Banks  &  Mosher;  thirty-five 
hands;  $60,000  per ^annum. 

Barrel-head  factory.  Freeman  Barker,  $t,000  per  annum. 

Scoles'  grist  mill,  25,000  bushels  per  annum. 

0.  W.  &  W.  6.  Emery,  planing  and  job  mill. 

£.  Atkins  &  Co.,  boxes  and  shocks,  $12,000  a  year. 

Furniture  factory,  A.  Cowee  &  Son,  $25,000. 

Furniture  factory,  David  Knowlton,  $2,000. 

Broom  and  brush  handle  factory,  Smiley  &  Church,  $5,000. 

Kennebec  mill,  A.  &  W.  Sprague  Manufacturing  Company, 
10,000  spindles,  300  looms;  2,400,000  yards  light  sheeting; 
hands,  1T5,  of  whom  125  are  females ;  value  of  product,  $275,000 
in  1866. 

The  present  season,  1869,  the  Sprague  Manufacturing  Company 
are  building  a  new  cotton  mill  of  30,000  spindles. 

Second,  Third,  Fourth  and  Fifth,  upon  the  Bond  brook,  four  dams 
in  two  miles,  mills  upon  each,  room' for  others.  Stream  rather 
variable  in  volume,  but  capable  of  very  great  improvement  by 
artificial  connection  with  large  ponds  in  the  vicinity. 

Upper  dam  occupied  by  Abner  Coombs,  grist  mill  and  saw  mill ; 
former  operates  aU  the  year ;  the  latter  fall  and  spring. 

Second  dam,  excelsior  factory,  E.  G.  Coombs,  proprietor ;  an- 
nual product,  $5,000. 

Third  dam,  grist  mill,  Russell  Eaton,  proprietor ;  11,000  bushels 
per  annum. 
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Lower  dam,  factory  of  doors,  sash  and  blinds,  J.  P.  Wyman  & 
Son,  proprietors  ;  13  feet  fall ;  60  hands ;  annual  product,  $100,000. 

Accessibility. — Augusta  is  connected  with  the  seaboard  by  a  line 
of  railway,  is  about  three  hours  distant  from  Portland,  and  eight 
from  Boston.  For  aboilt  eight  months  of  the  year  the  river  is  open 
to  the  city,  admitting  the  approach  of  vessels  drawing  10  feet. 

Population  of  Augusta,  186t,  8,000;  valuation,  $5,600,000. 

Avon — Franklin  County. 

From  Selectmen's  Returns, 
Three  Powers. 

First,  "  Russell's  Mills,"  on  the  outlet  stream  of  Mount  Blue 
pond,  manufacture  lumber.     Operate  four  months  in  the  year. 

Second,  one  mile  below,  "Haines'  Mill,"  manufactures  lumber. 
These  powers  might  be  materially  improved  by  a  dam  at  the  out- 
let of  the  pond,  and  raising  the  water  some  three  or  four  feet, 
which  the  proprietors  of  the  first  power  are  authorized  to  do, 
there  being  a  surface  of  more  than  three  hundred  acres.  Rocks 
mostly  granite,  suitable  for  building  purposes.  The  falls  are  each 
about  fifteen  feet. 

Third,  on  a  stream  in  the  westerly  part  of  the  town,  one  and  a 
half  miles  from  Phillips  village ;  lumber  mills.  Mills  operate  about 
three  months.     Fall  less  than  fifteen  feet. 

The  "Mount  Blue  Pond"  drains  an  area  of  about  fifteen  hun- 
dred acres,  two-thirds  being  forest ;  a  large  amount  of  spruce, 
hemlock,  bass,  maple,  birch,  suitable  for  manufacture  and  easy  of 
access.  Aggregate  production,  $4,000.  Market,  Farmington  and 
Lewiston. 

Baileyvillb — ^WAsmNGTON  County. 

Frcym  the  Statement  of  the  Selectmen,  the  Returns  of  Calais,  and 

Anson's  Report  of  Survey. 
Three  Powers. 

First,  "Sprague's  Palls,"  on  the  St.  Croix,  five  miles  above  the 
Baring  mills.  Fall  about  twenty-five  feet.  "A  magnificent  water- 
power."  At  the  head  of  the  falls  an  island  divides  the  river,  and 
the  St.  Croix  Log  Driving  Company  have  built  a  dam  across  the- 
western  channel.  The  power  is  unimproved.  The  Lewey's  Island 
Railroad  passes  close  by  this  privilege. 

Second,  "  Enoch's  Rips,"  one-half  mile  above  Sprague's  fells. 
Height  of  fall,  nine  feet.    It  is  unimproved. 

12 
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Third,  the  "  Grand  Falls/'  six  miles  above,  just  below  the  junc- 
tion of  the  West  and  North  branches.  The  falls  consist  of  two 
pitches  about  half  a  mile  apart,  each  pitch  having  a  descent  of 
about  eighteen  feet,  and  in  combination  constituting  a  power  of 
the  first  magnitude.  At  the  head  of  each  fall  is  an  island,  with  a 
dam  from  the  island  to  the  English  side.     It  is  unimproved. 

A  storage  of  four  feet  upon  the  two  great  Chiputneticook  lakes 
would  yield  on  the  above  falls,  for  ten  hours  a  day,  312  days  a 
3'ear,  a  gross  power  of  nearly  4,000  horse,  or  160,000  spindles. 

The  extraordinary  constancy  of  the  volume  of  the  St.  Croix,  its 
susceptibility  of  improvement  in  natural  and  artificial  reservoirs 
of  great  size,  the  convenient  lay  of  the  land  adjacent  to  the  above 
falls,  the  abundance  of  building  material  in  their  vicinity,  and  their 
position  not  remote  from  navigable  waters,  with  a  railway  in  their 
neighborhood, — ^render  the  above  mentioned  privileges  of  the  first 
value  and  of  the  highest  capacity  with  reference  to  economical 
improvement.     See  reservoirs,  page  119. 

Baldwin — Cumberland  County. 
From  Selectmen's  Returns, 

[See  also  "  Baldwin  and  Hiram''  and  *<  Baldwin  and  Limington."] 

T^en  Powers 

On  Break-Neck  brook,  a  stream  in  the  west  part  of  the  town. 

First,  the  "Burnell  Privilege,''  on  town  road.  Fall,  in  100 
feet,  20  feet,  and  a  head  of  seven  feet  additional.  Various  saws. 
Stream  falls  rapidly  from  the  mill.  Water  from  bottom  of  dam 
runs  a  twenty-foot  overshot  wheel.  If  the  mill  were  further 
down  stream,  there  might  be  a  larger  wheel.  Dam  could  be  made 
higher.  The  water  used  to  the  best  advantage  would  run  the 
machinery  now  on  the  premises  night  and  day  the  year  round,  or 
nearly  so.  The  pond,  as  now  flowed,  about  three  acres.  Mill 
very  safe.     Considerable  lumber  in  vicinity. 

Second,  below,  ''Richardson's  Privilege.''  Grist,  shingle,  and 
saw  mills.  Now  run  about  half  the  year.  Might  be  made  to  run 
the  whole  year  by  day.  Head  seven  and  a  half  feet,  pond  two 
acves.  Dam  could  be  raised  two  feet,  and  pond  would  flow  three 
acres. 

Third,  below,  "Little  Falls."  Not  improved.  Six  feet  fall, 
good  chance  to  flow,  a  fine  little  privilege. 

Fourth,  below,  "  Bowers'  Privilege,"  on  town  road  ;  formerly  a 
saw-mill  and  grist  mill ;  privilege  not  now  occupied.     Fall  eight 


DiT.  n.]  THE  WATBE  POWBBS.  1^9 

feet;  chance  for  a  small  pond  with  several  feet  head,  and  for 
another  pond,  above,  of  fifteen  to  twenty  acres.  Well  situated,  a 
good  water-power. 

Fifth,  below,  '*  Wetfoot  Privilege."  Not  improved.  Few  feet 
fall ;  bnt  high  dam  and  large  flowage  feasible.  A  grist  mill,  or 
other  light  machinery,  could  be  run  the  year  round. 

Sixth,  on  Dug-hill  brook,  "  Olark's  Mills,''  nine  feet  head,  pond 
small,  rake  factory,  saws,  &c. ;  would  run  light  machinery  nearly 
or  quite  the  year  round. 

Seventh,  just  above,  "Harding's  Privilege;"  rake  factory. 
Head  nine  feet,  and  water  sufficient  for  the  business. 

Eighth,  above,  "Harding's  Privilege."  Dam  eight  feet,  Hve 
feet  water  in  the  flume.  Saw  mill  and  rake  factory ;  operate  two 
or  three  months  in  the  year.  With  help  of  upper  pond,  22  acres, 
can  run  light  machinery  nearly  the  year  round. 

Ninth,  above,  "Flint's  Privilege."  Twenty-four-foot  overshot 
wheel ;  shingle  and  spoke  machine,  saws,  &c.  Runs  nearly  the 
year  round. 

Tenth,  on  Quaker  brook,  "  Dyer's  Water-power."  Fall  and  head 
ten  feet.  Saw  mills.  .With  tight  dam  and  good  machinery,  might 
run  an  up^nd-down  saw  nine  months.  Good  privilege  and  verj 
well  situated. 

Baldwin — Cuubbrland  County,  and  Hiram — Oxford  County. 

From  the  Surveys  of  Cyrus  Ingalls  and  George  Wad'Stvorffi,  Civil 

Engineers. 

[See  also  «  Baldwin,'*  and  **  Hiram."] 

Two  Powers. 

First,  "  Great  Falls,"  on  Saco  nvev,  two  and  a  half  miles  below 
Hiram  bridge.  Total  fall  72  feet  three  and  one-half  inches  in  55 
rods.  The  distance  and  fall  are  divided  as  follows :  The  first 
30  rods  have  a  fall  of  28  feet  &ve  and  one-half  inches ;  the  next 
15  rods,  a  fall  of  23  feet ;  and  the  last  10  rods,  a  fall  of  20  feet 
10  inches.  i 

The  river  for  some  distance  above  and  below  the  falls  is  the 
boundary  line  between  Hiram  and  Baldwin.  Its  bed  and  shores 
are  mostly  solid  ledge  the  whole  extent.  The  banks  are  high  and 
bold ;  the  land  upon  the  east  side  rises  to  considerable  height,  but 
upon  the  west  side  is-  nearly  level  with  high  water  mark.  The 
river  seldom  overflows  its  banks. 

The  volume  of  water  in  a  drouth  is,  in  the  present  condition  of 
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the  reservoirs  of  the  river,  comparatively  small,  probably  not  over 
12,000  cubic  feet  per  minute,  that  at  Saco  being  18,000  cubic  feet. 
A  dam  of  six  feet  at  the  falls  would  send  the  water  back  for  nearly 
fifteen  miles,  and  form  a  pond  of  at  least  a  thousand  acres,  and 
greatly  increase  the  available  power,  though  at  some  expense  for 
flowage.  There  are,  as  shown  in  Part  II.,  page  IT,  fifteen  or 
twenty  square  miles  of  lakes,  ponds  and  swamps,  in  Hiram,  Brown- 
field,  Denmark,  and  other  towns  above,  which  could  be  at  small 
expense  turned  into  reservoirs,  and  the  river  made  equal  to  the 
demands  of  very  extensive  manufacturing  at  the  Great  Falls. 

If  12,000  cubic  feet  of  water  per  minute  can  be  realized  in  a 
drouth,  the  power  of  the  whole  fall  is  1,614  horse,  or  64,560  spin- 
dles ;  or  3,520  horse,  or  140,800  spindles  for  11  hours  a  day. 

The  average  range  from  lowest  to  highest  water  at  the  Great 
Falls  is  about  12  feet. 

Some  years  ago,  the  Water-Power  Company  of  Saco  cut  a 
channel  through  the  head  of  these  falls,  on  the  west  side,  and 
put  in  locks  for  the  purpose  of  letting  down  water  through  the  dry 
season  of  the  year.    There  is  no  dam  or  other  improvement. 

The  land  upon  the  west  bank  is  favorable  for  setting  mills  and 
factories  a  distance  firom  the  shore  or  bank,  and  taking  water  from 
the  river.     It  is  also  quite  favorable  on  the  east  side. 

Second,  half  a  mile  below  the  foot  of  the  "Great  Falls,"  and 
extending  nearly  half  a  mile.  The  river  is  only  six  rods  wide  at 
the  head  of  this  fall  and  is  rock  bound.  It  widens  to  eight  or  ten 
rods  lower  down  and  has  good  banks  on  both  sides.  A  fall  of 
eight  to  ten  feet.  The  Baldwin  side  is  owned  by  the  Saco  Water 
Power  Company  and  the  Hiram  side  by  Benjamin  Goodwin.  This 
fall  has  long  been  known  as  the  "  Great  Falls'  Wife,"  and  offers  a 
capital  privilege  for  heavy  operations.     No  improvement. 

Building  material  of  all  sorts  abundant. 

Market,  Portland,  with  which  railroad  connection  will  undoubt- 
edly very  speedily  be  effected.  Stages  now  pass  directly  by  the 
powers. 

Baldwin — Cumberland  County,  and  Limington — York  County. 
From  the  Returns  of  Baldwin  and  Limington. 

[See  also  <*  Baldwin/'  and  **  Limingtoa/'] 

One  Power. 

"Highland  Rips,"  on  the  Saco  river,  about  midway  the  north 
line  of  Limington ;  height  16  feet  in  a  horizontal  distance  of  40 
rods.     Width  of  river,  200  feet. 
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If  the  volume  of  the  river  at  this  point  be  assumed  to  be,  in  a 
drouth,  5,000  cubic  feet  per  minute  less  than  at  Saco,  or  13,000 
cubic  feet  per  minute  for  the  24  hours,  the  power  of  the  fall  is 
about  3T5  horse-power  gross,  day  and  night,  or  about  800  horse- 
power, 32,000  spindles,  for  11  hours  a  day.  It  can  be  greatly 
increased  by  the  use  of  reservoirs.    See  page  1*1,  Part  II. 

It  is  unimproved. 

Granite  abundant  and  suitable  for  building  close  at  hand. 

Market,  Portland. 

Bancroft  Plantahon — Aroostook  County. 

From  Assessors'  Returns, 
Three  Powers, 

First,  "Bancroft  Mills,"  on  Baskahegan  stream,  half  a  mile 
above  its  junction  with  the  Mattawamkeag  river.  Fall  26  feet  in 
75  rods.  •  Grist  and  various  saw  mills.  Small  part  of  the  available 
power  used.  A  storage  of  four  feet  upon  Baskahegan  lake,  tribu- 
tary to  the  stream,  would  yield  upon  these  falls,  for  the  ordinary 
working  hours  of  the  year,  a  gross  power  of  1,250  horse  or  49,000 
spindles.  To  this  should  be  added  the  na4ural  low  run  of  the 
stream.  The  storage  could  be  used  in  four  months,  if  desired,  the 
natural  flow  sufficing  for  the  rest  of  the  year. 

Second,  ''  Holbrook  Falls,"  on  the  outlet  stream  of  Holbrook 
pond,  which  covers  3.50  square  miles.     Unimproved. 

Third,  "Ledge  Falls,"  on  Mattawamkeag  river,  about  seven 
miles  above  the  mouth  of  the  Baskahegan  stream,  height  fifteen 
feet  in  fifty  rods.  There  are  a  great  number  of  lakes  and  ponds 
above,  that  might  be  or  already  are  used  for  reservoirs.  See  page 
108,  Part  II.  The  river  drains  several  hundred  square  miles  of 
territory,  so  that  the  volume  of  water  is  large,  and  may  be  made 
comparatively  constant  at  all  seasons.     Unimproved. 

Underlying  rock,  limestone.  The  lay  of  the  land  about  the  falls 
favorable  for  the  location  of  mills. 

Market,  Bangor,  by  military  road,  steamboat  and  railroad. 

Banoor — Penobscot  County. 
From  the  Mayor's  Betums. 

[See  also  '*  Bangor  and  Brewer."] 

Six  Powers 

On  the  Kenduskeag  stream,  viz.,  "Drummond's  Mills,"  "Mc- 
Question's  Mills,"   "Bruce's  Mills,"   "Hatch's  Mills,"    "The 
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Foar  Mile  Falls/'  and  "  Six  Mile  Falls."     These  are  mentioned  in 
their  order,  going  up  the  stream. 

Fall  from  ten  to  fifteen  feet  for  each  power.  The  first  four  flow 
back  the  Kendaskeag  about  one  mile  each  ;  the  Six  Mile  fall  flows 
back  over  two  miles. 

The  power  of  the  series  is  indicated  in  the  fact  that  Bruce's  mills 
could  saw  from  2,500,000  to  3,000,000  feet  of  lumber  annually. 

There  is  a  dam  at  each  of  the  six  powers  except  at  Four  Mile 
falls.  Four  of  .the  powers  are  improved  with  mills,  to  wit :  Drum- 
mond's,  McQuestion's,  Bruce's  and  Hatch's  mills.  One  of  said 
mills  manufactures  lumber  and  plaster,  grinds  grain,  and  has  atrip 
hammer  and  wool  carding  machinery ;  one  manufactures  lumber 
and  salt ;  the  others,  lumber  only. 

The  mills  run  about  seven  months  annually  with  ftdl  power ; 
and  for  some  time  longer  with  less  than  full  power. 

Some  of  the  machinery  is  of  the  best  construction  for  economiz- 
ing power.  The  Robbins  wheel  is  used;  also  the  old  Steams 
wheel,  and  several  others.  The  centre-vent  turbine  wheels  are 
generally  used ;  some  reacting. 

The  powers  are  owned  by  Messrs.  Morse  &  Co.,  (two  powers,) 
Stetson  &  Co.,  (one  power,)  Merrill  and  Sons,  (one  power,)  and 
J.  R.  Lumbert,  (two  powers.) 

The  Kenduskeag  stream  is  naturally  connected  with  a  few  small 
ponds ;  and,  artificially,  could  be  readily  connected,  by  an  inex- 
pensive two-mile  canal,  with  the  Pushaw  pond,  distant  about  three 
and  a  half  miles  from  the  stream.  The  Pushaw  pond  now  covers 
an  area  of  about  twelve  square  miles ;  and,  at  little  expense  in  the 
erection  of  dams,  etc.,  could  be  converted  into  a  reservoir  of  much 
greater  area,  wherein  the  water  could  be  raised  and  held,  five  to 
seven  feet  above  its  natural  level,  to  supply  the  Kenduskeag 
stream  during  drouth,  or  low  water  towards  the  end  of  summer. 
The  stream  is  rapid,  rises  from  eight  to  twelve  feet  during  freshets, 
but  is  considered  comparatively  safe.  The  supply  of  water  is  not 
large  during  part  of  the  summer. 

The  out-cropping  and  underlying  rocks  are  slate,  easily  quarried, 
and  much  used  as  rough  building  material. 

The  lay  of  the  land  at  all  the  various  falls  is  suitable,  and  at 
most  of  the  falls  extremely  favorable,  for  convenient  location  of 
mills  and  workshops.  A  small  part  of  the  basin  of  the  stream  is 
wooded. 
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Market.  Lumber  is  shipped  from  Bangor  direct;  to  almost 
every  port  where  there  is  a  sale  for  it ;  but  the  principal  markets 
are  Boston,  New  York  and  the  West  Indies.  The  Penobscot 
river  (when  not  closed  by  ice)  is  the  asaal,  as  well  as  best  and 
cheapest,  channel  of  transportation. 

The  soil  is  mostly  clayey  loam,  with  some  small  areas  of  gravel, 
and  has  generally  a  hard  pan  of  clay.  In  most  localities  the  soil 
is  very  retentive  of  water,  and  is  relieved  only  by  thorough 
drainage. 

Banoor  and  Brkwbr — Penobsoot  Ooukty. 

From  (he  Eeiums  of  Mayor  Wakefield  of  Bangor,  and  from  (he 
Survey  of  Exram  F,  MiUs,  Engineer  of  (he  Eydrographic  Survey 
for  the  Eastern  Divmon. 

[See  also  "  Bangor,"  and  «« Brewer.**] 

One  Power. 

"Treat's  Falls,"  on. the  Penobscot  river,  one  mile  above  the 
haibor  proper  of  Bangor,  and  within  one  mile  of  the  city  Post 
Office.  The  fells  are  now  flowed  by  high  tide,  but  to  what  depth 
is  not  stated.  The  total  range  of  the  ebb  and  flow  in  the  harbor 
one  mile  below,  is  from  twelve  to  eighteen  feet ;  range  from  lowest 
to  highest  water  on  the  river  proper  (above  tide)  about  twelve 
feet.  A  dam  fifteen  feet  above  mean  high  tide  will  pond  the  water 
back  about  four  miles.  The  privilege  is  owned  by  Messrs.  Leavitt, 
Weston,  and  others.  For  further  information  respecting  the  priv- 
ilege, I  subjoin  the  statement  (or  the  essential  portions  of  it)  of 
Hiram  F.  MiUs,  0.  E. 

*'  The  circumstances  under  which  my  determination  of  the  vol- 
ume of  the  river  was  made  were  these :  In  the  spring  of  1866  I 
examined  the  river  and  made  inquiries  of  the  men  connected  with 
the  mills  from  Milford  to  Bangor,  for  the  purpose  of  determining 
the  least  quantity  that  flowed  in  the  river  in  the  extremely  dry 
seasons  of  1864  and  1865,  and  the  greatest  quantity  in  time  of 
freshet.  The  latter  I  succeeded  in  getting  quite  to  my  satisfac- 
tion, as  one  of  the  greatest  freshets  known  occurred  during  my 
observations,  when  there  was  flowing  96,000  cubic  feet  per  second. 

The  acti^al  quantity  flowing  in  the  greatest  drouth  could  not  at 
that  time  be  determined ;  but  I  was  fortunate  in  obtaining  data  by 
which  I  could,  by  measurements  made  at  this  time,  determine  the 
quantity  actually  tised  in  that  dryest  time,  and  thus  know  a  quan^ 
tity  which  could,  with  certainty,  be  relied  upon  in  an  extreme 
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drought,  and  one  upon  which  estimates  could  be  based  with  safety. 
This  quantity  I  found  to  have  been  1,950  cubic  feet  per  second, 
exclusive  of  that  used  at  the  sluice  for  passing  rafts. 

The  quantity  here  excluded  I  could  not  at  the  time  form  a  judg- 
ment upon,  as  the  quantity  required  was  not  only  that  for  passing 
the  rafts  through  the  sluice  but  over  the  rapids  between  the  sluice 
and  the  race  from  the  mills.  This  was  evidently  in  excess  of  the 
quantity  that  would  be  required  at  a  well  constructed  sluice  at 
Treat's  falls  for  the  passage  of  rails ;  hence  I  could  report  that  at 
Treat's  falls  there  would  be  supplied  constantly  through  the  twen- 
ty-four hours,  in  the  greatest  drought,  the  quantity  necessary  for 
the  passage  of  rafts,  together  with  1,950  cubic  feet  per  second, 
that  could  be  applied  to  manufacturing  purposes ;  and  having  to 
report  without  seeing  the  river  in  its  lowest  stage,  1  could  only, 
from  the  data  gathered  and  my  measurements,  express  my  confi- 
dence that  the  quantity  that  can  be  relied  upon  is  in  excess  of 
this,  probably  twenty-five  per  cent.,  possibly  fifty  per  cent. 

This  quantity  was,  however,  the  base  of  my  computation  of  re- 
sults, providing,  of  course,  room  for  the  use  of  any  further  quan- 
tity that  could  be  realized. 

With  a  constant  fall  of  fifteen  feet  and  no  pond,  the  amount  of 
power  that  could  be  derived  from  this  water  would  be,  in  gross, 
3,315  horse-powers. 

With  the  proposed  dam  at  Treat's  falls  to  a  height  of  fifteen  feet 
above  mean  high  tide,  with  flash  boards  two  feet  high  in  time  of 
drought,  the  above  amount  used  in  connection  with  the  pond  and 
so  much  of  the  tide  as  can  be  used  to  advantage,  will  furnish 
during  the  working  hours  of  the  dryest  day  a  power  in  gross  of . 
9,000  horse-powers,  leaving  the  surface  of  the  water  at  evening 
level  with  the  top  of  solid  dam. 

During  the  night  the  pond  will  fill  to  top  of  flash  boards,  besides 
allowing  the  constant  use  of  1,473  horse^powers. 

The  advantage  that  can  be  taken  of  the  tide  in  connection  with 
the  large  pond  above  the  dam,  with  the  use  of  turbine  wheels,  is 
shown  in  this  increase  of  power  from  3,315  horse-powers  to  9,000 
horse-powers.  This  result  is  derived  from  calculating  the  expe- 
rience of  the  worst  day  of  a  dry  season  in  which  the  circum- 
stances would  be,  1,950  cubic  feet  of  water  per  second  being 
supplied  by  the  river,  and  high  tide  a  half  hour  after  starting  the 
factories  in  the  morning,  the  pond  being  full  to  top  of  flash  boards. 

This  is  one  of  the  many  cases  in  which  in  aa  unimproved  river 
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the  quantity  of  water  flowing  and  the  fall  are  items  by  themselves 
qaite  inadequate  to  present  the  capabilities  of  the  river  for  the 
development  of  power. 

The  9,000  horse-powers  that  can  be  derived  from  the  Penobscot 
by  the  construction  of  a  dam  at  Treat's  falls,  can  be  increased  to 
13,500  horse-powers  at  this  point  by  constructions  up  the  river, 
similar  to  those  upon  the  Merrimac. 

The  site  selected  for  the  dam  at  Treat's  falls  is  underlaid  by  a 
continuous  ledge  of  good  quality  throughout,  and  there  is  no 
question  of  the  practicability  of  constructing  a  dam  there  which 
shall  be  permanent,  and  never  require  repairs  that  will  interfere 
with  the  daily  use  of  the  water  of  the  river. 

The  length  of  the  overfall  designed  is  828  feet.  The  total 
length  of  canals  will  be  a  little  less  than  half  that  in  Lowell  to 
supply  the  same  power  to  the  same  area,  and  the  expense  of  con- 
structing them  here  will  be  very  light.  The  wheels  will  deliver 
their  water  directly  into  the  river,  thus  obviating  the  expense  of 
constructing  long  races  at  a  low  level. 

The  area  for  factory  sites  directly  below  the  dam  is  ample  for 
ihe  use  of  the  power  when  fully  developed,  and  remarkably  well 
adapted  for  this  use.  Entire  safety  in  time  of  freshets  will  be 
secured. 

The  material  for  foundations  is  very  good,  being  over  the 
greater  part  of  the  area  ledge,  at  a  convenient  depth,  and  where 
not  of  ledge  of  hard  gravel  and  clay. 

Building  stone  of  superior  quality  for  foundations  is  found  in 
available  positions  in  the  immediate  vicinity,  and  the  excellent 
Brewer  bricks  are  manufactured  close  at  hand. 

The  expense  of  constructing  factories  on  these  sites  will  be 
unusually  small,  and  there  will  be  the  great  and  unusual  advan- 
tage of  both  railroad  communication  and  of  free  navigation  in 
deep  tide  water  to  and  from  the  factory  yards." 

Baring — Washington  County. 
From  the  Returns  of  G.  F.  Todd,  Esq,,  of  Calais, 

One  Power. 

"  Baring  Mills,"  on  the  St.  Croix,  three  miles  above  the  mills  at 
Milltown,  (Calais.)  A  dam  extends  across  the  river  at  this  point, 
and  gives  about  10  feet  head  at  a  high  stage  of  the  river.  Im- 
provements are  as  follows : 
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English  side. 

Six  gangs ;  three  single  saws, 
six  lath  machines,  three  shingle 
machines. 

Will  cut  15,000,000  of  long 
lumber,  16,000,000  laths,  2,500,- 
000  shingles. 


American  side. 

One  gang;  one  lath  machine, 
one  shingle  machine,  one  carding 
machine  (not  in  operation.) 

Will  cut  2,000,000  feet  lum- 
ber, 2,000,000  laths,  1,000,000 
shingles. 


A  building  has  recently  been  erected,  40  by  60  feet,  three  stories 
high,  for  a  woollen  mill. 

Barnard — ^Piscataquis  County. 

From  Selectmen's  Returns. 
Several  Powers. 

"  Bear  Brook''  has  fall  sufficient  at  several  points  to  run  a  con- 
siderable amount  of  machinery  the  entire  year,  except  in  an  ex- 
tremely dry  season. 

Saw  and  grist  mill  in  operation  at  one  point.  Saw  and  shingle 
machine  on  the  east  or  main  branch  of  the  stream.  Also  a  saw 
mill  at  Egery  &  Williams'  slate  quarry  on  the  West  branch  of  the 
stream.  This  stream  is  not  half  so  large  as  Bear  brook  proper,  or 
East  branch;  yet  they  expect  to  saw  heavy  lumber  and  run 
machinery  for  quarrying  purposes. 

Valuable  power  for  quarrying  purposes  on  the  Green  brook,  as 
there  are  several  slate  ledges  and  veins  along  its  banks.  Also  on 
Front  and  Wells  brooks. 

The  best  of  slate  in  this  town.  The  Egery  and  Williams'  quarry 
has  been  in  operation  one  year,  and  so  successfully,  that  it  could 
not  be  purchased  for  ten  times  its  cost  one  year  ago.  The  pro- 
duct is  fully  equal  if  not  superior  to  any  slate  in  this  country. 
There  are  specimens  of  slate  about  five  feet  square,  and  about 
one-fourth  of  an  inch  thick,  as  it  came  from  the  ledge. 

An  immense  amount  of  lumber  of  all  kinds,  especially  spruce, 
hemlock  and  cedar.  Hemlock  is  almost  inexhaustible.  We  do 
not  think  there  is  another  place  in  the  State  where  the  Extract  of 
Hemlock  could  be  manufactured  with  a  greater  certainty  of  suc- 
cess.    Land  is  now  very  cheap  in  this  town. 

Bath — Sagadahoo  County.. 
From  the  Returns  of  Jam^es  Wakefield,  Esq. 

Three  Powers. 

"  Sewall's  Mill,"  a  tide  power,  fall  13  feeti  twenty  horse-powers, 
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will  grind  10,000  buBhels  of  grain,  and  saw  200,000  of  lumber. 
One  saw  operates  eight  months.  Two  wheels,  H.  Blake's  patent, 
thirty  and  thirty-six  inches  in  diameter  each. 

"  Rogers'  Mill,"  a  tide  mill  on  Whiskeag  stream,  sixteen  horse- 
powers, will  saw  800,000  of  lumber.  One  saw,  operates  nine 
months  yearly.     Kendall  wheel. 

"  Winnegance  Mill  Dam  Company's  privilege,"  a  tide  power, 
three  hundred  and  thirty-three  horse-powers^  will  saw  16,000,000 
of  lumber,  operates  nine  months.     Kendall  wheel. 

Market,  Bath,  Portland  and  Boston,  by  rail  and  sea. 

Two-thirds  of  the  above  power  (Winnegance)  is  in  Phipsburg ; 
one-third  in  Batii. 


Belfast — Waldo  County. 

Betums  of  John  H,  Quimby,  Esq. 

Ten  FowerSy  and  More. 

On  "Goose  river,"  which  empties  into  Belfast  bay,  directly 
opposite  the  wharves  of  the  city,  on  the  eastern  side  of  the  harbor. 
Fall  185  feet  in  three-fourths  of  a  mile,  the  river  running  that  dis- 
tance over  a  ledge.  It  flows  from  Goose  pond,  in  Swanville,  six 
miles  from  Belfast,  which  pond  contains  thirteen  hundred  ^cres, 
with  a  great  depth,  and  a  large  water  shed  draining  into  it.  It  is 
also  fed  by  springs  from  its  bottom  which  makes  a  steady  supply 
of  water  during  the  entire  year. 

At  the  outlet  of  this  pond,  there  is  a  solid  stone  dam,  so  that 
there  never  has  been  or  can  be  any  freshet  upon  the  river  to  do 
damage  to  buildings  or  dams,  that  are  or  may  be  erected  thereon. 
About  one>haIf  of  the  powers  upon  said  river  are  now  occupied. 

First.  At  the  mouth  of  the  river  near  the  bay,  there  is  now  in 
process  of  construction  a  stone  dam,  which,  when  completed,  will 
be,  on  top,  300  feet  long  and  20  feet  wide ;  and  26  feet  wide  at 
the  bottom,  SO  feet  in  height,  built  upon  a  ledge.  The  salt  water 
flows  at  full  tide  at  the  face  of  this  dam,  10  feet,  leaving  a  head  of 
water  in  the  pond  at  full  tide  of  20  feet,  and  at  or  near  low  tide  of 
30  feet. 

There  are  also  wharves  being  built  upon  each  side  of  said  stream, 
extending  from  the  dam  326  feet  to  the  bay,  one  of  which  will  be 
140  feet  wide ;  they  will  be  of  solid  rock  and  gravel,  and  vessels 
drawing  from  12  to  14  feet  of  water  can  load  or  discharge  at  the 
wharves  at  the  foot  of  this  dam. 
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The  pond  at  this  dam  will  contain  15  or  20  acres,  and  the  main 
travelled  road  from  Belfast  to  Searsport  crosses  the  pond  about 
50  rods  above  the  dam.  The  volume  of  water  at  this  dam  will.be 
equal  to  185  horse-power,  (this  power  being  calculated  upon  a 
turbine  wheel  about  five  feet  in  diameter.)  This  privilege  is  not 
occupied. 

Second.  The  next  fall  above  on  said  river  has  48  feet  head, 
equal  to  850  horse-powers,  and  is  not  occupied. 

Third.  The  next  above  this  has  15  feet  head,  equal  to  114  horse- 
powers, with  a  stone  dam,  and  is  occupied  for  a  grist  mill. 

Fourth.  The  next  fall  above  has  14  feet  head,  equal  to  100 
horse-powers,  has  a  stone  dam,  occupied  for  manufacture  of  paper. 

Fifth.  The  next  fall  has  10  feet  head,  equal  to  62  horse-powers, 
has  a  stone  dam,  is  occupied  for  the  manufacture  of  paper. 

Sixth.  The  next  has  18  feet  head,  equal  to  150  horse-powers, 
has  a  nice  stone  dam,  is  occupied  for  the  manufacture  of  paper. 

Seventh.  The  next  has  10  feet  head,  equal  to  62  horse-powers, 
has  a  stone  dam,  is  occupied  for  axe  factory. 

Eighth.  The  next  has  10  feet  head,  equal  to  62  horse-powers, 
has  a  stone  dam,  is  occupied  for  an  axe  factory,  {*'  Whiting's  axe 
factory.") 

Ninth.  The  next  has  13  feet  head,  equal  to  92  horse-powers, 
has  stone  dam,  and  is  occupied  for  the  manufacture  of  paper. 

Tenth.  The  next  and  last,  the  "  Mason  dam,"  has  a  fall  of  25 
feet  head,  equal  to  240  horse-powers,  has  a  stone  dam,  and  is 
unoccupied. 

The  powers  on  the  stream  used  for  the  manufacture  of  paper, 
are  occupied  by  the  Messrs.  Russell,  from  the  firm  of  William 
Russell  &  Sons,  Lawrence.  The  axe  factories  by  Messrs.  B. 
Kelley  &  Son,  and  Isaac  L.  Dunton. 

The  power  used  for  a  grist  mill  with  those  below,  including  the 
dam  at  the  outlet,  are  the  property  of  Hiram  E.  Pierce,  Esq. 

There  are  also  several  other  small  water-powers  within  the 
limits  of  the  city,  but  none  that  in  size  or  volume  can  compare 
with  this,  and  they  are  mostly  located  at  such  points,  that  no  heavy 
manufactory  could  be  established  upon  them;  they  are  mostly 
occupied  for  saw,  stave,  shingle,  grist  and  plaster  mills. 
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Belgrade — Kennebec  Cottnty. 

From  Selectmen's  Statement, 
Three  Powers. 

First,  "Belgrade  Mills ;^'  fall  ten  feet;  saw,  shingle  and  grist 
mills,  which  have  constant  enf^ployment ;  also  a  factory  for  the 
manufacture  of  thread-spools  and  excelsior,  which  does  a  large 
amount  of  business,  using  annually  5,000  cords  of  birch  and  poplar 
wood. 

The  power  is  very  inadequately  employed,  considering  the  great 
supply  of  water  and  excellence  of  the  location,  it  being  situated  at 
the  outlet  of  Great  pond,  which  is  about  eight  miles  in  length,  and 
has  an  average  width  of  two  and  a  half  miles,  and  is  supplied  by 
North,  McGraw,  and  other  ponds,  besides  numerous  large  and 
small  streams.  This  power  is  situated  six  miles  from  the  Maine 
Central  Railroad  station  at  Belgrade. 

Second,  at  the  outlet  of  McGrath  pond,  at  the  present  time 
undergoing  improvement,  there  having  been  erected  the  present 
season,  186T,  a  building  forty  by  fifty  feet,  three  stories  high, 
intended  for  machinery  of  various  descriptions ;  already  in  opera- 
tion, various  saw  mills,  and  grist  mill,  with  room  and  power  for 
more  mills  during  a  portion  of  the  season.  Height  of  fall,  ten 
feet. 

Third,  below  the  above  powers,  on  the  outlet  of  McGrath  pond, 
formerly  saw,  and  shingle  machine ;  at  present  not  used.  A  valua- 
ble power. 

Belmont — Waldo  County. 

From  Selectmen*^  Returns, 
Three  Powers. 

First,  on  "Tilden  Stream,"  the  outlet  of  Tilden  pond;  fall 
twenty-four  feet  in  half  a  mile. 

Second,  on  "Green  Stream ;''  fall  twenty  feet  in  a  half  mile. 

Third,  on  "  Cross  Stream  ;"  fall  fifteen  feet  in  one-fourth  mile. 

The  above  streams  are  connected  each  with  a  pond  two  miles  in 
circumference.  Two  mills  upon  them,  which  operate  about  six 
months.  Capacity  of  the  lakes  can  be  increased  by  dams.  One- 
fourth  of  the  basin  wooded. 

Market,  Belfast,  by  road. 

Benedicta  Plantation — Aroostook  County. 
Statement  of  (he  Assessors, 
There  is  no  water  power  in  this  plantation. 
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Benton — Ebnnbbeo  County. 

From  Selectmen's  Returns. 
Five  Powers. 

The  **  Lower  Falls,"  on  the  Sebasticook  river,  about  half  a  mile 
from  the  south  line  of  the  town.  Height  twelve  feet  in  half  a  mile. 
Works  all  the  year.  Grist  and  various  saw  mills,  and  brush-handle 
factory. 

The  "  Upper  Falls,"  half  a  mile  above  the  Lower  falls.  Height 
ten  feet  in  one  mile.  Works  all  the  year.  Saw  mill  and  match 
factory. 

The  "  Nine  Mile  Rips,"  about  one  mile  above  the  Upper  falls. 
Height  from  eight  to  twelve  feet  in*  one  mile.  No  improvements. 
Could  work  all  the  year  if  improved. 

"Hunt's  Mill,"  on  the  Fifteen-Mile  stream.  Pall  nine  feet, 
horizontal  run  one  mile.     No  improvements. 

"Hanscom's  Mills,"  on  Fifteen-Mile  stream.  Height  fifteen 
feet  in  two  miles.  Improvements,  various  saws,  planing,  last, 
and  shingle  machines,  and  tannery. 

The  mills  on  the  Fifteen-Mile  stream  operate  about  three-fourths 
of  the  year ;  the  tannery  all  the  year. 

Machinery  not  of  the  best  sort  for  economizing  power.  Kim- 
ball, Tuttle,  and  Atkins  wheels ;  the  last  regarded  the  best. 

The  power  on  the  Sebasticook  could  be  greatly  increased  by  the 
improvement  of  the  ponds  for  reservoirs.  An  artificial  reservoir 
of  1,000  acres  could  be  readily  constructed  on  Fifteen-Mile  stream, 
above  Hanscom's  Mills.  This  stream  also  connects  with  Albion 
pond.     See  reservoirs.  Part  II,  pages  95-96. 

No  danger  from  freshets ;  range  of  water  on  the  Sebasticook  a 
little  over  six  feet ;  on  the  Fifteen-Mile  stream  about  six  feet. 

Rocks,  granite  and  slate ;  excellent  for  building  purposes.  Lay 
of  the  land  about  the  falls  convenient  for  the  erection  of  mills. 

Vahjis  of  Aggregate  Products.  At  Hanscom's  mills,  $2*7,000 ; 
Sebasticook  lower  falls,  $10,000 ;  Sebasticook  upper  falls,  $6,000. 

Accessibility. — ^The  Sebasticook  upper  and  lower  falls  are  about 
two  miles  distant  from  the  depot  of  the  Maine  Central  Railroad  at 
Kendall  Mills.  Hunt's  and  Hanscom's  are  about  four  miles  from 
the  depot  of  the  same  railroad  at  Clinton.  Lumber  goes  to 
Augusta  and  other  points  by  water. 
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Berwick— York  County. 

From  the  Betums  of  the  Selecifmen. 
Six  Powers. 

All  on  Salmon  Falls  river,  the  first  four  constituting  the  *'  Great 
Falls/'  and  the  last  two  the  '*  Salmon  Falls.'*     More  definitely — 
No  1,  the  Mast  Point  Privilege,  8  feet^fall. 

No.  2,  Great  Falls  Manufacturing  Co.'s  upper  level,      33       " 
No.  3,     ''         "  "  "      2d  "  33       " 

No.  4,     *'        "  **        .        ''       3d  "  33 

No.  5,  Salmon  Falls,        "  "      upper     "  19 

No.  e;       ''  "  "  "      lower     "  22 

Total,  148  feet,  of  which  10?-  are  obtained  in  two  miles,  and  41 
in  about  50  rods. 

No.  1  is  simply  a  feeder  for  the  next  three.  It  is  filled  by  night 
and  drawn  down  by  day,  and  thus  no  water  runs  to  waste  by 
night.  It  is  supplied  by  the  reservoir  ponds  above,  from  which  is 
drawn  in  twenty-four  hours  what  the  mills  of  the  Great  Falls 
Manufacturing  Company  use  in  eleven.  This  quantity  is  409 
cubic  feet  of  water  per  second,  which  if  used  on  a  fall  of  eight 
feet  would  give  an  absolute  power  of  3?1  horse-power,  but  the 
great  variation  in  the  head  renders  it  of  little  value  for  operations 
at  dam  No.  1. 

The  above  quantity  flows  to  Nos.  2,  3  and  4,  successively,  and 
would  give  1,630  horse-powers  to  each,  or  4,690  horse-powers  to 
the  three.  It  then  flows  to  Nos.  6  and  6,  and  would  give  respec- 
tively 880  and  9Y3  horse-powers.  As  the  thread  of  the  Salmon 
Falls  river  is  the  boundary  line  between  this  State  and  New 
Hampshire,  only  one-half  this  power,  or  3,221  horse-powers,  is 
in  this  State. 

The  power  on  Nos.  2,  3,  6  and  6,  or  5,913  horse-powers,  is  all 
taken  up  by  cotton  mills,  and  about  a  quarter  of  No.  4  by  a  small 
woollen  mill.  Three-quarters  of  this,  or  1,148  horse-powers,  are 
as  available  in  this  State  as  in  New  Hampshire. 

The  mills  run  all  the  year.  The  wheels  are  turbines  and  breast, 
and  the  useful  effect  is  two-thirds  of  the  power  expended,  i.  e., 
the  power  above  given. 

The  first  three  privileges,  and  the  ponds  mentioned  below,  are 
owned  by  the  Great  Falls  Manufacturing  Company,  and  the  last 
two  by  the  Salmon  Falls  Manufacturing  Company. 

The  stream  is  fed  by  eight  ponds,  all  used  as  reservoirs,  and 
containing  3,759  acres,  mostly  in  this  State.    The  above  are  all  the 
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ponds  connected  with  the  stream.  Dams  are  already  erected  as 
high  as  possible  without  serious  damage  to  rail  and  highways. 

Destructive  freshets  are  unknown.  By  the  exercise  of  its  right 
of  controlling  the  reservoirs,  the  Great  Falls  Manufacturing  Com- 
pany maintains  a  uniform  stream  the  year  round.  In  the  spring 
freshets  a  rise  of  three  feet  is  an  unusual  occurrence. 

Underlying  rocks,  granite  and  trap.  Brick  clay  is  also  abun- 
dant. No  difficulty  in  locating  mills,  Ac.  One-eighth  of  the  basin 
covered  with  woods. 

As  regards  the  effect  of  the  improvement  of  the  power,  there 
was  little  more  than  a  bare  settlement  before  the  building  of  the 
mills.  Estimates  from  the  census  of  1860  show  that  iji  Berwick, 
Somersworth  and  Rollinsford,  a  population  of  about  9,000  has 
been  brought  together  by  the  erection  of  mills  on  the  falls  above 
described. 

Annual  production  in  1856,  for  example,  2T, 634,255  yards  cloth, 
valued  at  the  mills  at  $910,571.49. 

Market,  Boston,  by  rail  or  water,  after  four  miles  of  teaming. 

Several  small  powers  in  town,  as  Horn's  saw  mill,  Goodrich's 
saw  mill,  Spencer's  shingle  mill,  all  on  Little  river ;  Guptill's  saw 
mill  and  shingle  mill  on  Beaver  Dam  brook ;  Mclntire's  sash,  door 
and  blind  factory  on  Salmon  Falls  brook,  etc. 

Bethel — Oxford  County. 
From  the  Statement  of  C,  F.  Walker y  Esq.,  and  of  the  Selectmen. 

Seven  Powers. 

Five  on  "  Alder  Stream,"  which  is  the  outlet  of  ponds  covering 
1,000  acres,  and  has  a  descent  of  TO  feet  in  one-fourth  of  a  mile. 

First,  the  upper,  Hodsdon  &  Brown's  saw  and  shingle  mill ;  fall 
12  feet ;  works  about  five  months  in  the  year.  With  improved 
machinery  could  operate  all  the  year. 

Second,  Russell's  Bedstead  and  Furniture  Mill;  fall  11  feet; 
works  all  the  year.  Machinery  not  economical  of  power.  Capa- 
ble of  turning  out  with  best  machinery  10,000  bedsteads  per 
annum.     L.  &  L.  W.  Russell. 

Third,  Walker's  grist  and  flour  mill ;  fall  15  feet;  three  runs  of 
stones ;  works  all  the  year.     Very  superior  building.     Machinery 
good,  but  not  the  best  for  economizing  power.     Would  grind 
100,000  bushels  per  annum  with  best  wheel.     Owned  by  C.  F. 
Walker. 
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Fotuth,  Ripley's  shingle  and  threshing  mill,  fall  six  feet.  Ma- 
chineiy  of  poor  construction.  Would  saw  2,400,000  shingles  with 
suitable  wheel. 

Fifth,  unimproved ;  fall  about  six  feet. 

All  the  above  powers  are  situated  within  three  or  four  rods  of 
the  Grand  Trunk  Railway,  which  runs  beside  the  stream  for  some 
distance.  They  are  all  perfectly  safe  against  freshets  or  ice,  the 
stream  being  fed  almost  wholly  by  ponds.  The  largest  pond  could 
be  raised  four  feet  or  more  for  a  reservoir,  at  little  expense. 

Sixth,  Ohapman  Brook  power ;  fall  20  feet. 

Seventh,  on  "  Mill  brook,''  in  Bethel  village. 

Granite  abundant. 

Market,  Portland,  by  Grand  Trunk  Railway. 

BmDKFORD — YOBK   CoUNTY. 

Statement  of  J.  O,   Oarland,  Esq. 

[See  elflo  «  Biddeford  end  Seoo."] 

Two  Powers. 

First,  "  Swan-Pond  Falls,"  on  the  outlet  stream  of  Swan  pond, 
a  short  distance  from  Si^co  river;  eight  feet  head  and  fall,  20 
horse-power  for  eight  montiis  of  the  year.    Saw  mill. 

Second,  "  Curtis  Palls,"  on  Little  river,  not  far  from  its  mouth ; 
eight  feet  head  and  faQ,  15  horse-power  for  eight  months  of  the 
year.    Saw  mill. 

BiDDKPORD  AND  SaCO — ^YORK  ColTNTY. 

From  the  Returns  of  the  Mayor  of  Saco,  and  from  the  Statement 
and  Plan  furnished  by  J,  O,  Garland,  Esq,,  of  Biddeford, 

[See  el80  "Biddeford,"  and  «<Seoo.*'] 

Two  Powers. 

First  '*  Saco  Falls,"  on  the  Saco  river,  four  miles  fi*om  its  mouth 
and  at  the  head  of  tide.  There  are  two  pitches ;  the  upper  eight 
feet ;  the  lower  82  feet ;  about  an  eighth  of  a  mile  apart.  The 
river  is  divided  at  the  lower  falls  into  two  channels;  the  "main 
river"  and  the  *'  east  branch." 

Volume  of  water. --An  the  time  of  extreme  low  water,  in  a  drouth, 
18,000  cubic  feet  per  minute  for  the  24  hours  are  commanded,  or 
about  40,000  cubic  feet  for  11  hours  a  day.  The  water  is  so  care- 
fidly  husbanded  Mid  the  machinery  is  so  excellent,  that  the  power 
realised  is  160,000  spindles  for  the  class  of  goods  now  manu- 
factured. 

13 
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Upon  reference  to  Part  II,  pag^  TT,  it  will  be  seen  that  the  de- 
velopment of  the  reservoirs  of  the  river  would  increase  the  power 
at  this  point  very  greatly.  The  more  important  improvements 
however,  as  the  storage  of  Ot.  Ossipee  pond  to  a  larger  depth,  and 
the  conversion  into  reservoirs  of  the  low  lands  above  Oreat  Falls, 
would  be  attended  with  considerable  expense  for  flowage. 

In  ordinary  seasons  there  is  much  more  power  at  lowest  run 
than  the  above  specified ;  and  in  all  seasons  a  far  greater  amount 
for  nine  or  ten  months  of  the  year. 

Lay  of  the  land, — Naturally  only  moderately  favorable,  the 
banks  being  rough,  high,  and  composed  of  tough  ledge.  The  best 
of  granite  within  a  mile. 

Accessibility, — ^The  falls  are  a  short  distance  only  from  railroad 
to  Portland  and  Boston ;  and  as  stated  above,  are  at  the  head  of 
tide;  vessels  drawing  10  feet  coming  to  the  foot  of  the  lower  fall. 
River  open  to  navigation  eight  or  nine  months  of  the  year. 

Improvements. — On  the  Saco  side : — On  the  upper  fall  a  gang 
saw  mill  turning  out  80,000  feet  lumber  per  24  hours  ;  single  saw 
.7,000  feet ;  box  machines  making  300  sugar-box  shocks  per  day ; 
heading  machines  capable  of  turning  out  500  pairs  hogshead  heads 
daily. 

On  the  lower  fall  and  main  river  the  York  Corporation,  454 
Ixorse-powers.  H.  Temple,  agent,  five  mills,  25,000  spindles,  capi- 
tal stock,  $1,200,000 ;  employing  300  males  at  an  average  of  $1.50 
^per  day ;  600  females  at  $1.00  per  day.  Goods  furnished,  tickings, 
denims,  pantaloon  stuff,  etc.  Also  on  the  lower  fall,  east  branch 
of  the  river,  a  grist  mill  with  three  runs  of  stones ;  a  plaster  mill ; 
a  manufactory  of  carriage  wheels  ;  planing,  turning ;  also  unem- 
ployed water-power,  50,000  spindles  thereof,  available  nine  months 
of  the  year. 

:Annual  production  of  all  the  powers  in  Saco :  of  the  cotton 
manufactures,  $1,000,000;  of  the  lumber  manufactures,  $250,000. 
Power  on  the  Saco  side,  owned  by  the  Saco  Water-Power  Com- 
pany ;  agent,  Thomas  Quimby,  Biddeford.  About  40  horse-powers 
of  steam-power  are  employed  in  Saco  in  tanneries  and  brick  yard. 
Population  of  Saco,  6,000 ;  six  churches ;  13  school-houses ;  20 
school-rooms ;  expenses  for  schools,  1866,  $f  ,456.02.  Valuation, 
1866,  $3,358,460. 

Power  on  the  Biddeford  side,  owned  by  the  Laconia  Company, 
Pepperell  Company,  and  Saco  Water-Power  Machine  Shop  Com- 
pany.   Products  for  186T  about  $1,000,000. 


Dir.  IL]  THB  WATBE  POWBBS.  ;19^ 

Second,  *'  Little  Falls/'  on  Saco  riveri  five  feet  foar  inches  tsU 
in  80  rods.  The  channel  is  straight  and  smooth  and  about  five 
feet  deep.    Not  improved. 

Bingham — Somerset  CotrNTY. 
From  Selectmen's  Returns. 

[See  ftlBo  '<  BioghMn  and  Momow.''] 

One  Power. 

"Holway's  Shingle  Machine/'  on  Fall  brook.  Works  about 
three  months. 

Market,  Skowhegan,  and  other  points  on  the  Kennebec. 

BiKOHAV  AND  MoSCOV — SOKKBSKT  CoUNTT. 

From  the  Returns  of  Bingham  and  Moscow, 

[See  sUo  <*  BiDgham,"  and  **  Mofleow."] 

One  Power. 

"Ooodrich's  Mills/'  on«the  Austin  stream.  Three-fourths  of 
the  dam  is  in  Moscow ;  saw,  grist,  shingle,  clapboard  and  lath 
mills,  in  Bingham.  Operates  the  whole  year;  but  owing  to  a 
leaky  dam  has  to  stop  in  a  severe  drouth. 

Numerous  and  large  ponds  above  on  the  stream.    See  page  96, 
Austin  ponds.    Freshets  heavy.    Slate  rock  abundant  about  the. 
iUl.    Basin  of  the  stream  nearly  all  covered  with  forests. 

Maarket,  Skowhegan,  twenty*five  miles  distant. 

Blanchard — Piscataquis  County. 

From  Selectmen's  Returns,  and  a  Flan  of  the  Streams. 

Several  Powemi. 

The  Piscataquis  West  branch  for  the  distance  of  a  mile  has  a, 
All  of  200  or  300  feet,  and  is  a  violent  torrent.  The  banks  are 
veiy  rough  and  ledgy,  so  that  only  a  part  of  the  power  could  be> 
put  to  use  except  at  considerable  expense.  These  are  the  so- 
called  "  Orand  Falls.''  They  are  situated  below  the  forks  of  the. 
west  branch. 

'^ Blanchard  Village  Power,"  eight  feet  fall;  water  for  saw, 
shingle,  and  g^rist  mills,  nine  months  of  the  year. 

In  the  southwest  comer  of  the  town,  on  Thorn  brook,  the  outlet 
of  ponds ;  formerly  used  for  saw  and  shingle  mills,  not  in  use  at 
present ;  large  reservoirs  feasible. 
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Numerous  lakes  in  connection  with  the  streams,  all  susceptible 
of  improvement  at  little  cost.  See  last  part  of  the  first  Table> 
Part  II,  page  107.  Freshets  harmless.  Building  stone  abundant 
and  good. 

Market,  Dexter,  twenty  miles  distant. 

Blukhill — Hancock  County. 

FroTii  Selectmen's  SlcUement. 

NumercuB  Powers. 

Several  on  the  outlet  stream  of  tiie  "  Four  Ponds ;"  ponds,  300 
acres,  can  be  flowed  sufficiently  to  run  two  saws  the  entire  year. 
The  extreme  length  of  stream  and  ponds  three  and  one-half  miles. 
Upper  pond  elevated  about  200  feet  above  the  mouth  of  the  stream. 
Two  falls  occupied  on  the  stream. 

'*  Allen's  Mill,"  at  its  mouth,  about  three  and  one-half  miles 
from  Bluehill  village.  An  old-fashioned  fly  wheel.  Oan  be  run 
about  four  months  in  the  year,  and  will  cut  about  300,000  feet  of 
lumber. 

About  two  miles  from  Allen's  mill,  and  about  one  and  three* 
fourths  miles  from  the  village,  "  G-rindle  &  Stover's  Mills,"  saw 
and  shingle.  Stave  mill  has  a  horizontal  paddle  wheel,  saws  about 
200,000  staves  per  year. 

Several  upon  the  ''Head  of  the  Bay  Stream."  Stream  is  about 
six  miles  in  length.  The  ''  upper  dam,"  about  one  and  one-fourth 
miles  from  the  mouth  of  the  stream,  flows  100  acres  as  a  reservoir. 
100  or  125  feet  fall  from  dam  to  mouth  of  stream. 

Four  mills  on  this  stream,  on  as  many  diflerent  dams,  all  within 
100  rods  of  its  mouth,  viz :  saw,  grist,  shingle,  and  stave  mills ; 
each  having  a  head  and  fall  of  about  12  feet.  Mills  operate  four 
months  yearly. 

One  or  more  on  Noyes'  pond  stream,  with  a  pond  of  about  50 
acres.  A  saw  mill  at  its  mouth,  old-fashion  fly  wheel.  Abnnd^ 
ance  of  water  for  one  saw  in  the  wet  season  of  the  year,  but  fafls 
soon. 

Some  are  located  upon  McHeard's  stream,  three  and  a  half  miles 
in  length,  and  connected  with  a  pond  of  about  80  acres,  which 
holds  out  most  of  the  year.  Saw,  shingle,  and  stave  mills.  Old- 
fitshion  fly  and  tub  wheels  run  about  half  the  time. 

As  many  more  and  quite  as  eligible  &I1b  unoccupied  on  the 
above  named  streams. 
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"Tide  Mill/'  10  acres  of  pond,  grist  mill,  horizontal  paddle 
wheel,  with  ordinary  tides,  has  sufSoient  water  to  drive  all  its 
machinery* 

About  200  rods  south  of  the  tide  mill,  are  situated  ''  Bluehill 
Falls/'  This,  as  a  tide-water  power,  is  probably  unsurpassed  in 
the  State.  The  ^11  flow  of  the  tide  rushes  through  a  passage 
about  1*75  feet  in  width  at  high  water  mark,  into  a  basin  or  pond, 
about  two  mOes  in  length  and  half  a  mile  in  breadth.  Tributary  to 
the  pond  are  the  Four  Ponds  stream,  above  named,  and  one  otiier 
stream  nearly  as  large,  besides  several  smaller  ones.  This  fall 
can  be  easUy  dammed,  there  being  abundance  of  good  granite 
within  one-fourth  of  a  mile. 

BooTHBAY — Lincoln  County. 

From  Selecimen's  Returns, 

Three  Powers. 

First,  at  the  outlet  of  Adams'  pond,  a  saw  and  carding  machine. 
Former  operates  four  months. 

Second,  at  the  outlet  of  Reed's  pond. 

Third,  on  Mill-Oove  stream. 

Artificial  reservoirs  of  medium  capacity  are  feasible.  Suitable 
rocks  for  building. 

BowDoiN — Sagadahoc  County. 
From  Selectmen's  Returns, 

ITine  Powers, 

First,  on  Eaton  stream  in  the  east  part  of  the  town,  carding, 
fcdling  and  threshing  machines.     Fall  about  15  feet. 

Second,  below,  a  very  good  privilege,  old  grist  mill  not  used, 
fall  of  12  feet.  The  above  would  run  half  of  the  time  throughout 
the  year. 

Third,  in  the  northeast  part  of  the  town,  saw  and  shingle  mill 
on  Dead  river.  Fall  about  eight  feet.  If  the  dam  were  good, 
would  saw  three-fourths  of  the  year.  Large  quantities  of  hemlock, 
spruce  and  all  kinds  of  hard  wood  near  this  mill. 

Fourth,  two  miles  below,  on  the  Cathance  stream,  the  "  Huff 
Mill."    Head  of  10  feet,  and  the  best  mill  privilege  in  town. 

Fifth,  Sixth,  etc.  Two  or  three  good  privileges  for  mills  of  any 
kind  on  this  river,  with  enough  water  to  carry  a  saw  mill  three* 
fourths  of  the  year. 
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Eighth,  a  grist  mill  at  the  outlet  of  Gadsar's  pond ;  fall  10  feet. 
Mill  operates  about  half  of  the  time.  « 

Ninth,  saw,  grist,  shingle,  picket  and  threshing  machines  on 
Purington  stream ;  fall  eight  feet ;  water  enough  to  carry  most  of 
the  machinery  about  one-half  of  the  time. 


BowDoiNHAM — Sagadahoc  County. 
Selectmen's  Statement, 
The  water-power  in  this  town  is  unimportant. 

BOWERBAKK — PiSCATAQUIS   CoUNTT. 

From  Selectmen's  Behtma. 
Several  Fowers. 

On  Mill  brook.  Long-pond  and  Buttermilk  streams.    None  axe 

employed. 

Long  pond  covers  1.50  square  miles.  A  20-foot  fall,  in  Howard, 
on  its  outlet. 

The  Buttermilk  stream  is  tributary  to  Long  pond.  There  are 
three  ponds  upon  said  stream. 

At  the  foot  of  the  lower  is  a  privilege  upon  which  by  fluming  a 
fall  of  twenty  feet  can  be  had. 

A  good  site  above,  at  the  foot  of  one  of  the  ponds. 

Ponds  can  be  flowed,  also  swamp  land.  Abundant  stone  for 
building ;  basin  of  streams  nearly  all  forest-covered. 

"  We  are  in  great  need  of  mills,  as  the  nearest  are  six  miles  off." 

Market,  Dover,  by  road. 

BowTOWN  TowNSfflp — Somerset  Oouirrr. 
StatCTnent  of  Joseph  Clark,  Esq,,  of  Garratunk. 

[See  alflo  *<  Bowtown  Towoship  and  Forki  Plantation,''  also  «6owtown  Township  and 

Township  No.  1."] 

Several  Fowers. 

Situated  on  the  outlet  stream  of  Pierce  pond.  Stream  is  very 
rapid  thi'oughout,  and  at  several  points  can  be  used  advanta- 
geously for  power.  The  pond  covers  8.50  square  miles,  and  is 
raised  10  feet,  forming  a  large  reservoir.  Storage  now  used  for 
log-driving. 

Powers  all  unimproved. 
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BowTowN  Township  and  Fobxs  Plantation — Soxihsbt  County. 
Statement  of  J,  M,  Haynes,  Esq,,  of  Augusta. 

[See  also  "Bowtown  Township,''  and  "Forks  Plantation." 

One  Power. 

"  Stand-TJp  Rips,"  on  the  Kennebec  river,  one  mile  above  the 
Forks,  20  feet  fall  in  100  feet,  ledge  bottom,  good  site  for  dam, 
ready  of  access,  would  operate  heavy  machinery  the  year  through. 

No  improvement. 

BowTowN  Township  and  Township  No.  1 — ^Somebset  County. 
Statement  of  J,  M,  Haynea,  Esq,,  of  Augusta, 

[See  also  **Bowtown  Township,"  and  *<  Township  No.  1."] 

Several  Fowers. 

The  "Dead  River  Rapids,"  on  the  Dead  river,  between  the 
Forks  and  Grand  falls,  a  distance  of  twelve  miles.  The  descent  is 
gradual,  tiie  current  swift,  with  good  sites  for  dams ;  the  volume 
of  water,  by  the  use  of  the  numerous  ponds  above,  can  be  made 
constant  and  large  at  all  seasons ;  the  ponds  are  already  to  a  con- 
siderable extent  improved  for  storage  for  lognlriving.   See  page  95. 

None  of  the  privileges  improved. 

Bradford — ^Penobscot  County. 
From  Ike  Selectmen's  Betums,  and  a  Plan  of  the  Streams. 

Ten  FowerSy  Small. 

Four  on  the  west  branch  of  Dead  stream,  each  of  which  will  run 
a  saw  for  half  the  year.  One  in  the  north  part  of  the  town.  Three 
in  the  east  part  of  the  town.  Two  on  Farber  brook  in  the  west 
part  of  the  town,  which  will  operate  about  four  months. 

No  lakes  or  ponds  in  the  vicinity.  Total  products,  in  value, 
about  $8,000. 

Market,  Bangor. 

Bradley — Penobscot  County. 

[See  Appendix.] 

Brassua  Township — Somerset  County. 
Statement  of  ffeman  Whipple,  Esq.,  of  Solon. 

One  Fower,  or  More. 

About  two  miles  above  the  lake,  fall  ten  feet ;  more  may  be  had. 
Good  site  for  dam.     Several  small  falls  above. 
Quite  a  number  of  small  ponds  on  various  streams  for  reservoirs. 
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Brbxen — ^LiNOOLN  County. 

From  Selectmen's  JSetums. 
Pour  Powers. 

First  and  Second,  on  the  outlet  of  Muscongus  pond.  Upper 
power  is  about  a  mile  above  the  lower,  and  the  lower  is  at  the 
head  of  tide.  Fall  of  forty  feet  in  a  mile.  The  upper  power  is 
improved  in  a  siiw  and  grist  mill.  The  lower  power  is  not  used. 
About  1,500,000  of  lumber  are  cut  annually.  Mills  operate  about 
seven  months. 

Third,  a  tide  power,  "  Keen's  Mill  Pond,"  near  the  centre  of 
the  town.     Not  improved. 

Fourth,  a  tide  power,  "Broadcove  Mill  Stream,"  in  the  northern 
part  of  the  town.     Not  improved. 

The  tide  flows  and  ebbs  about  ten  feet.  Muscongus  pond  is  a 
mile  long  and  half  a  mile  wide ;  can  be  made  a  good  reservoir. 
Artificial  reservoirs  feasible  at  small  expense.  Rock,  mostly 
granite.    Basin  one>half  wooded. 

Market,  all  points  by  water. 

Brewer — Penobscot  County. 

From  Selectman's  Returns. 
Seven  Powers. 

All  situated  on  Segeunkedunk  stream,  within  a  running  distance 
of  two  and  a  half  miles.  The  height  of  the  fidls,  beginning  at  the 
lower,  is  twenty,  fourteen,  four,  twelve,  ten,  fourteen  and  twelve 
feet  respectively. 

One  gang  of  saws,  two  single  saws,  and  a  shingle  mill,  all  upon 
tide  water  at  Brewer  village.  This  power  is  estimated  at  150 
horse ;  an  excellent  site  for  cotton  or  woollen  factory. 

The  shingle  and  grist  mills  operate  all  the  year ;  the  saw  mills 
about  eight  months.     Breast  wheel. 

Stream  connected  with  two  ponds,  one  three  and  five-tenths  by 
one  mile,  the  other  one  by  one  mile ;  it  has  also  the  flowage  of  2,200 
acres  of  meadow.  The  large  pond  has  a  dam  ten  feet  high ;  could 
have  four  feet  more  head. 

Freshets  harmless ;  stream  very  constant ;  in  full  working  con. 
dition  even  when  the  mills  on  the  Penobscot  are  stopped  for  want 
of  water. 

The  saw  mills  cut  about  4,000,000  feet  of  lumber  annually. 
Small  part  of  the  power  used. 

Market,  all  points  by  sea ;  vessels  load  at  wharves  close  b^  the 
mills. 
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BBII>€m>N — OUICBBBLIKD  OOUMTT. 

Belectmen's  Statement. 

Twenty-Two  Powers. 

First  to  Twelfth,  inclusive.  On  Stevens'  brook,  the  outlet  of 
Crotched  pond ;  capable  of  working  machinery  from  that  of  a  saw 
and  grist  mill  to  a  large  woollen  factory.  Dam  at  outlet  of  pond 
will  reserve  five  feet  of  water.  First,  "  Cumberland  Mills,''  12 
feet  fall.  Second,  four  feet  fall;  sash  and  blind  factory,  both 
owned  by  R.  Gibbs.  Third,  saw  mill,  carriage  factory,  and 
foundry;  B.  Walker.  Fourth,  12  feet  fall,  ''Pondicherry  Mills," 
machine  shop,  and  grist  mill;  Storer  Bros.,  Davis  &  Littlefield. 
Fifth,  "Johnson's  Falls,"  12  feet;  saw  mill.  Sixth  and  Seventh, 
sites  for  two  dams,  fall  28  feet ;  unimproved.  Eighth,  12  feet  fall, 
"Forest  Mill,  No.  1."  Ninth,  12  feet  fall,  "Forest  MUl,  No.  2," 
all  owned  by  Taylor  &  Perry.  Tenth  and  Eleventh,  sites,  fall  26 
feet ;  unimproved ;  owned  by  S.  F.  Perley,  Esq.  Twelfth ;  site, 
20  feet  fall ;  owned  by  H.  Little ;  unimproved.  Total  fall  about 
150  feet  in  one  and  one-half  miles. 

Thirteenth  and  Fourteenth.  On  Wood's  pond  outlet.  First,  10 
feet  fall;  saw  and  grist  mill,  Berry  Bros.  Second,  10  feet  &11 ; 
grist  mill. 

Fifteenth  and  Sixteenth.  At  North  Bridgton.  First,  20  feet, 
bedstead  and  furniture  factory,  saw  and  grist  mill,  Hon.  L.  Brown. 
Second,  16  feet  fall ;  tannery  and  shingle  mill,  F.  W.  Tarr. 

Seventeenth  and  Eighteenth.  On  Bear  brook.  First,  12  feet 
fall;  saw  and  grist  mill,  A.  Sampson.  Second,  site,  fall  not 
reported ;  unimproved  ;  E.  Adams.  * 

Nineteenth.  On  Adams'  pond  outlet.  South  Bridgton ;  12  feet ; 
carriage  factory,  0.  J.  Libby. 

Twentieth,  Twenty-First  and  Twenty-Second,  On  Ingalls  pond 
outlet,  three  dams.  First,  20  feet  fall ;  saw  mill.  Second,  eight 
feet  fall ;  grist  mill,  by  Fosters.  Third,  10  feet ;  machine  shop, 
by  Knapps. 

The  dams  on  Stevens'  brook  are  chiefly  of  granite  laid  in  cement ; 
those  on  the  other  streams  with  very  few  exceptions  are  perma- 
nently made  of  stone  and  gravel.  Generally  the  best  of  machinery 
is  employed. 

Annual  production  of  the  various  mills,  $600,000. 

Amount  of  water  in  Stevens'  brook,  from  Crotched  pond  to  Pon- 
dicherry  mills,  300  square  inches,  under  12  feet  fall ;  including 
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said  mills  to  Long  pond,  450  square  inches,  under  12  feet  fall. 
The  Woods  pond  outlet  falls  into  Stevens'  brook  above  Pondi- 
cherry  mills.  Power  of  the  other  streams  is  sufficient  to  drive  all 
the  machinery  that  is  employed,  during  ordinary  seasons. 

Stevens'  brook  is  supplied  by  Orotched  pond,  area  of  about  three 
square  miles,  and  that  by  Stevens'  pond,  of  one  square  mile.  Also 
by  Woods  pond,  of  one  and  a  half  square  miles,  and  that  by  an- 
other of  50  acres.  Brown's  is  supplied  by  Moose  pond,  area  one 
and  a  half  square  miles.  Sampson's  by  Bear  pond,  of  one  square 
mile.  Libby's  by  Adams'  pond,  three  fourths  square  mile.  Res- 
ervoirs of  100  to  500  acres  could  be  made,  aild  at  trifling  cost. 
Several  of  said  ponds  could  be  raised.  Perhaps  50  per  cent,  of  the 
above  power  is  in  use.  There  is  a  constant  supply  of  water,  with 
one  or  two  exceptions,  for  all  the  powers  named  in  the  foregoing 
list. 

Oranite  in  ledge  and  boulders  sufficient  for  all  building  purposes. 
Buildings  principally  of  wood  above  the  basement.  Clay  in 
abundance  for  making  the  best  of  brick. 

Fifty  per  cent,  of  the  basin  of  the  streams  covered  with  forest. 
Lay  of  land  for  building,  above  the  average. 

Market,  Bridgton  and  adjoining  towns ;  Portland  and  Boston ; 
conveyance,  canal  in  summer,  team  and  railroad  in  winter. 


Briogbwateb — Aroostook  County. 

From  Selectmen's  Returns, 
Five  Powers. 

First,  the  "  Bond  Power,"  on  the  Presque  Isle  stream  of  the  St. 
John,  forty  rods  from  Maine  State  line.  The  dam  is  chiefly  natu- 
ral, and  the  artificial  part  rests  on  solid  rock.  Grist,  saw  and  two 
shingle  mills.  Properly  managed,  this  power  would  run  twelve 
months  in  the  year  a  grist  mill,  a  gang  saw  mill,  two  shingle 
machines,  a  machine  shop,  and  a  large  woollen  and  cotton  factory. 
Immediately  above  the  mill  the  Whitney  brook  connects  with  the 
stream  forming  a  part  of  the  mill  pond.  There  are  no  lakes  of 
any  account  on  the  Presque  Isle  stream.  Small  proportion  of  this 
power  used. 

Second,  "Whitney  Brook  Power,"  a  natural  privilege  just 
across  the  point  made  by  the  Presque  Isle  stream  and  Whitney 
brook,  A  good  site  for  dam  (which  would  be  very  short)  on  a 
rock.    Large  flowage  and  plenty  of  reservoirs  at  the  head  of  the 
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brook.    This  would  driye  the  machineiy  of  a  large  woollen  fitctoiy, 
machine  shop,  &c.,  all  the  year. 

Third;  Fonrth,  and  Fifth,  good  privileges  on  the  Presque  Isle 
stream,  from  one  to  four  miles  above.  All  are  capable  of  supply- 
ing water  for  a  small  amount  of  machinery  nearly  all  the  year,  if 
properly  managed.  Lumber  of  the  best  quality  on  the  streams, 
which  would  ftimish  work  for  two  saw  mills  twenty  years. 

BbIOHTON — SOMEBSET   CoUNT7. 

From  Selectmen's  Beiums. 
Four  Powers. 

First  and  Second,  upper  and  lower  "Weeks'  Falls,"  on  the 
Wesserunsett  river.  The  lower  fall  has  thirty  feet  descent  in  four 
rods,  with  a  stone  dam  at  the  head ;  no  mills.  Upper  fall  has  saw, 
grist  and  shingle  mills. 

Power  sufficient  to  carry  all  the  machinery  the  year  round.  On 
the  lower  fall  a  breast  wheel,  34  feet,  may  be  used. 

Third,  the  Cooly  falls,  on  the  same  stream. 

Fourth,  on  the  Wyman  brook.    Unimproved. 

The  Wesserunsett  is  fed  by  Weeks'  pond,  which  has  a  dam  six 
feet  high  at  its  outlet,  and  has  an  area  of  over  a  square  mile ;  range 
of  the  stream,  from  lowest  to  highest,  four  feet.  Sites  for  mills 
most  excellent.    Basin  thickly  covered  with  woods. 

Not  ten  per  cent,  of  the  power  used. 

Market,  Skowhegan,  by  road. 

Bbistol — Lincoln  County. 

From  the  Betums  of  0.  8t,  C.  (ySrien,  Jf.  D. 

Seven  Powers. 

The  Pemaquid  river  falls  50  feet  in  the  first  500  of  distance  from 
tide  water,  and  100  feet  in  the  first  two  miles,  or  from  "Bristol 
Mills  "  to  the  salt  water. 

First,  the  50  feet  constitute  the  "  Pemaquid  Falls."  The  privi- 
lege can  be  advantageously  divided  into  four  or  more  sites.  The 
only  improvement  at  present  is  a  grist  mill  and  carding  machine, 
using  an  insignificant  portion  of  the  power.  The  remnants  of  two 
ancient  dams  are  found  here,  of  the  history  of  which  no  one  in  the 
viciuity  has  knowledge.  Privilege  is  regarded  an  excellent  site 
for  a  manufacturing  enterprise  of  considerable  magnitude.  The 
lower  privilege  discharges  its  waters  directly  into  tide.  Vessels 
load  and  unload  within  50  rods  of  the  present  mill.    Excellent 


204  WAIBE  FOWIR  Of  MAINE.  [Paet  HI. 

opportunities  for  locating  miUs  and  dams,  on  a  coarse  granite 
which  underlies  the  stream  and  banks  for  two  miles  back. 

Second,  a  mile  and  a  half  above,  ''  Hatch's  Saw  Mill.'' 

Third,  "  Bristol  Mills/'  half  a  mile  above,  grist  and  two  saw 
mills;  dam  and  grist  mill  are  stone;  considerable  expenditure 
making  by  the  proprietors,  in  various  improvements,  and  the 
power  is  quite  follj  used. 

Fourth,  "  Upper  Saw  Mill,"  near  the  outlet  of  Biscay  pond. 

Forty  years  ago  a  dam  at  the  outlet  of  Pemaquid  pond  secured 
abundant  water  at  Bristol  mills  for  two  saw  mills,  a  giist  mill  and 
woollen  factory,  all  summer,  with  old-fashioned  wheels.  For  reser- 
voirs, see  page  140,  Part  II. 

Artificial  reservoirs  feasible,  but  would  be  expensive  on  account 
of  flowage.  The  stream  is  naturally  constant,  the  moderately 
undulating  character  of  the  country,  and  the  capacity  of  the  surface 
soil  for  water,  favoring  the  retention  of  water. 

Sixth,  "  Call's  Tide  Power." 

Seventh,  "  Paul's  Tide  Power." 

Considerable  oak  and  Norway  pine  in  the  vicinity  of  the  powers. 
Abundant  granite  in  boulders,  and  excellent  quarries  within  five 
miles. 

Pemaquid  stream  strongly  resembles  in  volume,  location,  etc., 
Pemaquan  stream,  on  which  the  Pembroke  Iron  Works  are  located, 
and  the  Pemaquid  falls  are  judged  well  adapted  to  a  similar  use, 
on  account  of  remarkably  easy  access. 

Brookun — Hancock  County. 

Selectmen's  Statement, 

No  water-power  in  this  town.  Fisheries  and  porgy  oil  manu- 
facture, the  leading  industries. 

Beooks — Waldo  County. 

From  Selectman's  Betums. 
Eight  Powers. 

Four  on  Marsh  stream,  two  on  Sawyer  stream,  and  two  on  Ellis 
stream. 

Average  height  of  the  falls  16  feet.  Power  not  all  improved. 
Bose  wheel.  Mills  operate  about  seven  months.  Six  or  more 
saw,  one  grist,  with  several  shingle  mills,  etc. 

Ellis  stream  is  connected  with  a  pond  and  afibrds  water  most  of 
the  year.  The  pond  might  be  raised  considerably  more  by  a  dam. 
An  artificial  reservoir  of  large  extent  might  be  constructed  on  the 
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''  Sawyer  Stream,"  which  would  also  benefit  all  the  powers,  but 
one,  on  the  Marsh  stream. 

Streams  rise  and  Ml  suddenly  except  the  Ellis.  Not  much 
forest. 

Market,  BelfiMt,  seven  miles,  by  road. 

Brooksville — Hancock  County. 
From  Beiums  of  Selectmen  and  of  J.  B,  Ooodwin,  Esq. 

[Bm  alflo  «<  BrookfHUe  and  Penobaoot."] 

Seven  Powers. 

First,  at  the  ontlet  of  Walker's  pond,  which  covers  2,000  acres ; 
a  woollen  &ctory  with  six  looms.  A  grist  and  shingle  mill  oper- 
ated there  several  years  until  they  were  burned.  Now  carding, 
shingle  and  stave  machines.  Two  dams ;  at  the  upper,  a  head  of 
four  feet,  which  can  be  increased  to  six  feet.  Head  and  fall  at  the 
lower  dam  18  feet,  which  can  be  increased  to  20  feet.  Power 
only  partially  used. 

Second,  "  Parker's  Privilege,''  at  the  outlet  of  a  pond,  operates 
saw,  grist  and  i^ngle  mills.  Operates  only  half  the  year  when 
the  water  is  drawn  off  the  surrounding  meadows. 

Third,  Fourth  and  Fifth,  ''  Blodgett's  Privileges,"  at  the  outlet 
of  two  ponds.  Ponds  so  much  elevated  above  tide  that  the  water 
can  be  used  three  times.    Now  entirely  idle,  dams  all  gone. 

Sixth,  "  Smith's  Oove,"  a  tide  mill.  Formerly  a  saw  mill  and  a 
grist  mill  that  could  g^d  100  bushels  a  day.  Mill  now  idle. 
Oaa  operate  16  hours  out  of  the  24. 

Seventh,  "  Bakeman's  Privilege,"  a  tide  mill,  capable  of  doing 
a  large  amount,  but  now  idle.  Nature  almost  completed  the  dam. 
Good  building  and  machinery  upon  it.  Can  operate  16  hours  out 
of  the  24. 

The  capacity  of  the  ponds  can  readily  be  increased  by  the  use  of 
suitable  dams,  except  Walker's  which  would  not  rise  much. 
Machinery  all  very  inferior.  Freshets  harmless.  Lay  of  the  land 
favorable. 

Market,  any  point  accessible  by  sea. 

Bbooesvills  and  Pskobsgot — Hancock  County. 
From  (he  SUUemerU  of  (he  Boards  of  Selectmen. 

[8«e  ftlio  •<  Brookirme,''  uid  «  Ptaobeoot.**] 

One  Power. 
^    "  Davis's  Narrows  "  or  "  South  Bay  Meadow  Dam,"  on  the  Bag- 
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aduce  river,  an  inkt  of  Penobooot  baj,  &ve  mfles  above  Gaatiiie, 
and  four  mOes  below  Walker's  niilla  in  Brooksville.  A  company 
waa  some  years  ago  incorporated  nnder  the  name  of  the  South 
Bay  Meadow  Dam  Company,  with  power  to  bnHd  a  dam  across 
the  river  for  the  purpose  of  draining  the  channel  above  the  dam  to 
make  meadow  for  the  cultivation  of  hay.  The  river  extends  five 
miles  above  the  dam  with  an  average  width  of  80  rods.  The 
company  baflt  a  stone  dam  across  the  river  on  the  head  of  a  fall 
where  the  river  is  about  15  rods  wide  with  a  fiill  of  10  feet  in  five 
rods  horizontal  distance.  The  dam  has  a  passage  throngh  it  26 
feet  long,  closed  by  gates  that  open  on  the  ebb  tide  and  shnt  on 
the  flood.  The  company  encceeded  in  draining  the  river  of  the 
tide  water,  bnt  the  nmnerons  streams  flowing  into  it  prevented 
further  operation  in  that  direction.  They  then  obtained  a  charter 
for  a  toll  bridge  on  said  dam,  and  at  present  it  is  used  only  for  the 
bridge.  It  is  said  by  skilful  millwrights  that  if  another  dam  were 
erected  on  a  similar  fall  one  mfle  below  on  said  river,  with  gates 
as  before  described,  so  as  to  drain  the  river  between  the  dams  for 
a  reservoir  to  receive  the  water  received  by  the  mills  on  the  upper 
dam,  so  that  what  accumulated  on  the  flood  would  run  out  on  the 
ebb  tide,  there  would  be  a  never  fiedling  supply  of  water.  If  the 
fresh  water  streams  should  fiiil  at  any  time,  the  flood  gates  could 
be  set  open  and  the  river  above  filled  in  24  hours.  It  has  been 
estimated  that  the  river  when  full  above  would  last  one  week 
without  the  help  of  any  of  the  streams.  The  river  above  could  be 
filled  while  the  mills  are  shut  down  on  the  Sabbath.  The  Meadow 
dam  is  now  the  head  of  navigation  on  the  river ;  vessels  drawing 
12  feet  of  water  can  come  up  to  the  dam. 

Brownfibld — Oxford  County. 

From  Selectmen's  Betwms, 
Ten  Powers, 

First,  "  Tyler's  MiU,"  in  the  vUlage  on  Shepard's  river.  Can 
grind  75  bushels  of  grain  daily,  and  for  four  months  of  the  year 
saws  2,000  feet  of  boards,  and  cards  into  "rolls''  about  7,000 
pounds  of  wool. 

Second,  the  "  Tannery  Mill,"  40  rods  below.  Three  tons  of 
leather  per  week. 

Third,  "  Thorn  &  Seavey  Mills,"  half  a  mfle  fi-om  No.  1,  on 
same  stream,  8,000  shingles  per  day  for  six  months,  3,000  feet 
boards  daily  for  four  months,  and  50  bushels  grain  ground  daily 
through  the  year. 
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Fourth,  at  outlet  of  Ten-Mile  pond,  100,000  boards  and  staves 
yearly,  valuable  power,  only  partially  improved. 

Fifth,  **  Marston  Mills,"  on  the  Little  Saco  river ;  same  amount 
of  business  as  No.  4,  though  a  much  smaller  power. 

Sixth,  "Linscott's  Mill/'  on  south  branch  of  Shepard's  river; 
does  about  the  same  as  No.  4. 

Seventh,  "  Cram  &,  Whitney  Mill,"  on  Shepard's  river ;  grinds 
2,000  bushels,  saws  200,000  shingles. 

Eighth,  "Hurd  &,  Blake's  Mill,"  on  south  branch  Shepard's 
river ;  not  employed,  formerly  sawed  50,000  feet  yearly. 

Ninth,  "Bradeen's  Mill,"  southeast  branch  Shepard's  river; 
cabinet  and  i^miture  manufactory. 

Tenth,  "  Brown's  Mill,"  tub  and  kit  factory. 

The  Ten*Mile  pond  is  one  mile  long  and  half  a  mile  wide ;  the 
storage  can  be  increased  greatly.  Artificial  reservoirs  feasible. 
Shepard's  river  is  variable,  but  no  damage  need  occur.  The 
powers  can  be  doubled  by  employment  of  the  best  machinery  and 
proper  use  of  the  water.  There  are  no  considerable  /aZfo,  only 
rapids;  the  dams  vary  from  six  to  fifteen  feet.  Rock  granite, 
good  for  rough  work.  Lay  of  the  land  excellent  for  all  purposes. 
Basin  one-eighth  wooded. 

Market,  Portland,  40  miles,  by  road ;  railroad  looked  for. 


Bbownvillb — Piscataquis  Countt. 

From  Selectmen's  Betums. 

Three  Powers. 

First,  at  the  village  on  Pleasant  river.  Head  and  fall  12  feet. 
Saw,  shingle,  clapboard  and  grist  mills.     Work  all  the  year. 

Second,  below,  and  near  the  south  line  of  the  town.  Not  im- 
proved. 

Third,  on  Pleasant  river,  about  four  miles  above  the  village. 

The  river  connects  with  a  number  of  large  ponds,  Lower  and 
Upper  Ebeeme,  Houston,  Furnace,  and  others,  and  its  manu- 
facturing capacity  can  be  very  greatly  increased  and  at  little 
expense  by  the  use  of  these  for  reservoirs.  "There  is  water 
enough  to  carry  a  great  many  wheels." 

The  well-known  slate  quarries  are  about  half  a  mile  distant  from 
the  village,  and  building  stone  of  all  dimensions  can  be  procured 
thereat  in  any  quantity. 

Market,  Bangor. 
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Brunswick— CirifBERLAKD  County. 
From  Selectmen's  Returns. 

[See  also  *'  Branswiok  and  Topsham.^] 

One  Power. 

"  GatchelPs  MIUb,"  a  small  cardiog  mill. 

m 

Brunswick — Cumberland  County  ;  Topsham — Sagadahoc  County. 

Fr(nn  the  Returns  of  the  Selectmen  of  Ote  Towns,  from  Col,  Loam- 
mi  BaJdvnn's  Report  of  Survey,  and  from  varums  other  sources. 

[See  also  **  BinDBwiok,"  and  •*  Topsbam."] 

Two  Powers. 

First,  the  "  Pejepscot  Palls,"  on  the  Androscoggin  river,  at  the 
head  of  tide;  total  height  of  fall  abont  41  (40.88)  feet  aboTO  com- 
mon high  tide ;  whole  horizontal  distance,  1,980  feet.  The  fall  can 
be  increased  to  65  feet  by  raising  the  upper  dam,  and  the  damage 
from  flowage  would  be  comparatively  inconsiderable,  the  land  on 
both  sides  of  the  river  for  eight  miles  to  Little  River  village  being 
mostly  high. 

Formatum  of  the  FaUs. — The  natural  falls  consist  of  coarse 
graphic  granite  and  gneiss.  The  rock  upon  the  middle  fall  pro- 
jects above  the  water  at  several  points,  serving  as  natural  abut- 
ments to  the  several  sections  of  the  dam.  Shad  Island,  the  former 
site  of  mills,  divides  the  lower  fall  about  midway.  There  are 
three  pitches.  The  lowest  has  a  vertical  descent  of  about  15.49 
feet,  the  middle  of  14.04,  the  upper  11.30. 

The  view  accompanying  this  statement  is  of  the  middle  pitch 
alone. 

Volume  of  Water. — ^The  amount  of  water  commanded  at  Lewia- 
ton  at  low  run  is  94,000  cubic  feet  per  minute  for  11  hours  a  day. 
The  Little  Androscoggin  is  estimated  on  the  basis  of  returns  from 
Mechanic  falls,  to  yield  at  its  low  stage  the  truly  remarkable 
volume  of  22,000  cubic  feet  per  minute  to  the  Androscoggin,  so  at 
least  for  the  average  per-diem  working  hours.  If  the  estimate  for 
the  powers  on  the  Sabattus  river,  in  the  report  for  Lisbon,  is  to  be 
relied  upon,  that  stream  yields  6,000  to  8,000  cubic  feet  per 
minute  for  the  ordinary  working  hours.  So  that  with  the  addL 
tional  contributions  of  the  Little  river  and  other  smaller  streams, 
the  volume  of  water  available  for  manufacturing  at  Brunswick 
must  be  estimated  at  125,000  cubic  feet  per  minute  for  11  hours  a 
day,  at  extreme  low  summer  run,  in  a  dry  season. 
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Amcyunt  of  power. — The  amount  of  power  due  to  125,000  cubic 
feet  per  minute  on  41  feet  of  fall  is  in  gross  9,676  horse  power,  or 
397,000  spindles.  A  dam  securing  55  feet  head  would  give  a  gross 
power  of  12,980  horse,  or  519,200  spindles. 

The  above  estimate  is  based  upon  the  present  volume  of  the 
river,  the  great  lakes  remaining  unimproved  for  summer  storage. 
The  enormous  increase  of  the  power  attainable,  may  be  seen  upon 
reference  to  pages  83-86,  Part  II.  It  will  be  borne  in  mind  that 
the  storage  of  the  lakes  is,  with  a  few  unimportant  exceptions, 
now  used  for  only  log-driving  purposes. 

Lay  of  the  land. — Unsurpassed  upon  both  sides  of  the  river. 
Ample  accommodations  for  a  great  manufacturing  city,  with  all  of 
the  appurtenant  mUls,  workshops,  boarding-houses,  yards  and 
dwellings  are  found  upon  either  bank.  On  the  Brunswick  side, 
below  the  village,  the  ground  lies  in  three  extensive  levels  of 
such  height  and  form  as  to  admit  of  improvement  without  grading. 
A  natural  "  run  "  leads  from  the  required  site  of  the  upper  dam  to 
these  levels,  and  could  be  converted  into  a  grand  canal  at  very 
small  expense,  it  already  serving  for  a  water  course  for  considera- 
ble part  of  the  distance.  There  would  be  little  or  no  rock  exca- 
vation. 

The  stone  in  the  immediate  vicinity  of  the  falls  is  suitable  for 
foundations,  and  other  coarse  work.  Building  granite  of  excellent 
quality  within  two  miles,  and  excellent  clay  for  bricks  close  at 
hand.     Lime  burned  in  town. 

The  privilege  is  owned  by  about  fifteen  different  proprietors, 
resident  in  the  vicinity. 

Improvements. — Two  dams  constructed  of  wood,  leaky  at  pres- 
ent, as  indeed  they  always  have  been.  The  power  has  been  so 
much  in  surplus  that  the  leakage  has  been  of  no  importance.  The 
tipper  or  third  dam  rotted  down  and  was  carried  away  a  few  years 
ago.  The  machinery  employed  is  by  no  means  of  the  best  con- 
struction for  economizing  power  or  in  other  respects.  This  state- 
ment does  not  apply,  however,  to  the  cotton  mill.  This  is  located 
on  the  middle  dam  on  the  Brunswick  side,  a  natural  site  for  a  mill 
,of  50,000  spindles  being  close  by  it  on  the  same  dam,  and  is  the 
property  of  the  Cabot  Manufacturing  Company,  organized  1857, 
capital  $400,000 ;  mill  recently  enlarged,  best  of  machinery  put  in, 
25,000  spindles,  employs  about  500  hands,  manufactures  fine  and 
coarse  sheetings  and  drills.  The  company  own  30  acres  of  land 
on  the  two  sides  of  the  river,  and  75  tenements.     Agent,  Benjamin 
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Greene,  BruDBwick.  There  are  also  on  the  Brunswick  side  two 
^flour  mills  and  two  saw  mills.  Upon  the  Topsham  side  the  Topsham 
Paper  Company  are  jnst  completing  a  firs1>-cla8S  paper  mill,  of 
brick  with  slated  roof,  232  X  68  feet,  three  stories ;  heated  with 
steam,  equipment  for  which  is  already  in;  $68,000  has  already 
been  spent ;  just  getting  into  operation ;  estimated  capacity  six 
tons  of  paper  per  day.  There  are  also  two  saw  miUs,  a  flour  mill, 
and  other  small  machinery. 

The  proportion  of  the  power  now  used  is  insignificant.  Thirty 
saws  formerly  were  run,  now  only  four  single  saws  and  a  gang. 

Second  power, ''  Quaker  Mill  pond,"  on  the  Androscoggin,  three 
miles  above  the  Pejepscot  faUs,  will  furnish  power  for  a  number  of 
saws.  It  may  in  time  serve  a  purpose  of  great  importance  as  a 
reservoir  against  the  day  dratUhs  at  Brunswick,  caused  by  the  stop- 
page of  the  run  at  Lewiston  by  night  in  the  low-water  season. 

AccessiMlUy, — Brunswick  and  Topsham  are  connected  by  rail* 
roads  with  Portland,  Bath  and  the  interior.  Vessels  of  1,000  tons 
can  come  within  five  miles  of  the  falls,  but  from  that  point  would 
be  obliged  to  "lighter  up,''  the  channel  being  obstructed  with 
shifting  sands.  The  river  is  ''frossen  for  four  and  a  half  to  five 
months  yearly."  From  the  falls  to  Gasco  bay  is  three  miles,  the 
country  a  dead  level ;  a  railroad  could  be  built  at  smidl  expense, 
opening  upon  excellent  harborage. 

''Any  parties  who  come  amongst  us  with  a  view  to  the  improve- 
ment of  our  water-power,  will  meet  a  cordial  reception  and  sub- 
stantial cooperation  on  both  sides  of  the  river." 

BucKFiELD — Oxford  Countt. 
From  the  StcUemerU  of  Virgil  D.  Farris,  £$q. 

Ten  Powers. 

Four  on  the  Nerinscot  or  Twenty*mile  river,  at  Buckfield  village. 
Fall  64  feet  in  100  rods.  Three  dams,  on  which  are  "Harlow's 
Flour  Mill,"  75  barrds  capacity  per  day  besides  custom  grinding ; 
also  plaster,  carding,  saw,  and  two  shingle  mills,  tannery,  shovel- 
handle  factory,  carriage  factory,  etc. 

The  power  is  wastefuUy  employed ;  the  dams  are  old  aad  leaky ^ 
the  machinery  not  economical  of  power. 

The  stream  is  fed  by  Abbots  Washburn,  Half-Moon,  Shag, 
Pleasant,  Tautrabagus,  North  and  South  ponds.  Three  only  im- 
proved for  reservoirs,  and  they  but  partially^  A  thousand  dollars 
outlay  in  dams  on  the  ponds  would  quadruple  the  power  at  Buck- 
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field  in  a  df  outh,  and  make  it  unfailing  and  ample  for  the  demands 
of  a  large  manufacturing  business. 

Fifth  and  Six^,  at  North  Buckfield,  on  the  same  river,  25  feet 
fall  in  40  rods  horizontal.  On  the  upper,  Col.  W.  Heald,  flour, 
saw,  and  shingle  mills,  powder-keg  machinery,  etc.,  etc.  On  the 
lower,  Messrs.  Keen,  large  carriage  and  sled  factory,  not  yet  in 
full  operation. 

Seventh,  half  a  mile  above,  "Marble's  Powder  Mill/'  90  tons, 
or  6,000  kegs  powder  per  annum ;  capacity  for  double  the  amount. 

The  above  powers  are  all  within  two  and  a  half  miles  of  Buck- 
field  depot,  and  have  therefore  facilities  of  access  .to  market  for 
products.  They  are  alike  and  equally  with  the  village  powers 
susceptible  of  increase  by  the  use  of  the  ponds  above  referred  to. 

Eighth  and  Ninth,  on  the  east  branch  of  Nerinscot  river,  half  a 
mile  from  Buckfield  village,  fed  by  the  outlet  streams  of  Bunga- 
muck,  Northeast,  Swan,  Great  and  Little  Labrador  ponds ;  power 
not  heavy,  but  can  be  made  constant  by  the  use  of  the  reservoirs, 
and  indeed  is  already  comparatively  free  from  variation. 

Tenth,  half  a  mile  below  Buckfield  village,  at  the  junction  of 
the  East  and  West  branches  of  the  Twenty-mile  river,  four  feet 
perpendicular  fall,  ledge  bottom  and  banks,  river  not  over  65  feet 
wide,  banks  bold  and  high ;  inexhaustible  quarry  of  the  best  of 
granite  within  150  rods  of  the  site,  .with  descending  grade.  No 
better  possible  location  could  be  found  for  a  large  &ctory,  as 
power,  building  material,  accessibility  to  market,  and  unusual 
facUities  for  economical  improvement  are  combined. 

Market,  all  points,  by  rail. 

BuoKSPORT — ^Hancock  Oounty. 

From  the  Statement,  and  from  a  Plan  of  the  Water-Power ,  Pre- 
sented by  W,  M.  Pilsburyf  Esq,,  at  the  Request  and  vn(h  the  En- 
dorsement of  the  Selectmen, 

Kine  Powers. 

A  valuable  stream  of  water  runs  through  the  eastern  part  of 
Bucksport  village  to  tide  water,  (see  plan  accompanying  this 
paper.)  It  is  valuable  because,  first,  of  the  number  of  times  the 
water  can  be  used  over — the  banks  being  high  and  formed  of 
rocks ;  because,  secondly,  of  its  immediate  contiguity  to  naviga- 
ble tide  water ;  because,  thirdly,  of  the  supply  of  water ;  because, 
fourthly,  of  the  readiness  and  ease  with  which  all  the  requisite 
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building  material  may  be  obtained — the  wood  being  at  hand,  the 
brick  within  a  few  miles,  and  plenty  of  granite  by  water  about 
five  miles  distant,  from  quarries  which  supply  the  material  for 
Port  Knox  and  for'  other  government  works  both  in  and  out  of 
the  State ;  and  because,  fifthly,  of  the  opportunity  for  building, 
especially  on  the  eastern  side  of  the  stream,  from  dam  No.  8  to 
tide  water  in  the  harbor. 

First,  No  1  dams  the  pond  making  the  head  water.  The  dam 
may  be  raised  three  feet  with  but  very  little  expense,  and  with 
little  damage ;  then  the  head  will  be  ten  feet,  and  the  pond  will 
cover,  at  low  water,  about  150  acres,  and  at  high  water  at  least 
350  acres,  with  a  very  short  dam. 

The  accompanying  plan  will  show  the  number  of  dams  that  may 
he  erected,  with  the  distance  ajidfaU  from  dam  to  dam  and  to  tide 
water.  The  dams,  less  one,  have  all  been  erected,  though  two  are 
now  in  a  state  of  decay  and  have  been  abandoned. 

From  the  plan  referred  to  I  digest  as  follows : 

Second,  230  rods  below  the  first,  and  just  below  Centre  street 
in  the  village,  fall  19  feet. 

Third,  18  rods  below  the  second,  11  feet  fall.  A  small  building 
upon  it,  which  has  been  used  as  an  edge  tool  factory. 

Fourth,  82  rods  below  the  third,  fall  eight  feet.  Used  for  a 
tannery. 

Fifth,  15  and  three-fourths  rods  below,  fall  15  feet.  Bam  in 
contemplation. 

Sixth,  eight  rods  below,  fall  12  feet.     Dam  in  contemplation. 

Seventh,  four  and  one-third  rods  below,  fail  13  feet.  Orist  mill, 
with  a  16-foot  overshot  wheel. 

Eighth,  eight  rods  below,  eight  feet  fall.  Clothing  mill  and 
carding  machine,  ten-foot  breast  wheel  taking  the  water  on  the  top. 

Ninth,  eight  rods .  below,  nine  feet  fall.  A  saw  mill  that  takes 
up  logs  from  tide  water.  From  the  Ninth  to  the  tide,  ten  rods  and 
sixteen  feet  fall. 

With  very  small  expense  the  water  of  another  pond  in  Bucks- 
port  can  be  turned  into  pond  made  by  dam  No.  1,  and  by  damming 
the  pond  referred  to  (a  very  short  dam)  this  water  can  be  held  in 
reserve.  This  addition  will  make  the  stream  a  source  of  constant 
and  valuable  manufacturing  power. 
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BuBUNOTOK — Penobscot  County. 

Selectmen's  Returns. 

In  the  town  of  Burlington  there  is  but  very  little  water-power, 
and  no  mills  of  any  description.  The  Madagascal  lake,  which 
covers  1,000  acres,  has  a  head  of  seven  feet  raised  upon  it  by  a 
dam,  the  storage  being  used  for  log-driving  purposed. 

BuBNHAM — Waldo  County. 
From  Selectmen's  Returns. 

[See  also  *<  Barnham  and  aintoQ  Gore,''  also  «  Barnbam  and  PitUfleld."] 

Three  Powers. 

First,  on  the  Twenty-Five-Mile  stream,  one-fourth  of  a  mile  from 
the  Sebasticook  river,  in  the  northwesterly  part  of  the  town.  The 
falls  were  formerly  known  as  the  Ferguson  falls,  (not  to  be  con- 
founded with  the  Ferguson  rips  on  the  Sebasticook  between 
Bumham  and  Clinton  Gore,)  and  have  a  twelve-foot  head  and  fall 
in  ten  rods  at  a  medium  stage  of  water.  Tannery,  grinding  from 
3,000  to  4,000  cords  of  bark,  and  tanning  about  35,000  sides  of 
leather  per  year ;  two  shingle  machines,  sawing  from  400,000  to 
500,000  shingles,  running  from  eight  to  ten  months ;  also  a  saw 
mill,  sawing  from  800,000  to  1,000,000  feet  of  lumber,  running 
from  four  to  six  months. 

The  machinery  is  of  good  construction.  Steams  and  Rose 
wheels.  The  stream  is  fed  by  the  Twenty-Five-Mile  pond,  which 
is  four  by  two  miles  in  extent.  There  are  now  two  feet  head  of 
storage  on  the  pond ;  two  feet  more  might  be  had  by  channeling 
the  outlet,  which  could  be  done  at  small  expense.  No  destruction 
by  freshet*  Total  range  from  low  to  high  water,  twelve  feet.  The 
rock  about  the  falls  is  granite,  suitable  for  building  purposes.  The 
land  very  convenient  for  shops  and  more  mills.  About  half  the 
basin  of  the  stream  covered  with  forest. 

Second,  in  southeasterly  part  of  the  town,  on  Bog  brook,  three 
feet  fall  in  four  rods ;  200,000  to  400,000  feet  of  lumber,  and  from 
200,000  to  300,000  shingles ;  Rose  wheel.  Works  four  months  in 
the  year.  Power  could  be  greatly  improved  by  buying  flowdfee, 
so  as  to  hold  the  water  in  the  summer. 

Third,  in  the  northerly  part  of  the  town,  on  the  Meadow  brook ; 
three  feet  fall  in  six  rods ;  from  400,000  to  600,000  shingles ; 
operates  three  to  four  months  in  the  year. 

Market,  all  points,  by  rail. 
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BuRNHAM — Waldo  County;  Clinton  Gore — ^Kennebec  County. 

From  the  Returns  of  CUrdon  Oore. 

[8m  aljo  «  BnnhMn,"  Md  «CliaU»  Gore."] 

One  Power. 

The  ''Ferguson  Rips/'  on  Sebasticook  river;  ten  feet  fall  in 
fifteen  rods  distance ;  half  a  mile  from  the  Maine  Central  lUolroad, 
one  and  one-half  miles  from  the  village  of  Bumham. 

The  banks  are  favorable  for  the  location  of  mills.  The  bottom 
and  sides  of  the  stream  are  excellent  for  dams. 

For  reservoirs  tributary  to  this  power,  see  Part  II,  pages  95-96. 

No  part  of  this  privilege  is  employed. 

BuBNHAM — Waldo  County  ;  Pitt8fieu>— Somerset  County. 
From  the  Returns  of  Bumham  and  PitUfieJd. 

[Sm  also  «  Bnrahaa,''  and  "  PittaAdd."] 

Two  Powers. 

First  "  Eel  Weir  Rips,"  on  the  Sebasticook  river ;  fall  eight  feet 
in  eighty  rods ;  unimproved. 

Second,  "Thirty  Mile  Rips,"  on  the  same  river;  fall  36  feet  in 
480  rods.  This  is  a  most  valuable  power.  The  banks  are  in  all 
respects  favorable  for  the  location  of  manufacturing  establish- 
ments ;  the  bottom  and  sides  of  the  river  will  admit  of  the  building 
of  dams  first-class  in  all  particulars  at  small  expense.  No  part  of 
it  is  improved. 

For  reservoirs,  see  last  table,  page  96,  Part  II. 

Market,  all  points,  by  rail. 

Buxton — Yobk  County. 

SUUemeni  of  the  Selectmenf   based  upon  the    Survey   of  Daniel 

Dennett,  Esq. 

[See  alao  "Bozton  and  Dayton,"  <*  Buxton  and  Hollii,''  alio  "Bnzton,  HoUi»  and 

Standuh."] 

Four  Powers. 

Two  on  the  outlet  of  Bonny  Eagle  pond.  Volume  of  water  at 
ortynary  low  stage,  nearly  two  square  feet.  The  quantity  for  use 
might  be  considerably  increased  by  a  dam  three  or  four  feet  in 
height  at  the  outlet  of  the  pond,  which  could  be  constructed  at 
inconsiderable  cost,  and  with  little  or  no  expense  for  additional 
flowage.    The  pond  contains  about  one  hundred  and  ninety  acres. 

First,  "  Bog  Mills,"  about  half  a  mile  from  the  pond.  Pall 
about  16  feet  in  six  rods.     At  the  head  a  dam  of  stone  about  11 
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feet  high.  Grist,  sUnglei  lath,  and  heading  mills.  Situated  one 
mile  from  West  Buxton  village  and  Bonny  Eagle  village. 

Second,  half  a  mile  below.  Fall  15  feet  in  three  rods.  Formerly 
occupied  for  a  chair  and  furniture  factory,  now  unoccupied. 
Situated  on  the  road  about  half  a  mile  below  Bonny  Eagle  village 
Tind  one  mile  above  West  Buxton  village. 

Small  powers  on  Little  river,  as  follows : 

Third,  near  Buxton  Centre,  "Leavitt's  Mills,"  grist,  stave  and 
*  shingle.  Stone  dam  10  feet  high ;  head  and  fall  11  feet.  Water- 
wheel,  Howd  patent.  At  lowest  run  not  sufficient  power  to  operate. 

Fourth,  about  60  rods  below,  "  Ward's  Carriage  Shop ;"  fall  14 
feet.  "  Tuttle  centre  vent  wheel,"  Not  sufficient  water  to  carry 
the  machinery  at  lowest  water. 


Buxton  aot)  Datton — ^York  County. 

From  the  Joint  Statement  of  the  Selectmen  of  Buxton  and  Hollis, 
based  upon  the  Survey  of  Daniel  Dennett,  Esq, 

[See  alM  "  Buton,"  and  ««  Dayton.*^ 

Two  Powers. 

First  "Union  Falls,"  on  Saco  river,  12  miles,  following  the 
course  of  the  river,  and  eight  miles  by  the  most  direct  road,  above 
Saco  falls,  in  Saco.  A  good  stone  dam  here  was  built  by  the  Saco 
Water-Power  Company  in  1866,  with  16  feet  fall  in  low  water. 
A  good  bridge  200  feet  below  the  dam.  This  power  is  entirely 
unoccupied,  with  the  exception  of  a  small  grist  and  shingle  mill. 

If  the  volume  of  water  at  this  point  in  a  severe  drouth,  be 
assumed  to  be  1,600  cubic  feet  per  minute  less  than  at  Saco,  or 
16,600  cubic  feet  per  minute,  the  gross  power  of  the  fall  is  466 
horse-powers  for  24  hours,  or  over  1,000  horse-powers  for  11  hours 
a  day,  or  over  40,000  spindles. 

Granite,  in  convenient  localities  for  use,  abounds  within  a  mile 
or  two  of  the  falls. 

On  the  west  side  there  is  below  the  dam  an  intervale  of  sixty 
acres,  convenient  for  building  mills ;  the  back  lands  are  high,  of 
granite  soil,  and  are  productive.  On  the  east  side  the  soil  is  more 
clayey,  but  not  less  productive  than  that  on  the  west.  Abundance 
of  g^od  clay  for  bricks  in  the  immediate  vicinity. 

The  land  in  the  vicinity  is  to  a  great  extent  under  cultivation, 
though  there  is  an  abundance  of  wood,  and  of  pine  and  oak  timber. 
There  are  also  in  the  neighborhood  large  peat  beds  of  good  quality. 


216  WATIBB  POWSR  OF  MAINS.  [Pabt  JU. 

This  power  is  now  held  by  the  Biddefbrd  and  Saco  Water-Power 
Company. 

Second,  "Union  Rapids/'  extending  half  a  mile  below  Union 
fallsi  the  descent  in  that  distance  being  eight  or  nine  feet.  Power 
in  proportion  as  above. 

The  capacity  of  these  powers  can  be  immensely  increased  by  the* 
use  of  reservoirs  on  the  river.     See  page  11,  Part  II. 

Buxton  and  Holiis — York  County. 

Joint  Statement  of  the  Boards  of  Selectmen,  Baaed  upon  the  Survey 

of  Daniel  Dennett,  Esq. 

[Seoalao  "Bnzton,''  sod  «HoUii.''] 

Three  Powers. 

"  Salmon  Falls/'  on  Saco  river.  The  head  of  these  falls  is  two 
miles,  by  the  course  of  the  river,  above  Union  falls.  A  log  dam 
has  been  erected  here  about  20  feet  high.  From  this  dam  the 
water  dashes  through  a  narrow  rock-bound  channel  for  a  distance 
of  something  above  200  rods  to  the  foot  of  the  falls.  The  whole 
fall  is  62  feet. 

If  the  extreme  low-run  volume  of  water  at  this  point  be  assumed 
to  be  2,000  cubic  feet  per  minute  less  than  at  Sacoifor  the  24 
hours,  the  gross  power  of  the  fall,  day  and  night,  is  1,860  hors^ 
power,  H,400  spindles ;  or  4,060  horse-power  for  11  hours  a  day, 
162,000  spindles. 

The  east  bank  is  high  and  precipitous,  except  near  the  dam, 
where  is  a  favorable  mill  site  which  is  now  partially  occupied  by 
saw  mills,  containing  in  all  four  saws,  capable  of  cutting  4,000,000 
feet  of  lumber  per  annum.  On  the  west  side  of  the  river  in  HoUis, 
the  bank  of  primitive  rock  is  not  so  high  or  precipitous,  and  has 
convenient  sites  for  mills  and  manufactories,  now  only  occupied 
for  a  grist  mill  and  one  shingle  and  heading  machine.  At  the  foot 
of  the  falls,  both  in  Buxton  and  Kollis,  are  good  sites  for  mills, 
and  in  the  immediate  vicinity  an  abundance  of  good  clay  for 
bricks.  About  two  miles  west  of  these  falls  there  is  a  large  sup- 
ply of  granite,  easily  accessible,  suitable  for  building  purposes. 
Salmon  Falls  village,  situated  at  the  head  of  these  falls,  is  upon  a 
direct  road  from  Alfred  to  Portland.  The  surrounding  country 
furnishes  a  large  supply  of  agricultural  productions.  The  soil, 
like  other  localities  by  the  river  in  these  towns,  is  of  various 
qualities,  principally,  however,  a  clay  or  sand  loam,  and  quite 
productive.    The  head  of  these  falls  is  situated  fifteen  miles,  road 
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distance,  from  Portlandi  and  nine  miles  from  Saco  and  Biddeford. 
The  Portland  and  Eochester  Railroad  passes  within  one  and  one- 
fourth  miles.  Power  is  owned  by  the  Biddeford  and  Saco  Water- 
Power  Company. 

Second,  "  Bar  Mills  Falls/'  situated  at  the  village  of  Bar  Mills, 
420  rods,  by  the  river,  above  Salmon  falls.  The  fall  here  is  18 
feet  in  a  running  distance  of  60  rods. 

The  total  power  of  the  fall  in  a  drouth,  with  water  as  above,  is 
640  horse-power,  gross,  or  1,178  horse-power,  gross,  for  11  hours 
a  day,  or  47,120  spindles. 

The  banks  are  low  on  either  side,  furnishing  excellent  sites  for 
the  erection  of  manufactories  and  mills.  There  is  an  old  wooden 
dam  at  the  head  of  the  falls,  which  allows  a  great  waste,  of  water, 
while  the  power  now  available  is  only  partially  used.  There  are 
here  11  saws,  capable  of  sawing  at  least  11,000,000  feet  of  lum- 
ber. In  connection  with  the  saw  mills,  there  are  several  heading 
machines,  and  machines  for  manufacturing  sugar-box  shocks.  In 
addition  to  the  foregoing  there  are  a  grist  mill  and  plaster  mill. 
The  water-wheels  are  the  spiral  vent,  excepting  four  of  the  old 
style  under-shot  wheel.  A  county  road  crosses  the  river  here 
over  a  bridge  250  feet  long,  and  the  Portland  and  Rochester  Rail- 
road crosses  the  river  near  the  falls.  Good  granite  quarries  are 
open  within  two  miles  of  these  falls,  with  an  abundant  supply. 
The  falls  are  15  miles  from  Portland,  and  10  from  Saco. 

Third  "Moderation  Falls,"  at  West  Buxton  village,  five  miles 
by  the  course  of  the  river  above  Bar  Mills  falls.  Fall  14  feet  in  36 
rods  running  distance. 

If  the  lowest  volume  of  water  at  this  point  be  assumed  to  be 
2,300  cubic  feet  less  per  minute  for  the  24  hours  than  at  Saco,  the 
constant  gross  power  at  minimum  run  is  about  420  horse-power, 
or  16,800  spindles.  This  is  but  a  small  part  of  the  power  that  can 
be  realized  upon  use  of  the  reservoirs  above  for  storage.  See 
page  77,  Part  II.  The  storage  is  equally  available  upon  the  other 
powers. 

At  the  head  is  an  old  log  dam,  through  which  at  lowest  water 
more  than  one-half  of  the  water  of  the  river  escapes.  The  river 
here  has  a  rock  bed,  and  the  banks  on  either  side  furnish  excellent 
sites  for  building  mills  for  a  considerable  distance  below  the  falls, 
to  which  the  water  might  be  carried  with  slight  expense  and  labor, 
by  means  of  canals,  penstocks,  or  flumes.  Within  two  miles  are 
now  two  brick-yards,  where  a  large  number  of  bricks  of  superior 
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quality  are  annually  manufactured.  Good  granite  for  building 
purposes  may  be  obtained  on  the  banks  of  the  river  about  one 
mile  above.  The  soil  in  the  immediate  vicinity  of  the  falls  is  a 
clay  loam,  while  further  from  the  river  a  sandy  loam  prevails. 
The  out-cropping  rocks  on  the  west  or  HoUis  side  of  the  river  are 
granite ;  on  the  east  or  Buxton  side  the  rocks  are  chiefly  mica 
schist.  No  granite  except  detached  rocks  or  boulders.  Wood 
and  timber  are  abundant  for  fire  and  for  building  purposes. 

This  power  is  now  partly  improved  by  two  woollen  manufac- 
tories ;  two  double  saw  mills,  containing  three  single  saws  and 
one  gang,  capable  together  of  sawing  annually  11,000,000  feet 
of  lumber.  There  are  besides,  four  machines  for  manufacturing 
sugar-box.  shocks,  two  shingle  mills,  several  heading  machines, 
one  grist  mill  and  one  plaster  mill.  Water-wheels,  spiral  vent 
and  turbine.  A  county  road  here  crosses  the  river  over  a  good 
bridge  240  feet  in  length. 

The  market  of  this  place,  as  well  as  the  principal  market  of 
those  doing  business  at  either  of  the  falls  in  these  towns,  is  Port- 
land, and  is  reached  by  way  of  the  Portland  &  Rochester  Railroad. 

These  falls  are  situated  18  miles  from  Portland,  14  miles  from 
Saco,  and  five  miles  from  the  nearest  station  on  the  Portland  & 
Rochester  Railroad. 

Buxton  and  Holus — York  County  ;  Standish — Cumberland  County. 

SUUemenis  of  the  Boards  of  Selectmen,  based  for  Buxton  and  HdUis 

upon  the  Survey  of  Daniel  Dennett,  Esq, 
[Sm  ftlao  <«  Buxton,"  «  HoUJb/'  »nd  "  StMidlah/'] 

One  Power. 

"  Bonny  Eagle  Falls,''  in  HoUis  on  the  west  and  Standish  and 
Buxton  on  the  east  side,  situated  at  Bonny  Eagle  village,  one  and 
one-fourth  miles  by  the  river  above  "  Moderation  Falls."  Their 
total  height  is  forty-eight  and  one-half  feet.  That  descent  \b 
attained  within  a  running  distance  of  160  rods.  Twenty-five  feet 
of  fall  are  obtained  in  50  rods.  The  water  of  the  river  divides  at 
the  head  of  the  falls  and  runs  in  two  channels  to  the  foot  of  the 
falls,  forming  an  island  containing  about  60  acres.  By  the  main 
or  western  channel,  the  water  descends  through  a  narrow  passage 
bounded  by  rocks,  in  a  succession  of  falls  and  rapids,  while  by  the 
other  or  eastern  channel,  the  descent,  though  rapid,  is  continuous. 
The  banks  of  the  western  channel,  though  not  rising  to  a  great 
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height,  are  precipitous  through  a  part  of  the  distance,  though  fur- 
nishing in  some  places  eligible  sites  for  mills  and  reservoirs.  The 
bed  of  the  eastern  channel  or  '*  New  River,"  so  called,  is  of  rock, 
with  low  banks,  sufficiently  high  however  to  serve  as  a  protection 
from  freshets.  The  banks  and  the  lands  extending  back  from  them, 
furnish  excellent  sites  for  building  mills,  and  seem  to  be  especially 
fitted  for  the  easy  and  cheap  construction  of  aqueducts  and  reser- 
voirs,  particularly  upon  the  island  above  named. 

At  the  head  of  the  main  channel  the  power  is  partially  improved. 
On  the  Standish  side  there  is  one  double  saw  mill,  containing  two 
single  saws,  with  other  machines  sufficient  to  manufacture  into 
headings  and  sugar-box  shooks  the  boards  sawed  at  the  mills. 
This  machinery  is  capable  of  manufacturing  2,000,000  of  lumber 
annually.  On  the  HoUis  side  of  the  falls  are  two  saw  mills,  owned 
by  Messrs.  Ab\jah  Usher  and  M.  M.  Came,  with  other  machinery 
capable  of  manufacturing  into  headings  and  box  shooks  2,000,000 
feet  of  lumber.  Standish  report  says,  "Three  million  feet  of 
lumber  manufactured  annually.''.  Total  range  of  water  from 
lowest  to  highest  on  the  dam,  six  feet. 

If  the  volume  of  water  at  this  point,  in  extreme  summer  drouth, 
be  assumed  to  be  2,500  cubic  feet  per  minute  less  than  at  Saco,  or 
16,500  cubic  feet  per  minute  for  the  24  hours,  the  gross  power  of 
the  fall  is  1,504  horse-power,  60,160  spindles;  or  3,263  horse- 
power, 130,520  spindles,  for  11  hours  a  day.  See  page  77,  Part 
II,  for  a  list  of  the  reservoirs  that  may  be  improved  for  the  further 
development  of  this  power. 

The  out-cropping  rocks  at  the  falls  and  in  their  neighborhood, 
are  chiefly  granite  of  good  quality  for  building  purposes,  and  easily 
accessible.  The  soil  in  the  vicinity  is  of  various  qualities  and  gen- 
erally of  good  quality  for  agricultural  purposes.  Wood  and  timber 
are  abundant.  There  is  also  good  clay  for  bricks  in  the  vicinity, 
and  a  brick-yard  now  being  worked  within  a  half  mile  of  the  falls. 

Bonny  Eagle  village,  at  the  head  of  the  falls,  is  upon  the  county 
road  which  formerly  was  the  great  thoroughfare  from  Dover,  N.  H., 
and  Alfred,  Me.,  to  Augusta  and  the  east.  Bonny  Eagle  is  dis- 
tant from  Portland  18  miles;  from  Saco  byroad  16  miles;  from 
the  nearest  station  on  the  Portland  &  Rochester  Railroad,  six 
miles. 
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Bybon — Oxford  County. 

From  a  StatefnerU,  and  Plan  of  (he  Streams,  furnished  by  Stephen 

Taylor,  Esq. 

Twelve  Powers,  and  More. 

It  Ib  hardly  practicable  to  enumerate  all  the  powers  in  this  town 
as  Swift  river,  the  most  important  stream,  is  so  steep  in  its  de- 
scent, that  a  mill  could  be  run  upon  every  ten  rods  of  its  length 
in  this  town.     The  twelve  enumerated  are  the  most  important. 

First  and  Second,  on  Mill  brook,  formerly  grist  and  saw  mills, 
now  out  of  use ;  quite  a  large  pond  can  be  had  at  No.  1.  At  No.  2 
10  feet  fall,  rocky  bottom,  and  four  square  feet  of  water  at  average 
run,  and  one  and  one-half  to  two  square  feet  at  low-water. 

Third,  on  Mott  branch,  saw  mill,  more  machinery  going  in. 

Fourth,  on  Swift  river  below  the  west  branch ;  cuts  out  over 
3,000  clapboards  in  24  hours  at  a  good  pitch  of  water ;  about  four 
square  feet  water  at  low  run,  and  at  high  water,  the  river  full, 
which  is  from  40  to  60  feet  wide. 

Fifth,  on  the  same,  a  saw  mill  forty  years  ago ;  not  now  used. 

Sixth,  below,  one-third  of  a  mile  above  the  bridge,  formerly  a 
saw  and  grist  mill ;  now  unimproved. 

Seventh,  a  few  rods  below,  grist  and  saw  mill  in  construction. 
River  is  about  60  or  75  feet  wide,  ledgy  bottom,  with  a  natural 
canal  on  the  left  bank ;  12  to  14  feet  fall ;  about  six  square  feet 
water  at  low  run. 

Eighth,  below,  at  the  bridge,  natural  ledge  fall  10  to  14  feet 
high ;  a  deep  cut  in  the  ledge  just  below  the  fall,  with  a  bridge 
resting  upon  it  at  either  end,  perhaps  100  feet  from  the  water. 

Tenth,  below,  saw  mill  30  or  40  years  ago.     Not  now  used. 

Eleventh,  below,  a  very  good  power,  ledge  on  one  side,  rocky 
bottom. 

Twelfth,  on  East  branch,  a  good  power,  ledge  falls,  a  dam  would 
give  10  or  12  feet  head;  about  two  and  a  half  feet  water  at  low 
pitch. 

C  TowNsmp — Aroostook  County. 

Statement  of  H,  0.  Hussey,  Esq.,  of  MonHcello. 

There  are  water  powers  in  this  township  on  the  Meduxnakeag 
river.    Enormous  amounts  of  lumber  close  about  them. 


Div.  II.]  THE  WATER  POWERS.  221 

C  Township — Oxford  Oountt. 
One  Power. 

A  dam  on  the  outlet  of  Richardson  lake  gives  a  head  of  12  feet 
over  the  entire  sarface  of  about  20  square  miles.  Storage  now 
used  for  only  log-driving  purposes.  Lake  fed  by  35  or  more  square 
miles  of  lakes  above,  which  are  dammed. 


Calais — ^Washington  County. 

From  (he  Statement  of  Levi  L,  LoweU,  and  William  H,  Boardman, 
Esqs.;  and  of  C*  F.  Todd,  Esq,,  of  MtUtown. 

Eight  Powers. 

First,  the  "  Salt  Water  Palls,"  on  the  St.  Croix  river  just  above 
the  bridge ;  fall  ten  feet ;  the  power  is  now  used  to  propel  only  a 
grist  mill ;  formerly  a  saw  mill  was  situated  on  the  dam,  but  this 
is  discontinued,  owing  to  the  rise  of  tide  which  suspends  opera- 
tions about  half  the  time. 

Second,  about  a  half  mile  above,  the  "  Union  Falls ;"  seldom 
obliged  to  stop  on  account  of  rise  of  tide.  At  this  point  a  dam 
extends  across  the  river,  on  which  dam  are  situated  improvements 
as  follows : 

English  side. 

Five  gangs ;  five  lath  ma- 
chines. 

Will  cut  twelve  million  feet  of 
long  lumber  and  twelve  million 
laths. 


American  side. 
Two  gangs ;  on6  shingle  ma. 
chine ;  two  lath  machines. 

Will  cut  five  million  long  lum- 
ber ;  five  million  laths ;  five  hun- 
dred thousand  shingles. 
Third,  "  Salmon  Falls,''  about  one  mile  further  up,  on  which  are 
improvements  as  follows : 

Very  fine  power  unimproved.       A  machine  shop  and  grist  mill. 

Fourth,  "Lower  Dam  at  Milltown/'  one-fourth  mile  above  Sal- 
mon falls,  with  improvements  as  follows : 


Three  gangs ;  two  single  saws, 
three  lath  machines,  one  sash 
and  blind  factory,  one  shingle 
machine,  a  planing  machine,  one 
saw  .factoi-y,  two  axe  factories, 
two  grist  mills. 

Will  cut  eight  million  long 
lumber,  two  million  laths,  and 
manufacture  600  dozen  axes. 


Two  gangs ;  one  single  saw. 
Will  cut  six  million  feet  lum- 
ber and  six  million  laths. 
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Fifth,  "  Upper  Dam  at  Milltown,"  forty  rode  above  Lower  dam, 
with  improvements  as  follows : 


Six  gangs ;  six  lath  machines. 

Will  cut  fifteen  million  long 

lumber  and  fifteen  million  laths. 


Three  gangs,  three  single  saws, 
three  lath  machines,  two  shingle 
machines,  one  plaaing  factory, 
one  grist  mill. 

Will  cut  nine  million  long  lum- 
ber, nine  million  laths,  one  million 
five  hundred  thousand  shingles. 

Aggregate  annual  production,  about  100,000,000  of  lumber 
sawed,  and  70,000  bushels  of  grain  ground.  The  power  is  ample 
to  double  or  treble  the  amount.  Not  more  than  half  of  the  power 
is  improved,  if  so  much.  Value  of  annual  products  about  $2,000,- 
000.  The  saw  mills  operate  from  April  1st  to  November  25th, 
they  however  do  partial  work  for  a  larger  proportion  of  the  year. 
The  grist  mills  operate  all  the  year.  Various  forms  of  wheels 
used ;  centre  vent  reputed  the  best.  Machinery  in  general  excel- 
lent. The  power  is  owned  chiefly  by  manufacturers  of  lumber 
resident  in  the  vicinity. 

The  great  lakes  at  the  source  of  the  river  on  both  its  branches 
can  be  flowed  to  almost  any  extent,  securing  an  indefinite  in- 
crease of  power.  Artificial  reservoirs  also  are  peculiarly  feasible, 
there  being  a  large  amount  of  low  land  upon  the  river  susceptible 
of  ready  conversion  into  storage  basins  at  moderate  expense.  The 
delivery  of  water  can  be  made  practically  constant.  For  table  of 
reservoirs,  with  the  storage  thereon,  see  page  119,  Part  11.  The 
storage  is  now  used  for  driving  lumber.  A  storage  of  only  four 
feet  upon  100  square  miles  of  lakes  connected  with  this  river, 
would  yield  for  10  hours  a  day,  312  days  per  year,  on  the  Calais 
Mia  alone,  72  feet,  a  gross  power  of  over  8,000  horse,  or  320,000 
spindles. 

Freshets  can  be  controlled  readily,  the  low  banks  further  up  the 
stream  overflowing  after  a  certain  rise  is  attained,  and  relieving 
the  pressure.  No  logs  have  ever  been  lost  on  the  St.  Croix.  The 
extreme  total  range  from  lowest  to  highest  water  is  about  nine 
feet. 

Underlying  and  surrounding  rock,  granite  and  slate,  adapted  to 
building  uses.  The  lay  of  the  land  upon  the  privileges  is  most 
excellent  for  the  accommodations  of  mills  and  workshops,  the  nat- 
ural surface  being  about  on  a  level  with  the  highest  run  of  water 


]>!▼.  no  THS  WATBR  FOWHBB.  288 

in  fredhete.  Probably  fiYe-sixths  of  the  basin  of  the  stream  is 
forest-coveredi  much  of  it  being  timber  land. 

Inadequately  as  the  power  has  been  improved,  it  has  been  suffi- 
cient to  draw  about  it  and  settle  a  population  of  20,000  souls 
within  a  radius  of  five  miles. 

Being  situated  at  the  head  of  tide  upon  navigable  waters,  mar- 
kets are  at  all  points  accessible  by  sea  where  lumber  is  wanted ; 
in  particular  the  ports  of  the  United  States,  the  West  Indies  and 
Europe.  Records  from  1831  to  1867  in  possession  of  L.  L.  Lowell, 
Esq.,  show  that  the  river  closes  with  ice  on  the  average  the  25tb 
of  December,  and  opens  the  2Qth  of  March. 

Sixth,  on  Beaver  lake  stream.  No  specifications.  The  lake 
covers  about  a  square  mile  according  to  the  State  map. 

Seventh  and  ^ghth,  on  Magurrewock  stream,  the  outlet  of  the 
Magurrewock  lakes.  No  details.  The  lakes  cover  au  aggregate 
of  three  or  four  square  miles  according  to  the  State  map. 

Cambridge — Somkesbt  Couott. 

From  Sdeotmen'a  Betums, 
Several  Powers. 

First,  at  the  village,  on  Ferguson  stream,  which  rises  in  large 
bogs;  head  and  fall  thirteen  feet;  saw  and  flour  mill;  former 
operates  about  half  of  the  time,  the  latter  all  the  year. 

Other  small  powers  not  occupied. 

Camdbn — Knox  County. 

From  the  Statement  of  T,  B.  Simonion,  Esq,,  and  from  a  Plan  of  ike 
Water-Power  ^  both  based  upon  a  Survey  by  NaQuiniel  Grooker^  Esq, 
Twentisr-One  Powers. 

The  most  important  are  on  the  Megunticook  stream,  which  flows 
from  Canaan  or  Megunticook  pond  into  Penobscot  bay.  The 
length  of  the  stream,  following  its  course,  is  about  three  miles 
and  a  half;  but  the  distance  on  a  straight  line  from  the  pond  to 
tide  waters  at  Camden  harbor  is  about  two  and  one-half  miles. 
By  means  of  the  dams  at  the  source  of  the  stream  a  full  and  abun- 
dant supply  of  water  is  reserved  for  the  dry  months  of  summer. 

The  number  of  falls  available  for  manufacturing  purposes  on  the 
stream  is  14,  and  the  amount  of  head  of  all  the  falls  is  about  150 
feet. 

First,  three  rods  from  tide  waters  at  Camden  village  is  located 
the  large  anchor  factory  owned  and  operated  by  H.  E.  &  W.  O. 
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Alden.  Nine  feet  head  at  high  tide  and  15  feet  at  low  tide.  Two 
buildings,  50  by  90  feet,  and  36  by  60  feet.  Wheel,  Reynolds' 
turbine.  Three  thousand  pounds  of  anchors  per  day,  or  350  tons 
per  year,  can  be  made  by  the  machinery  now  used. 

Second,  six  rods  from  tide  waters,  grist  mill,  Messrs.  Carleton 
and  others.  Twelve  feet  head  and  50  horse-power.  Twenty 
thousand  bushels  ground  per  annum. 

Third,  41  rods  from  tide  waters,  Moody's  cracker  bakery ;  four 
feet  head,  $12,000  annual  manufacture.  Kneading,  etc.,  done  by 
water-power.  The  surplus  water  is  conducted  by  a  flume  to  the 
carriage  factory  of  William  J.  Farrar,  and  there  used  in  driving 
machinery  for  sawing  and  turning  materials  employed  in  repairing 
and  manufacturing  carriages. 

Fourth,  59  rods  from  tide  waters,  "  Bryant's  Marble  Works ;" 
four  feet  head.  Nearly  all  the  gravestones  sold  in  Belfast,  Cam- 
den and  Rockland,  are  polished  at  this  establishment.  Shafting 
is  connecting  with  an  adjoining  building,  where  the  manufacture 
of  Collins'  glass  cylinder  pumps  is  carried  on. 

Fifth,  66  rods  from  tide  waters  is  the  large  factory  for  manufac- 
ture of  felting  used  in  the  manufacture  of  papfer,  carried  on  by 
Johnson,  Fuller  &  Company,  being  the  only  establishment  of  the 
kind  in  the  United  States.  Factory  building  40  by  100  feet,  has 
two  stories  and  two  basements ;  operatives  employed,  35 ;  sales, 
$60,000 ;  head,  13  feet  and  55  horse-power ;  two  sets  of  machinery 
with  800  spindles ;  Reynolds'  turbine.  The  surplus  water  is  con- 
ducted by  a  canal  to  the  tannery  some  40  rods  below,  owned  and 
carried  on  by  Thomdike  &  Scott.  This  power  has  eight  feet  head. 
Three  large  buildings ;  34  tan  vats.     Sales  yearly,  $25,000. 

Sixth,  86  rods  from  tide  waters,  "Alden's  Oakum  Factory." 
Eight  feet  head  and  34  horse-power.  Reynolds'  turbine.  Two 
large  buildings.     Sales  $25,000  per  year.     A  carding  machine. 

Seventh,  98  rods  from  tide  waters,  "Knowlton  &  Co.'s  Machine 
Shop ;"  12  feet  head  and  50  horse-power  in  drouth.  Reynolds' 
turbine.  Five  buildings  averaging  40  by  60  feet.  Manufactures 
are  ships'  iron  pumps,  capstans,  steering  wheels  with  iron  rims 
and  locust  spokes,  force  pumps,  windlass  purchases,  geared  and 
gipsy  winches,  composition  work,  iron  spikes,  galvanized  spikes, 
vessels'  blocks ;  also  Reynolds'  turbine  water  wheels  with  gear- 
ing, shaftings,  iron  pullies,  &c.  One  of  these  power  capstans,  the 
vessel  pumps  and  a  windlass  purchase,  were  invented  by  David 
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Knowlton,  one  of  the  firm.    Sales,  $?5,000  to  $100,000  per  year. 
Operatives,  35  to  45. 

£ighth,  239  rods  from  tide  waters,  ''  Hemingway  Falls,'^  head 
about  10  feet.  Have  never  been  used,  bnt  are  available  for  manu- 
facturing purposes. 

Ninth,  340  rods  from  tide  waters  is  '*  Gould's  Plug  and  Wedge 
Factory,"  head  13  feet.  Two  buildings,  25  by  30  feet,  and  31 
by  50.    Sales,  $5,000  per  year. 

Tenth  and  Eleventh,  at  the  distance  of  412  and  432  rods  from 
tide  waters,  occupied  by  D.  H.  Bisbee  &  Co.,  in  the  manufacture 
of  powder.  Two  dams,  head  20  feet ;  at  the  lower  dam  eight,  at 
the  upper  dam  12  feet.  The  buildings,  eleven  in  number,  one 
story,  vaiy  in  size  from  28  by  38  to  12  by  12.  Powder  manufac- 
tured yearly,  8,000  kegs,  $30,000  to  $40,000. 

Twelfth,  544  rods  from  tide  waters  are  the  &lls  on  the  Oonant 
farm,  having  a  head  of  10  feet.    Unoccupied. 

Thirteenth,  19*1  rods  from  tide  waters,  with  11  feet  head,  also 
unoccupied. 

Fourteenth  and  Fifteenth,  at  the  source  of  the  stream,  1,107 
rods  from  tide  waters,  the  "Molineaux  Mills."  Two 'privileges 
as  now  occupied,  one  for  a  grist  and  one  for  a  saw  mill.  Head  of 
12  feet.  Should  a  dam  be  built,  say  12  rods  below  these  priv- 
ileges, and  they  united,  a  head  of  water  could  be  obtained  of  20 
feet  or  85  horse-power.  This  privilege  would  be  an  excellent  one 
for  a  paper  factory,  the  water  being  pure  and  well  adapted  for  the 
manufacture  of  a  supmor  quality  of  paper.  A  number  of  enter- 
prising gentlemen  have  been  talking  of  building  such  a  factory 
for  a  year  or  two  past. 

In  addition  to  the  water-powers  on  the  Megunticook  stream 
already  named,  there  are  others  of  minor  importance  in  different 
parts  of  the  town,  which  have  been  or  are  now  occupied  for  vari- 
ous branches  of  manufacture. 

Sixteenth,  on  Spring  brook  stream,  two  and  a  half  miles  from 
Camden  village,  on  the  road  to  Belfast ;  head  50  feet,  available 
during  a  part  of  the  year.  Formerly  a  stave  and  shingle  mill. 
Now  unoccupied. 

Seventeenth,  on  the  brook  running  from  Harrington's  meadow 
into  Canaan  pond ;  head  16  feet.  Operates  a  stave  and  shingle 
min  during  the  fall  and  spring  months. 

Eighteenth,  on  Goose  river  stream,  which  runs  from  Hosmer's 
pond  to  Rockport  village ;  power  available  during  a  large  part  of 

15 
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the  year.    Formerly  a  grist,  saw,  and  two  stave  and  shingle  mills. 
Now  in  operation  a  stave  and  shingle  mill. 

On  the  outlet  of  Oyster  river  pond,  several  powers  available  in 
wet  seasons  during  all  the  year,  and  in  dry  seasons  during  the 
largest  part  of  the  year. 

Nineteenth,  near  Oyster  river  pond,  nine  feet  head ;  used  eight 
or  nine  months  of  the  year  for  a  stave  and  shingle  mill. 

Twentieth,  a  little  over  a  mile  below,  twenty-three  feet  head, 
available  during  most  of  the  year,  some  years  all  the  year ;  stave, 
shingle  and  grist  machinery.  Three-fourths  of  a  mile  below,  saw 
mill  and  grist  mill ;  head  ten  feet.     Operates  nearly  all  the  year. 

Twenty-First,  at  Rockville  village,  formerly  a  tannery,  stave 
and  shingle  mill,  and  a  sash  and  blind  factory ;  not  in  operation 
at  the  present  time. 

The  scenery  of  Camden  is  to  a  remarkable  degree  varied  and 
beautiful,  combining  the  charms  of  inland,  ocean  and  mountain 
prospect.  There  are  extensive  beds  of  limestone  in  the  town,  and 
large  quantities  arc  quarried  at  various  points.  There  are  nine 
ponds,  with  an  area  of  1,335  acres. 

The  population  of  Camden  by  the  census  of  1860  was  4,588,  and 
its  valuation  $1,062,228.  It  is  considered  a  moderate  estimate 
that  the  next  census  will  give  a  population  of  5,500,  and  an  in- 
crease of  valuation  from  50  to  75  per  cent.  There  are  two  good 
■harbors,  one  at  Camden  and  the  other  at  Rockport,  both  clear  of 
iioe  except  during  a  few  of  the  coldest  days  of  winter. 

Camden  has  devised  liberal  things  for  those  willing  to  assist  in 
developing  her  manufacturing  resources,  by  exempting  from  taxar 
ttion  the  property  invested,  for  a  period  of  five  or  ten  years. 

Canaan — Somerset  County. 

From  Selectmen's  Beturns. 
"Six  FowerSy  and  More. 

First,  ''Barnes'  Mill,''  on  the  outlet  stream  of  Morrill  pond, 
which  has  high  banks  and  can  be  converted  into  a  reservoir  with 
10  feet  head ;  it  is  one  and  a  half  by  three-quarter  miles.  A  dam, 
small  saw  mill,  with  14  feet  head,  are  the  only  in^rovements. 

Second,  in  Canaan  village,  on  Sebattas  stream,  the  outlet  of 
Sibley's  pond.  The  pond  is  one  by  two  miles,  receives  contribu- 
tions from  Morrill  pond,  also  from  Black  stream  and  Bog  stream. 
Head  seven  feet,  shingle  and  planing  mill ;  operates  about  three- 
fourths  of  the  year. 
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Third,  in  Canaan  village;  on  the  Sebattas  stream,  18  feet  head, 
grist,  carding,  bark  and  fulling  mills ;  operate  the  year  round. 

Fourth,  in  Canaan  village,  on  the  same  stream,  head  eight  feet ; 
saw  and  shingle  mill  which  operates  nearly  all  the  year. 

Fifth  and  Sixth,  ''Moore's  Mills,''  one  mile  below  Canaan 
village  ;  the  upper,  a  head  of  six  feet ;  a  saw  mill  which  operates 
about  six  months  of  the  year.  Lower  dam  10  feet  head ;  saw, 
shingle  and  grist  mills ;  operate  nearly  all  the  year. 

The  power  on  Sebattas  stream  is  only  part  improved.  It  will 
furnish  100  horse-powers  the  yeaV  round.  Black  stream  and  Bog 
stream  are  both  very  constant  in  their  flow.  The  dams  can  all  be 
raised  several  feet  so  as  to  furnish  more  head. 

Other  dams,  also,  at  other  points,  might  be  built,  so  as  to  afford 
safe  and  valuable  power.  Wheels,  Tuttle's  centre-vent  with 
patent  regulator.  The  soil  of  the  town  is  very  productive  as 
appears  by  census  statistics. 

Canton — Oxford  County. 

From  the  Statement  of  the  Selectmen. 
8iz  Powers. 

First,  Capen's  Rips,"  on  the  Androscoggin  river.  Fall  six  to 
ten  feet  in  ten  rods.  A  saw  mill  was  formerly  operated  at  this 
point.  A  substantial  dam  can  be  erected  here,  and  an  excellehi 
water-power  established. 

Second,  "Canton  Mills,"  upon  the  outlet  of  Whitney  pond- 
Fall  eight  feet  in  three  rods.  Various  saws  operate  from  three  to 
six  months.  Also  tannery,  and  a  grist  mill  which  operates  the 
whole  year. 

Whitney  pond  is  nearly  two  and  a  half  by  three-quarter  miles. 
By  means  of  dams  the  power  can  be  increased,  with  damage  by 
flowage.     No  loss  by  freshets  when  the  dam  is  in  good  order. ./'' 

Third,  15  rods  below  the  saw  and  grist  mill,  a  fall  of  thre^  feet 
vertical,  with  a  dam  to  add  seven  feet  head.  A  foundry,  with  the 
first  right  to  draw  the  water,  two  large  planers,  one  small  do., 
one  iron  lathe,  one  wood  do.,  and  various  saws,  all  of  which  may 
be  propelled  at  the  same  time.  Across  the  stream  is  a  carriage 
manufactory  with  necessary  saws  and  lathes. 

Fourth,  "  Stubbs'  Mill,"  upon  the  outlet  of  Dix  pond ;  fall  20 
feet ;  overshot  wheel,  on  which  29  cubic  inches  of  water  carry  the 
board  saw.    Various  saws. 

Fifth,  between  this  and  the  pond,  has  the  same  altitude  and  is 
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not  used.  A  dam  controla  the  water  in  the  pond  withont  damage 
to  any  land  owner  and  might  be  made  to  hold  it  stili  higher.  Pond 
is  fed  by  springs  and  is  about  half  a  mile  in  length. 

Sixth,  "Howe's  Mill/'  on  Howe's  stream ;  fall  15  to  20  feet; 
stream  small,  and  a  dam  would  cause  the  flowage  of  a  large  tract 
of  valuable  meadow ;  saw  and  grist  mill  which  operate  part  of  the 
year. 

Market,  Portland,  by  the  Portland  &  Oxford  Central  and  the 
Grand  Trunk  Railroads,  also  by  the  Androscoggin  Bailroad  and 
its  connections. 

Cape  Euzabbth — Cumberland  Coturtv. 

From  Selectmen's  Beiuma. 
Four  FowerB. 

First,  "  Clark's  Mills,"  on  Long  creek.  Fall  18  feet  in  half  a 
mile,  operates  10  months,  breast  wheel  18  feet  in  diameter. 

Second,  on  Mill  creek,  a  tide  power.  Stone  dam ;  grist  mill, 
nine-foot  tub  wheel.  Tide  rises  and  falls  from  five  to  eight  feet ; 
mill  operates  from  10  to  12  hours  a  day,  and  can  grind  150  bushels 
in  the  time. 

Third,  a  tide  power  at  Spurwink.    Unimprored. 

Fourth,  a  tide  power  of  large  capacity  can  be  secured  by  a  dam 
at  the  mouth  of  the  estuary  into  which  Long  creek  empties. 

Two  artificial  reservoirs  of  large  capacity  can  be  constructed  in 
connection  with  the  powers. 

Market,  Portland,  close  at  hand. 

Carmel — Penobscot  County. 

From  Seledrnen's  Befums. 
Seventeen  Pawers. 

Upon  the  Ruggles  stream,  three  ;  Kingsley  do.,  four ;  Sowadabs- 
cook  do.,  four ;  Harvey  do.,  four ;  Kenduskeag  do.,  two. 

There  are  no  falls  of  any  note ;  the  power  is  produced  chiefly  by 
dams ;  is  judged  sufficient  to  cut  yearly  6,000,000  feet  of  boards 
and  4,000,000  shingles.  It  is  not  all  improved ;  in  part,  in  mills, 
as  follows :  Ten  board,  eight  shingle,  one  lemon-box,  one  cloth* 
dressing  and  carding,  and  a  grist  mill.  The  mills  do  not  work 
all  the  year ;  about  one-half  work  six  months,  and  the  other  half 
one-third  of  the  year. 

The  Sowadabscook  stream  is  connected  with  a  pond  two  by  one 
miles,  the  Kenduskeag  with  a  pond  somewhat  smaller.     The 
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capacity  of  the  ponds  could  be  very  much  increafled  at  small  ex- 
pense by  the  erection  of  dams.  Freshets  moderately  heavy.  In 
ordinary  seasons  there  is  sufficient  in  the  Sowadabscook  through- 
out the  year  to  operate  nearly  all  the  mills  upon  it.  Three-fourths 
of  the  town  are  covered  with  forests. 

Tearly  product,  $25,000.    Market,  Bangor. 

Oarratukk  TowNsmp — Soxerset  County. 
Statement  of  Joseph  Glark,  Eaq. 

[See  alM  "  Genratonk  Township  Mid  Townflhip  No.  1."] 

Kmnerous  Powers. 

Several  of  the  above  are  on  the  outlet  stream  of  Pleasant  pond. 
Stream  is  three  miles  long  and  falls  100  feet  in  that  distance. 

First,  at  the  outlet,  ''  Clark's  Saw  MHl,"  head  and  fall  12  feet, 
abundant  water  all  the  year  may  be  had;  pond  covers  over 
three  square  miles.  Most  excellent  site  for  mills.  Small  part  of 
the  power  used. 

Second,  half  a  mile  below,  fall  12  feet ;  unimproved. 

Third,  Fourth^  Fifth,  below,  good  privileges,  unimproved. 

Sixth,  below,  near  the  road,  "  Brown's  Mills,"  saw,  grist,  axe, 
and  other  machinery ;  12  feet  head  and  fall ;  more  may  be  had. 

Seventh,  below  the  road,  near  the  Kennebec  river,  head  and  fall 
12  feet,  unimproved. 

Five  of  the  above  are  fcelow  the  inlet  of  the  Moore's  Bog  stream, 
which  is  very  constant  and  has  three  or  four  ponds,  all  of  which 
can  be  flowed  for  reservoirs. 

Pine,  cedar,  spruce  and  hardwood  lumber  in  vast  quantities. 

A  flat-bottomed  steamer  could  be  run  on  Kennebec  river  from 
Carratunk  falls  in  Solon,  to  the  Forks,  passing  in  the  close  vicinity 
of  the  powers. 

Eighth,  Ninth  and  Tenth,  or  the  outlet  stream  of  the  Baker 
ponds,  two  privileges  fcelow  the  second  pond,  and  one  below  the 
lowest  pond.  Thirty  feet  fall  on  the  last,  large  amount  of  fall  at 
the  upper  two.  Unimproved,  except  a  dam  at  the  outlet  of  the 
lower  pond,  which  flows  it  eight  feet. 

CARBATtTNK   ToWNSHlP   AND   ToWNSmP   No.    1 — SOMERSET   CoUNTY. 

Statement  of  E,  W.  Farlin,  Esq.,  of  Pleasant  Ridge, 

[See  alM>  «<  Camtank  Towoflhlp,"  and  **  TowiMhip  5o.  1.*] 

One  Power. 

"Carrying-Place  Rips,''  on  the  Kennebec  river,  at  the  mouth  of 
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the  Carrying-Place  stream.  The  natural  fall  is  moderate,  but 
canals  could  be  constructed  on  either  shore,  which  would  give  a 
large  amount  of  power.  Banks  high,  but  not  so  crowded  upon 
the  river  as  to  forbid  the  location  of  mills.  Rock  bottom  and 
banks.     Fully  developed  this  would  make  a  valuable  power. 

Carroll — ^Pskobsgot  County. 
Statement  of  J.  A.  Larrdbee,  Esq. 

Two  Powers,  or  More. 

First,  "  Lowell's  Mill/'  near  the  outlet  of  Buck's  pond ;  operates 
four  months. 

Second,  saw  mill  on  the  west  branch  of  the  Baskahegan  inlet, 
operates  four  months. 

No  other  powers  now  used  in  the  town  of  Carroll. 

Carthage — Frankun  County. 
From  Selectmen's  Returns,  and  the  Statement  of  Bobert  Potter,  Esq. 

Ten  to  Twenty  Powers. 

The  whole  volume  of  Webb's  river  can  be  used  from  10  to  20 
times.  The  river  is  a  constant  succession  of  rips  for  several  miles. 
The  amount  of  power  is  indicated  by  the  fact  that  there  are  upon 
one  of  the  dams  a  saw  mill,  grist  mill  with  two  runs  of  stones,  two 
shingle  mills,  and  other  machinery ;  and  that  there  is  abundant 
water  for  them  all,  when  any  sort  of  precautions  are  taken  to  use 
it  economically. 

Webb's  pond,  the  source  of  the  stream,  covers  three  square 
miles ;  its  outlet  can  be  lowered  six  feet,  and  its  surface  raised 
three  feet,  thus  securing  nine  feet  head  over  the  whole  surface. 
The  pond  is  fed  by  seven  different  streams  and  many  small  brooks, 
and  thus  drains  a  large  tract  of  country. 

The  privilege  at  the  foot  of  the  pond,  owned  by  Robert  Potter 
of  Portland,  offers  first-rate  facilities  for  improvement.  There  are 
near  the  outlet  1,000  acres  or  more  of  very  thrifty  second-growth 
pine. 

One-third  of  a  mile  below  the  outlet,  owned  by  Robert  Potter, 
formerly  used  for  various  mills,  all  of  which  are  now  burned  down. 
Dam  gone.    Ten  or  twelve  feet  fall. 

One-fourth  mile  below,  as  good  as  the  above,  no  improvement. 

One-half  mile  below,  saw  mill  and  threshing  machine. 

Various  privileges  below  not  used. 
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About  one  mile  below  the  saw  mills,  and  at  the  village,  grist 
and  saw  mill,  and  other  machinery. 

Various  privileges  below,  not  improved. 

Flutter  and  centre-vent  wheels. 

Granite  abundant,  also  clay  for  bricks,  and  vast  quantities  of 
excellent  limestone.  Sites  for  mills  excellent,  the  land,  mainly 
level. 

Three-fourths  of  the  basin  covered  with  woods. 

Market,  Portland,  by  Androscoggin  railroad,  from  North  Jay 
depot,  10  miles  distant  from  water-power. 

CaSGO— CUMBEBLAND   CoUNTT. 

SUUement  of  Albion'  Cobb,  Esq, 

[See  alM  «*  Quoo  and  Naplee,"  and  "Omoo  and  Raymond."] 

Twenty-One  Powers. 

First,  at  the  foot  of  Pleasant  pond,  which  serves  as  a  mill  pond, 
various  saws,  and  grist  mill. 

Second,  below,  a  dam,  tannery  and  starch  factory,  with  other 
mills  now  idle. 

Third  and  Fourth,  below,  two  equally  good  powers ;  unimproved. 

Fifth,  below,  various  saws. 

Sixth  and  Seventh,  below,  and  within  two  miles,  good  powers ; 
unimproved. 

Eighth,  below,  grist  and  plaster  mill,  and  various  saws. 

Ninth,  just  below,  various  saws. 

Any  one  of  the  foregoing  powers  is  sufiScient  to  drive  a  large 
amount  of  machinery  the  year  round.  The  stream  is  very  little 
affected  by  either  drouth  or  freshets.    The  pond  has  an  area  of 

2.25  square  miles  and  has  a  storage  of feet.    It  is  fed  by 

Parker's  pond. 

Tenth,  "Decker's  Mill,"  on  the  outlet  of  swamps;  sawmill, 
water  enough  for  six  months ;  poor  wheel. 

Eleventh,  at  the  outlet  of  Dumpling  pond,  formerly  a  saw  mill, 
power  now  idle,  the  dam  is  used  for  storage. 

Twelfth,  just  below,  grist  mill,  and  various  saws.  Part  of  the 
machinery  runs  the  year  round. 

Thirteenth,  thirty  rods  below,  lumber-working  machinery. 

Fourteenth,  immediately  below,  carriage  manu&qturing,  small 
pond,  good  privilege. 

Fifteenth,  just  below,  good  privilege,  with  an  excellent  place  for 
a  mill  pond ;  unimproved. 
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Sixteenth  and  Seventeenth,  below,  the  water  might  be  osed 
with  breast  or  overshot  wheels,  but  the  mill  ponds  would  be  small. 

Eighteentii,  below,  unimproved,  with  an  excellent  chance  for  a 
mill  pond. 

The  stream  on  which  the  last  eight  powers  are  situated,  is  little 
more  than  a  mile  in  length,  but  in  that  distance  descends  about  200 
feet.  The  stream  is  little  affected  with  freshets,  and  since  the 
water  of  the  ponds,  Dumpling  and  Coffee,  is  controlled  by  tight 
dams,  not  g^reatly  affected  by  drouth. 

Nineteenth,  on  the  outlet  stream  of  "Hog  Meadow  Pond/'  a 
power  of  extraordinary  excellence.  An  overshot  wheel  of  twenty- 
two  feet  diameter  is  used ;  a  stave  mill. 

Twentieth,  said  to  be  a  good  one,  on  a  small  stream  emptying 
into  the  northeast  comer  of  Rattlesnake  pond.    Unimproved. 

Twenty-First,  "  PiiUcham's  Mill,"  on  a  small  tributary  of  Ifleas- 
ant  pond ;  fails  in  summer. 

Market,  principally  Portland,  distance  25  miles  by  road. 

Casco  and  Naples — Cuxberland  Countt 
Statement  of  Washington  Bray,  JBsq.,  of  Naples. 

[See  alM>  «<  Omoo,"  and  **  Naplei.'^ 

Two  Powers. 

Both  situated  on  Crooked  river  below  Edes'  falls.    Each  has  a 

fall  of  about  eight  feet.  ' 

The  volume  of  the  river  at  mean  run  is  about  1,593  inches  under 
a  head  of  9.5  feet,  giving  on  an  eight-foot  fall  about  100  horse- 
powers.   Eiver  very  constant,  fed  by  ponds. 

Casco  and  Sayhond — Cumberland  County. 
SUUement  of  Albion  Cobb,  Esq.,  of  Casco. 

[See  alfo  "  Geaoo,''  and  *'  lUymood.'*] 

One  Power. 

On  the  outlet  stream  of  Thomas  pond,  a  very  excellent  power, 
unimproved.  The  pond  covers  1.15  square  miles,  and  is  flowed  by 
a  dam. 

Castinb — Hancock  County. 

Selectmen's  Statement. 
One  Power. 

A  tide  power ;  a  grist  mill  and  shingle  mill  upon  it  in  working 
order.  Work  all  the  year.  Machinery  of  the  best  construction 
for  a  tide  mill.    Height  of  tide  at  this  point  about  12  feet. 
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CbmtxbtiUiB — WAsmyoTON  County. 
From  the  Statement  of  Jam^s  Pope,  Esq.,  and  the  SeUclmen. 

Two  Powers. 

First,  the  "  Great  Falls,"  on  Machias  river,  about  five  miles 
above  Whitneyville  Dam,  and  nine  miles  from  Mac&ias  tide 
water.  There  is  railroad  connection  between  Whitneyville  and 
Machiasport. 

The  fall  is  20  feet  in  60  rods.  A  dam  12  feet  high  near  the  head 
of  the  fall,  would  pond  back  the  water  two  or  three  miles,  and 
could  be  built  with  small  outlay.     An  island  in  the  middle  of  the 

river  would  serve  as  an  abutment  to  the  sections  of  the  dam.  No 
granite  nearer  than  two  miles,  but  abundance  of  trap  suitable  for 
foundations  and  other  rough  work.     Qood  brick  clay  close  at  hand. 

The  left  bank  at  the  falls  is  a  hard  wood  ridge  somewhat  broken 
in  surface,  but  affording  an  excellent  and  ample  site  for  a  manu- 
facturing town.  The  shore  is  rocky  and  about  ten  feet  above  the 
stream  in  a  freshet.  The  right  bank  is  flat  but  not  boggy.  It  is 
underlaid  with  rock. 

The  bed  of  the  river  at  the  falls  is  rocky,  and  at  one  point  a  con- 
tinuous ledge  extends  from  bank  to  bank,  affording  an  unsurpassed ' 
natural  foundation  for  a  dam. 

On  the  right  bank  the  facilities  for  canalling  are  most  excellent, 
cannot  in  fact  be  excelled.  The  growth  on  this  bank  is  spruce, 
pine  and  hemlock. 

There  is  no  settlement  within  three  miles,  and  the  privilege  h|ks 
no  improvement  whatever  upon  it.  The  country  above  is  unbrok- 
en wilderness. 

The  power  and  the  township  are  owned  by  the  Whitneyville 
Agency ;  Agent,  James  Pope,  Esq. 

If  the  volume  of  water  at  mean  summer  run  in  an  ordinary  sea- 
son, be  assumed  to  be  14,000  cubic  feet  per  minute,  that  at  Ma- 
chias being  15,000,  the  gross  power  of  the  Great  Falls>  with  a  dam 
as  above,  is  832  horse,  or  33,280  spindles.  It  can  be  increased 
several  fold  by  use  of  the  reservoirs  upon  the  river.  See  page  132, 
Part  II. 

Second,  on  the  west  branch  of  Chandler's  river,  eight  feet  fall, 
saw  mill  operates  six  months. 
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Charleston — ^Penobscot  County. 
Four  Powers. 

First,  on  a  branch  of  Kenduskeag  river,  in  the  west  part  of  the 
town,  a  saw  mill. 

Second,  on  the  west  branch  of  the  Pushaw  river,  a  saw  mill. 

Third,  below,  on  the  same  stream,  a  shingle  mill. 

Fourth,  on  the  east  branch  of  the  Pushaw  river,  near  the  south- 
east comer  of  the  town,  a  saw  mill.  # 

Charlotte — Washington  County. 
From  the  Selectmen's  Returns,  and  a  Plan  of  (he  Streams. 

[See  alM>  "Charlotte  and  Township  No.  14.*^] 

Eight  Powers. 

First,  " McGlaughlin's  Mills,"  on  Damon  mill  brook;  fall  ten 
feet ;  shingle  mill,  operates  five  months. 

Second,  "  Granger's  Mills,"  on  Moosehom  stream,  twelve  feet 
£all ;  shingle  and  clapboard  mills,  operate  six  months. 

Third,  above,  two  miles  from  the  county  road,  18  feet  fall. 

Fourth,  on  Fisher's  mill  brook,  a  short  distance  above  Round 
pond,  fall  12  feet. 

Fifth,  above ;  by  means  of  a  canal  conducting  the  water  across 
the  county  road,  a  fall  of  40  feet  can  be  secured. 

Sixth,  above,  and  very  near  the  county  road,  by  means  of  the 
same  canal  a  fall  of  30  feet  can  be  secured. 

Seventh,  above  the  county  road,  a  fall  of  12  feet. 

Eighth,  short  distance  above,  fall  12  feet. 

A  large  bog  above  might  be  converted  into  a  reservoir,  though 
with  some  damage  by  flowage.  Powers  operate  five  to  six  months. 
A  16-foot  back-shot  wheel.  The  Moosehom  is  derived  from  bogs 
and  low  lands,  and  is  constant.  One-third  of  the  basin  covered 
with  woods. 

Market,  Pembroke  and  Calais,  by  road. 

Charlotte  and  Township  No.  14 — Washington  County. 

From  (he  Sta,tement  of  T.  W.  Allan,  Esq,,  of  DennysviUe,  and  a 
Flan  of  the  Streams  furnished  by  the  Selectmen, 

Three  Powers,  or  more. 

First,  a  dam  at  the  head  of  Oilman's  rips,  on  Dennys  river,  eight 
feet  fall ;  flows  the  river  to  the  lake.     No  other  improvement. 

Secpnd,  "Oilman's  Rips,"  on  Dennys  river,  four  and  a  half  miles 
below  ]^eddybemps  lake,  12  feet  fall. 
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Third,  below,  and  nearly  continuous,  "Gardner's  Rips." 
The  above  are  a  series  of  rips  and  ponds,  which  with  Brights- 
Island  rips  between  Dennysville  and  No.  14,  have  an  estimated  fall 
of  30  feet. 

The  lake  above,  15  square  miles  in  area,  with  seven  feet  of  stor- 
age, constitutes  a  great  reservoir.  The  powers  can  be  made  con- 
stant throughout  the  year. 

Chklsea — Kennebec  County. 

From  Selectmen^ 8  Returns. 
Kine  Powers. 

Seven  on  the  outlet  of  Worromontogus  pond  in  Augusta. 

First,  about  ten  rods  below  the  south  line  of  Augusta,  a  dam 
seven  feet  high,  and  five  rods  long,  which  flows  several  square 
miles,  with  banks  which  admit  of  raising  the  dam  to  any  desired 
height.     This  dam  is  for  a  reservoir. 

Second,  20  rods  below,  dam  and  falls,  fifteen  feet,  saw  and  shin- 
gle mills,  which  cut  all  the  available  lumber,  although  the  dams 
are  old  and  leaky,  and  the  wheels  are  the  old-fashioned  ladle  pat- 
tern. 

Third,  half  a  mile  below,  a  good  stone  dam  12  feet  high,  with 
shingle  and  grist  mill  nearly  new,  operates  all  the  year. 

Fourth,  half  a  mile  below,  formerly  a  saw  mill,  destroyed  by  fire 
many  years  ago.  Fall  from  the  third  mill  to  this  privilege,  about 
18  feet.     Unoccupied. 

At  this  point  is  received  an  additional  stream  called  "  Chase 
Meadow  Brook,"  which  takes  its  rise  from  "Greely  Pond"  in 
•Augusta. 

Fifth,  three-fourths  of  a  mile  below  the  4th,  fall  14  feet,  has  been 
occupied  by  two  sets  of  saw  mills. 

Sixth,  80  rods  below,  fall  16  feet,  formerly  "Searle's  Mills." 
Privilege  now  unoccupied,  flows  about  five  acres,  has  a  ledge  foun- 
dation, which  runs  far  into  the  banks,  for  dam  and  mills.  The 
stone  wings  of  the  old  dam  are  now  standing.  Here  an  additional 
stream  comes  in,  known  as  "Long  Meadow  Brook,"  with  large 
space  for  flowage. 

Seventh,  one  mile  below,  fall  16  feet,  formerly  "  Jewett's  Saw 
MiU  ;"  burned  many  years  ago  ;  privilege  not  occupied. 

The  total  fall  of  the  "  Togus  "  stream  in  Chelsea  is  about  98  feet 
in  three  miles.  No  damage  from  freshets  to  dams  for  the  last 
35  years.  Properly  improved  the  stream  would  carry  a  large 
amount  of  machinery. 
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Granite  suitable  for  walls  and  underpinning.  The  surface  around 
the  falls  is  generally  very  convenient  for  the  location  of  mills,  and 
other  necessary  buildings,  with  good  roads  passing  Searle's, 
Dorr's,  Baker's  and  Lewis'  falls.  Clay  and  sand  are  quite  abund- 
ant near  the  river,  with  good  privileges  for  making  brick,  and  a 
large  amount  are  manufactured  annually. 

Eighth,  on  Gardiner  Meadow  brook;  formerly  a  saw  miU, 
operated  two  months.    Unimproved  for  the  last  12  years. 

Ninth,  on  a  small  stream,  fall  80  feet,  close  by  the  Kennebec 
river.  An  overshot  saw  and  shingle  mill,  did  business  for  a  few 
years.     Now  unimproved. 

Market,  Pittston,  Gardiner,  Hallowell,  and  Augusta,  from  one-^ 
half  to  seven  miles  distant. 


Chebryfield— Washinoton  County. 

From  Selectmen's  Betwms, 
Six  Powera. 

The  above  taken  together  constitute  the  "  Cherryfield  Falls,'^ 
on  the  Narraguagus  river. 

First,  at  the  head  of  tide,  in  the  village,  a  privilege  of  six  feet 
fall,  owned  by  A.  Campbell  &  Co.,  who  contemplate  building  a 
dam.  An  excellent  power  for  machine  shops,  etc.,  for  village  use. 
Excellent  sites  for  building  on  the  east  bank. 

Second,  the  "  Lower  Dam,"  so  called.  Nine  feet  head,  80  rods 
horizontal  run.  Occupied,  east  side,  grist  mill,  planing  mill,  sash, 
door  and  blind  factory,  a  machine  shop  and  foundry.  West  side, 
gang,  edge  and  lath  mill.  Gang  cuts  on  the  average  25,000  lum- 
ber per  day,  lath  mill  about  25,000  per  day.  Owned,  east  side,  by 
A.  Campbell  k  Co. ;  west  side,  one-half  by  the  same,  one-quarter 
by  J,  0.  Nichols  &  Son,  and  one-quarter  by  S.  Campbell,  agent. 

Third,  **  New  York  Bam,"  so  called,  at  the  upper  bridge ;  11  feet 
head ;  horizontal  run  60  rods  to  the  next  dam  above.  Owned  by 
John  W.  Coffin  &  Co.  Occupied,  east  side,  gang  and  single  saw, 
edge  and  lath  mill ;  west  side,  grist  mill.    A  very  fine  power. 

Fourth,  "Wakefield  Dam,"  head  seven  feet,  horizontal  flow  60 
rods  to  the  dam  above.  Occupied  by  two  shingle  mills,  two 
machines  each,  with  cut-off  saws,  etc.  Owned,  east  side,  by  T. 
P.  Wiley ;  west  side,  by  Lewis  &  Godfrey. 

Fifth,  "Hall  Dam,"  10  to  11  feet  head,  90  rods  horizontal  flow 
to  dam  above.    Occupied,  west  side,  gang,  single  saw,  edge  and 
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lath  mill ;  east  side,  shingle  mill  with  two  machines  and  cut-off 
saw,  carding  mill. 

Sixth,  "  Stillwater  Dam/'  nine  feet  head,  horizontal  flow  three 
miles.  The  east  and  west  branches  of  the  Narraguagus  rirer  form 
junction  half  a  mile  above  this  power.  The  land  in  the  vicinity 
being  low  and  flat,  has  been  flowed  by  the  dam,  forming  a  very 
larg^  reservoir.  All  the  mills  upon  this  power  were  burned  in 
July,  1866.  The  dam  has  since  been  thoroughly,  repaired,  and 
a  gang  and  single  saw,  edge  and  lath  mill,  erected  on  the  west 
bank.  These  mills^are  very  superior  and  of  large  capacity.  The 
gang  has  cut  in  twelve  hours  52,000  of  two-inch  plank,  would 
average  30,000  daily.  The  reservoir  formed  by  this  dam  is  so 
large  as  to  sustain  the  stream,  and  by  consequence  all  powers  upon 
it  in  the  severest  drouths,  the  accumulations  of  the  night  meeting 
the  drain  of  the  day. 

The  mills  work  all  the  year  save  the  winter  and  early  spring,  at 
which  time  the  ponds  freeze  so  that  the  logs  cannot  be  floated  to 
the  slip.  Very  extraordinary  summer  drouths  sometimes  suspend 
the  mills  for  a  short  time.  The  power  of  the  river  is  capable  of 
great  increase  by  the  improvement  of  the  lakes  connected  with  it 
for  reiiervoir  purposes.  An  extensive  heath  in  Beddington  could 
at  little  expense  be  converted  into  an  immense  reservoir. 

Freshets,  less  severe  than  formerly,  since  the  lakes  were 
dammed.    Range  from  lowest  to  highest  water  about  six  feet. 

Special  pains  have  been  taken  to  construct  the  best  mills  and 
secure  the  best  machinery.  The  centre-vent  wheels  are  much  pre- 
ferred. 

Production. — Each  dam  occupied  by  a  gang  and  single  and  lath 
mill  is  capable  of  sawing  5,000,000  of  long  lumber  and  5,000,000 
of  laths  each  season.  For  the  last  three  years  the  annual  product 
in  long  lumber  has  been  worth  at  the  wharf  here  $400,000 ; 
shingles,  $30,000 ;  total,  $430,000.  When  our  power  shall  come 
to  be  improved  for  regular  manufacturing  purposes  to  the  Extent 
of  its  capacity,  we  have  the  assurance  of  great  increase  in  wealth 
and  population. 

The  lumber  is  marketed  in  New  York  and  Boston  mainly,  though 
pine  boards  are  shipped  of  late  directly  to  the  West  Indies. 

Accessibility. — Vessels  approach  within  five  and  a  half  miles  of 
the  falls,  at  Millbridge,  to  which  point  lumber  is  floated  in  scows 
and  rafts.  The  river  is  open  to  navigation  eight  and  a  half  months 
of  the  yeaf. 
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Chester — Penobscot  County. 
Statement  of  Daniel  Barker ^  Esq.,  of  Bangor, 

[dee  also  *<  Chester  and  Wion."] 

Five  Powers. 

All  on  Medunkeunk  stream. 

First,  half  a  mile  from  mouth,  20  feet  perpendicular  fall,  width 
of  stream  150  feet,  ledge  bottom ;  once  occupied  by  saw,  grist, 
clapboard  and  shingle  mills.     Mills  now  decayed. 

Second,  two  miles  above,  eight  feet  head,  flows  five  miles,  dam 
125  feet  long,  ledge  bottom ;  power  good  for  the  whole  season ; 
formerly  occupied. 

Third,  on  Eber-horse  branch,  10  feet  head,  dam  25  feet  long, 
stone  wing  100  feet,  built  for  grist  and  shingle  mill ;  grist  mill  not 
complete. 

Fourth,  half  a  mile  above,  10  feet  head,  dam  125  feet,  flows  four 
miles.     Saw  and  shingle  mills  burnt  two  years  ago. 

Fifth,  above,  at  the  north  line  of  the  township,  old  dam  50  feet 
long,  10  feet  head,  flows  two  square  miles. 

Chester  and  Winn — Penobscot  County. 
Statement  of  Joseph  8.  Bowler,  Esq., 

[See  also  "Gheeter,"  and  *<  Winn."] 

One  Power. 

The  "  Island  Rapids,"  on  the  Penobscot  river,  all  within  one 
mile  of  the  village.  The  total  fall  is  judged  not  less  than  15  feet 
in  100  rods,  and  may  be  increased  to  any  required  amount  by  a 
dam,  the  banks  above  being  of  ample  height  to  prevent  flowage. 
The  fall  is  broken  into  two  pitches,  the  "  Babcock  Rips,''  amongst 
the  islands,  and  the  "  Five  Island  Falls  "  at  the  foot  of  the  islands. 
There  are  five  small  islands  in  the  river,  which  are  above  water  at 
all  seasons,  and  would  constitute  natural  abutments  to  the  dam 
and  skes  for  mills.  The  river  is  about  900  feet  wide,  and  the 
bottom  on  the  crest  of  the  pitches  is  nearly  on  a  level  all  the  way 
across  the  river.  The  banks  below  are  high,  20  feet  or  more, 
above  the  river.  Range  of  water  10  to  12  feet.  The  power  of  this 
privilege  suitably  developed  would  doubtless  net  six  or  eight 
thousand  horse-power,  or  400,000  spindles. 

Unimproved. 
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Chsstsryille — ^Franklin  Gottntt. 
From  Selectmen's  Betums. 

[See  also  **  Ghertenrille  and  BlarmingtoD."] 

Four  Powers. 

First,  at  North  Chesterville,  on  Wilson's  stream.  Fall  12  feet 
in  30  rods.  Grist  and  carding  mill.  Water  sufficient  for  all  the 
machinery  six  months,  and  for  the  grist  mill  with  two  runs  of 
stones  the  whole  year.  Oentre-vent  wheel.  High  banks,  level 
back  from  the  stream. 

Second,  at  Ohesterville  Centre,  on  Little  Norridgewock  stream. 
Twelve  feet  fall ;  saw  mill,  salt-box  factory.  Flutter,  Tuttle  and 
Blake  wheels. 

Third,  below,  at  Ohesterville  Center;  fall  eight  feet.  The 
power  on  the  two  falls  is  judged  equal  to  100  horse-powers.  The 
mOls  run  nine  months.  Four  ponds,  averaging  one  mile  by  one 
half  mile.  Artificial  reservoirs  of  large  capacity  can  be  con- 
structed. Ponds,  also,  can  be  improved  for  reservoirs  by  dams. 
Perfectly  safe  in  freshets.  Range  of  water  on  the  upper  dam,  six 
feet ;  on  the  lower,  three  feet. 

Fourth,  fall  35  feet ;  saw  and  grist  mill,  etc.  Large  reservoirs 
could  be  constructed.    Power  is  not  all  used. 

The  lay  of  the  land  good ;  excellent  granite.  "  Millions  of  pine 
lumber  still  remaining  in  the  town.    Fine  grazing  town.'' 

Ohesterville  and  Farmington — Prankun  County. 
From  the  Statement' of  the  Boards  of  Selectmen. 

[See  also  "  GheeterriHe,''  and  •<  Famington."] 

One  Fewer. 

"Farmington  Falls,"  on  the  Sandy  river;  head  and  fall  16  feet. 
Power  not  now  and  at  no  former  time  half  put  to  use,  except  per- 
haps in  extreme  drouth. 

The  outlet  stream  of  two  large  ponds  situated  in  Wilton,  joins 
the  river  above  the  dam ;  each  pond  contains  about  300  acres. 

On  the  Farmington  side  of  the  river,  "  Davis'  Saw  Mill ;"  for- 
merly a  grist  mill,  which  was  burned  three  or  four  years  ago.  The 
mills  being  situated  upon  a  canal  may  be  regarded  as  safe  from 
freshets. 

On  the  Ohesterville  side  there  are  two  saw  mills,  a  spool  factory, 
a  factory  for  the  manufacture  of  drums  and  horse-rakes. 
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Chika — ^Kbitnebbo  Gountt. 

From  Sdectnien's  Betuma. 
Several  Powers. 

These  are  nearly  all  upon  the  west  branch  ofthe  Sheepscot 
river,  once  occupied  by  grist  and  saw  mills.  None  can  operate  all 
the  year.  Very  large  ponds  in  town,  which  serve  as  reservoirs  to 
powers  in  a^'acent  towns. 

"  The  water-powers  are  of  local  value  and  use,  but  not  such  as 
would  influence  capitalists  to  invest  upon  them  with  a  view  to  per- 
manent profitable  business." 

CuFTON — ^Penobscot  County. 
Statement  of  Benjamin  Penney,  Jr.,  Esq, 

Four  Powers,  or  more. 

First,  on  Great  Works  stream,  fall  12  feet,  not  occupied. 

Second,  on  the  Park's  pond  stream,  saw  and  shingle  mill ;  2  to 
800,000  feet  of  lumber,  and  5  to  1,200,000  shingles;  water  six 
months. 

Third,  below,  "  Penny's  Mill ;"  60,000  clapboards,  and  1,600, 
000  shingles. 

Fourth,  below,  not  occupied ;  head  nine  feet. 

Clinton — ^Kenn^ibeo  County. 

From  Selectmen's  Betuma. 
Three  Powers. 

First,  ''Hunter's  Mills,"  in  the  southeast  part  of  the  town  on 
the  Sebasticook  river,  dam  seven  feet ;  can  be  raised  several  feet 
more  by  paying  small  damages.  Double,  single,  and  shingle  saws, 
also  grist,  sash,  door  and  blind,  carding  and  cloth-dressing,  and 
brush-black  machinery.  About  3,800  inches  of  water  are  used. 
With  a  good  dam  there  would  be  plenty  of  water  for  all  the  mills 
the  year  round.  In  great  freshets  the  water  rises  only  about  three 
and  a  half  feet  in  the  mill  pond.  Underlying  rock  slate ;  the  dam 
and  mills  both  rest  upon  solid  ledge ;  granite  boulders  that  may 
be  split  for  building  purposes  abundant  within  a  half  mile  or  mile. 
The  land  bordering  the  stream  is  but  a  few  feet  above  the  level  of 
the  water  in  time  of  freshet,  is  level  and  very  convenient  for  build- 
ing. 

The  figures  given  above  indicate  a  volume  of  water  approxima- 
ting 20,000  cubic  feet  per  minute,  which  if  ten  feet  head  can  be 
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obtained  would  give  *bont  8)0  horse^power  gross,  or  19,800  spin- 
dles.   For  reservoirs,  see  pages  95-96. 

Second,  on  Black  stream  in  the  northeast  part  of  the  town ; 
grist  and  saw  rftill.  Saw  null  operates  six  months.  Dam  ten  feet 
high. 

Thifd,  on  the  Twelve-Mile  stream ;  stone  dam,  about  ten  feet 
high ;  slate-ledge  foundation ;  water  about  four  months  of  the 
year. 

Market^  Portland,  by  Maine  Central  railroad;  depot  one-half 
mile  from  the  principal  mills. 

CUKTOK  QORE  PLANTATIOir— KbNNBBBO  OoUNTT. 

From  Assessors'  Returns, 

[See  alao  «  Barnhani  and  Clinton  Gore."] 

One  Fewer. 

On  the  Powers  brook,  ten  rods  from  the  railroad,  and  half  mile 
from  Burnham  depot.  Shingle  mill,  runs  four  months,  cuts  500,- 
000  shingles. 

CODTVILLE  ToWNSmP — WASHINGTON  CotJNTT. 

Statement  of  Peol  Tomah. 

Several  privileges  on  the  Tomah  streams,  the  outlets  of  ponds 
.  covering  two  square  miles,  and  admitting  of  dams.    One  is  now 
dammed.    None  are  improved. 

CoLtTMBIA— WASmNGTON  CotTNTT. 

From  Selectmen's  Statement. 
Two  Powers. 

First,  "Saco  Palls/'  on  Pleasant  river.    Height  fifty  feet  in  two 

hundred  yards.    Power  not  all  improved.    A  dam ;  shingle,  lath, 

*  saw,  and  grist  mills  upon  it.     Mills  can  work  all  the  year,  but  do 

not ;  or  rather  the  grist  mills  operate  all  the  year,  the  saw  mills 

but  part. 

Second  power,  "Little-River  falls"  on  Little  river.  Height,  pre- 
sumed from  the  statement  given  to  be  the  same  as  of  the  above 
Saco  falls. 

Land  about  the  falls  well  adapted  to  improvement.  Streams 
connected  with  lakes ;  one,  3  by  1  miles. 

Market,  Boston  and  New  York,  by  coasters. 

16 
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Columbia  Falls — ^Washinotoh  County. 
Fr(ym  (he  Selecimen^s  Eeiuma,  and  a  Plan  of  the  Streams. 

Seven  Powers. 

First  and  Second,  "  Columbia  Falls,"  at  Colombia  village  on 
Pleasant  river,  at  the  head  of  tide,  which  here  rises  and  falls  from 
12  to  15  feet.  Total  descent  about  16  feet  in  300  yards,  divided 
into  two  pitches.  On  the  upper  pitch  there  are  a  gang  and  single 
saw  and  lath  machine,  cutting  about  3,500,000  of  long  lumber 
and  about  5,000,000  laths.  Owned  by  George  Harris  &  Co.  On 
the  lower  pitch  are  a  single  saw  mill,  lath  mill,  grist  mill,  carding 
mill  and  fulling  mill.  The  power  here  is  equal  to  the  first.  Own- 
ed by  Samuel  Bucknam  and  others.  The  grist  mill  operates  all 
the  year,  the  saw  mills  are  idle  in  winter,  and  usually  for  a  short 
time  in  the  lowest  stage  of  water  in  summer  are  shut  down,  there 
not  being  water  sufficient  for  a  full  business. 

Third,  two  and  a  half  miles  up  the  river  is  the  '*  Burnt  Mill 
Bips,"  fall  eight  feet  in  150  yards.  The  power  is  equal  to  either 
of  the  above.     No  improvement. 

Volume  of  water. — ^Pleasant  river  is  bridged  between  the  pitches 
at  the  village,  the  abutments  being  about  45  feet  apart.  At  the 
lowest  water  the  stream  pours  through  this  space  eight  inches 
deep  and  six  miles  an  hour.  At  highest  water  the  space  is  filled 
about  ten  feet  deep.  The  rise  of  the  river  is  slight,  owing  to  the 
large  extent  of  heath  and  low  intervale  bordering  the  stream,  which 
overflows  in  freshets  and  holds  back  the  water.  The  land  adja- 
cent to  the  stream  and  its  bordering  intervale  is  to  a  considerable 
extent  sandy  plain,  somewhat  elevated,  at  the  base  of  which  are 
countless  never-failing  springs  of  water,  which  contribute  to  sus^ 
tain  the  river. 

If  the  mean  velocity  of  four  miles  an  hour  should  actually  be 
realized,  betwixt  the  abutments,  as  above,  10,560  cubic  feet  per 
minute  must  pass  the  point,  which  would  g^ve  a  gross  power  of 
320  horse  on  the  16  feet  of  fall,  or  12,800  spindles. 

Fourth  and  Fifth,  on  Lower  Little  river,  a  tributary  to  the 
Pleasant,  about  two  mOes  above  the  village.  Lower  fall  about  ten 
feet  in  40  feet,  the  upper  a  gradual  descent  but  an  excellent  power. 
No  improvement  upon  either  of  the  powers. 

Sixth  and  Seventh,  small  powers  on  Peckey  branch,  a  tributary 
of  Chandler's  river. 

At  the  head  of  Pleasant  river  is  a  lake  8  by  1.5  miles ;  several 


Dnr.  II.]  THB  WATXR  POWBBS.  248 

small  ponds  also  contribute  to  it.  There  is  a  dam  at  the  outlet  of 
the  lake.  Capacity  of  the  lake  could  not  be  increased ;  but  very 
large  artificial  reservoirs  can  be  had  at  small  cost.  Rock  about 
the  falls  "shelly"  and  not  suitable  for  building.  Land  lies  well  for 
the  erection  of  mills  and  shops. 

Value  of  annual  products  about  $80,000.  The  improvement  of 
the  power  has  increased  the  population  somewhat,  and  has  added 
considerably  to  the  wealth  of  the  town. 

Market,  all  points  by  water.  The  village  powers  are  at  the  head 
of  sloop  navigation  ;  vessels  of  150  tons  load  at  wharves. 

Concord — Somerset  County. 
From  Selectmen's  Betums. 

Two  Powers. 

First,  on  Chase's  stream,  an  excellent  power ;  saw,  shingle,  lath 
and  clapboard  mills ;  it  will  run  all  the  saws  five  months  in  the 
year,  and  either  one  alone  all  the  rest  of  the  time ;  five  feet  fall ; 
poor  machinery ;  the  power  used  would  do  much  more  with  good 
equipment. 

Second,  saw  and  grist  mill ;  machinery  poor.  Twenty  feet  fall 
and  water  enough  to  run  all  the  year.  Four  mills  could  be  buUt 
on  the  stream,  and  seven  small  ponds  with  a  large  amount  of  bog 
land  about  them,  can  be  converted  into  reservoirs. 

Two-thirds  of  the  land  covered  with  timber ;  hilly  with  plenty 
of  rocks  for  building  dams  and  buildings.  Lumber  manufactured 
yearly,  200,000  feet,  which  might  be  increased  to  five  times  the 
amount.    Five  miles  firom  Somerset  raUroad. 

Cooper — WAsraNOTON  County. 

From  Selectmen's  Returns, 
Two  Powers. 

First,  "  Cooper's  Mills,"  in  the  west  part  of  the  town  ;  a  saw 
mill,  which  does  but  little  in  comparison  with  what  it  might ;  old- 
fashioned  wheel.  Streams  connected  with  ponds  which  might  be 
greatly  improved  for  reservoirs  by  dams. 

Second,  on  Dead  stream,  in  the  east  part  of  the  town.  No  im- 
provement whatever.  Streams  connected  with  ponds  that  might 
be  converted  into  reservoirs. 

Both  streams  rise  and  fall  quickly,  owing  to  the  non-use  of  the 
ponds  for  storage  basins.    Basin  of  Cooper  stream  nearly  covered 
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with  woods.    Capital  and  enterprise  could  find  good  inyestment 
on  these  privileges. 
Market,  Calais,  Machias,  etc. 

CoRiNNA — Penobscot  County. 
From  Selectmen's  Returns,  and  a  Plan  of  the  Streams. 
Eleven  Powers. 

First,  on  the  Dexter  stream,  "  Moody's  Mills,"  eight  feet  head, 
various  saws. 

Second  and  Third,  below,  unoccupied ;  ten  feet  head  each. 

Fourth,  "  Lincoln's  Mill,"  ten  feet  head,  two  shingle  mills,  privi- 
lege capable  of  doing  much  larger  business. 

Fifth,  "Village  Mills,"  12  feet  head,  grist,  shingle,  cloth-dressing 
and  carding  mills ;  an  old  saw  mill  not  running  needs  to  be  rebuilt. 

Sixth,  unoccupied,  about  eight  feet  head. 

The  above  privileges  have  all  the  water  received  from  Dexter, 
and  in  addition  the  contributions  of  numerous  brooks  tributary  to 
the  stream  on  its  course  through  the  town. 

Seventh,  on  Alder  stream,  "  Shepherd  Mill,"  has  carried  a  saw 
and  shingle  machine  spring  and  fall ;  now  unoccupied. 

Eighth,  "Welch  Mill,"  below,  nine  feet  head,  a  good  saw  mill 
operates  spring  and  fall ;  in  the  summer  the  water  is  drawn  off  on 
account  of  flowage. 

Ninth,  "Burrill  Mill,"  below,  a  shingle  machine,  seven  feet 
head ;  can  be  used  only  when  the  Welch  mill  is  in  operation. 

Tenth,  "  Nickerson  Mill,"  in  the  south-west  comer  of  the  town, 
on  a  brook,  shingle  mill,  operates  spring  and  fall. 

Eleventh,  "  Stubb's  Mill,"  on  a  brook  in  the  east  part  of  the 
town,  saw  mill,  operates  in  the  spring,  now  out  of  repair. 

Town  will  exempt  manufacturing  capital  from  taxation.  Rail- 
road runs  by  the  side  of  the  powers,  the  whole  length  of  the  town. 
The  streams  are  both  connected  with  ponds  which  are  improved 
or  susceptible  of  improvement  as  reservoirs. 

Market,  for  produce,  Newport ;  for  lumber,  Bangor. 

Corinth — Penobscot  County. 
From  Selectmen's  Returns, 
Four  Powers,  or  More. 
First,  on  Kenduskeag  stream  ;  two  saw  and  shingle  mills. 
Second,  on  Kenduskeag  stream ;  a  grist  mill. 
Third,  on  Crooked  brook  ;  saw  and  shingle  mOl. 
Fourth,  on  Bear  brook ;  saw  and  shingle  mills. 
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The  saw  mills  cut  about  300,000  each,  but  might  do  more.  The 
McOregory  mill  saws  nearly  twice  that.  A  new  and  good  grist 
mill  about  to  go  up  in  place  of  an  old  one.  The  mills  operate 
three-fourths  of  the  year,  grist  mill  all  the  year.  Slate  rock,  with 
granite  in  spots.    Little  forest. 

Market,  Bangor,  by  road. 

Cornish — ^Tork  County. 
From  the  Selectmen's  Returns,  and  a  Plan  of  the  Toum, 

[See  also  **  Oorniah  and  Hiram."] 

Three  Powers. 

First  and  Second,  '' Thompson's  Falls,''  on  Little  river;  first,  38 
feet  descent  in  361  feet  run ;  second,  12  feet  perpendicular.  Stream 
18  feet  wide,  one  and  one-half  feet  deep ;  velocity  of  current  60  feet 
per  minute.  The  upper  not  improved.  The  lower  improved  in  a 
grist  mill. 

Third,  "  Brown's  Falls,"  on  Brown's  brook ;  11  feet  fall  in  118 
feet  run.  Stream  18  feet  wide,  one  and  one-half  feet  deep ;  cur- 
rent 60  feet  per  minute ;  saw  mill  and  shingle  machine. 

Powers  operate  all  the  year  except  in  severe  drouths.  Wheels, 
overshot  and  breast. 

Brown's  brook  is  fed  by  Long  pond.  Spruce  brook  can  be 
tutned  into  Little  river,  doubling  its  power.  Long  pond  can  be 
flowed.  Freshets  not  destructive.  Rock,  gneiss  and  mica  schist. 
Land  convenient  for  building.     Basin  one-fourth  wooded. 

Improvement  of  powers  here  would  benefit  the  town  greatly. 

Market,  Portland,  thirty  miles  by  road,  soon  by  P.  &  ,0.  R.  R. 

Cornish — York  County,  and  Hirah — Oxford  County. 
From  the  Returns  of  Cornish  and  Hirami, 

[See  alM  *«Corni0h,"  and  **Hiram."] 

Two  Powers. 

First,  "Allen's  Falls,"  on  Great  Ossipee  river,  half  a  mile  above 
the  Saco,  fall  three  and  a  half  feet  in  12  rods.  River  155  feet 
wide,  six  feet  deep,  velocity  of  current  60  feet  per  minute.  The 
privilege  is  not  now  used.*  There  was  formerly  a  grist  mill  upon 
it,  with  dam  10  feet  high. 

Second,  "Warren's  Mill,"  about  one  mile  and  a  fourth  from 
Comishville.  It  was  burned  in  1849,  and  has  not  been  rebuilt. 
There  were  both  saw  and  grist  mills.  The  river  is  from  six  to 
eight  rods  wide  and  has  a  fall  of  eight  to  ten  feet  in  half  a  mile. 
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CORNYILLS — SOMEBSR  GOUNTT. 

From  8elecimen^8  Betums, 
Four  Powers. 

All  situated  on  the  east  branch  of  the  Wesserunsett  river. 

First,  two  miles  south  of  the  north  town  line;  saw  mill  and 
shingle  machine. 

Second,  two  mOes  below ;  saw  and  shingle  mills. 

Third,  one  mile  south  of  the  above ;  a  grist  mill. 

Fourth,  sixty  rods  below ;  shingle  machine. 

There  are  no  considerable  falls ;  a  succession  of  rapids.  The 
mills  operate  nearly  all  the  year ;  all  can  work  ten  months.  The 
power  is  only  partially  improved.  The  stream  is  the  outlet  of 
Wentworth  pond,  in  Athens,  two  by  three  miles.  Granite  abund- 
ant and  of  good  quality.     Basin  one-fourth  covered  with  woods. 

Market,  Skowhegan,  nine  miles  from  the  upper  mill  by  road. 

Cranberby  Islbs — ^Hancock  County. 

From  Selectmen's  SlcUement. 
One  Power. 

A  tide  power  on  Great  Cranberry  island,  at  the  mouth  of  a  creek 
or  inlet,  where  a  dam  might  be  built  so  as  to  enclose  a  vast  body 
of  water  with  which  to  operate  at  low  tide.  Not  improved. 
Situated  near  Great  Cranberry  harbor,  which  is  open  at  all  seasons. 
Would  operate  a  large  amount  of  machinery. 

Crawford — Washington  County. 

StcUement  of  F,  Loring  Talbot ,  Esq,,  of  East  MackiM. 

Five  Powers. 

First,  on  the  East  Machias  river,  "  Ripplings  at  Bridge,"  10  feet 
fall. 

Second,  "  Pokey  Dam,"  nine  feet  fall,  on  the  East  Machias  river^ 
at  the  outlet  of  "  Pokey"  or  Crawford  lake. 

Third,  the  "  Barstow  Dam,"  one  mile  below,  12  feet  fall. 

The  above  powers  are  fed  by  Crawford  lake,  which  has  nine  feet 
head  of  flowage  over  its  surface  of  2.75  square  miles,  and  also  by 
Shining  lake,  which  has  a  surface  of  six  square  miles. 

Fourth,  on  '*  Barrows'-Lake  Stream,"  12  feet  fall ;  the  lake  has 
a  surface  of  1.50  square  miles. 

Fifth,  on  "  Seavey's  Mill  Brook,"  eight  feet  fall. 

The  water-power  and  township  are  owned  by  M.  J.  Talbot, 
Esq.,  of  East  Machias. 
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Crystal  Township — ^Aboostook  Oountt. 
StcUemeni  of  E.  F.  Dinsmore,  Esq,,  of  Island  FaUa  PlantcUum. 

One  Power. 

On  the  outlet  stream  of  Crystal  lake,  which  is  three  miles  above, 
a  fall  of  fifteen  feet.  An  abundant  supply  of  water  can  be  had  by 
flowing  the  lake. 

CUMBSBLAND CUMBERLAND  CoUNTT. 

Statement  of  the  Selectmen, 
Three  Powers* 

Two  up-and-down  saws  driven  by  water,  will  operate  part  of  the 
year,  and  one  carding  machine. 

CusmNo — ^Knox  County. 

Selectmen's  Returns. 
One  Power. 

A  stave  mill  upon  it,  running  about  half  the  year. 

D  Township — Aboostook  County. 

StatemerU  of  Harrison  0,  Hussey,  Esq,,  of  MonticeUo, 

Water-power  in  this  township  on  the  tributaries  of  the  Medux- 
nakeag.    The  main  stream  is  fed  by  a  pond  of  considerable  size. 

Dallas  Plantation — ^Fbanklin  County. 

Statement  of  Abner  Toothaker,  Esq,,  of  PMOips, 

One  Power. 

At  the  outlet  of  Oull  pond,  a  good  privilege;  pond  covers 
0.65  square  miles,  and  can  be  flowed  several  feet.     Unimproved. 

Dalton — Aboostook  County. 

From  Selectmen's  SUUemenl, 
Two  Powers. 

First,  on  Big  Machias  stream,  saw  mill  and  grist  mill ;  power 
sufficient  to  drive  an  up-and-down  saw,  and  clapboard  and  shingle 
machine,  and  two  runs  of  stones  the  year  through. 

Second,  on  Little  Machias  stream,  will  drive  machinery,  as 
above,  eight  months  of  the  year.  Saw  mill  and  grist  mill  now 
upon  it.  The  Big  Machias  is  connected  with  several  lakes  of  con- 
siderable size,  and  drains  a  large  extent  of  territory. 
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DAMABIBOOnA — ^LlNCN)Ur  GOUNTT. 

Selectmen's  Betums. 

One  Power. 

A  tide  power ;  10  feet  fall  at  low  tide ;  not  improved.  Proprie- 
torship unknown. 

DAKroBTH — ^Washinoton  County. 

One  Power. 

"Butterfield  Privilege/'  on  the  Baskahegan  stream,  10  miles 
above  its  junction  with  the  Mattawamkeag  river. 

The  dam  is  about  seven  feet  high  and  may  be  made  two  feet 
higher  if  needed.  On  the  dam  a  single  saw  and  a  shingle  machine. 
Sufficient  power  to  drive  one  single  saw,  a  shingle  and  clapboard 
machine,  four  runs  of  stones  for  grinding  grain,  a  carding  and 
clothing  mill,  and  probably  more.  The  dam  flows  a  pond  some 
eight  miles  in  length  and  one-third  of  a  mile  in  width.  The  priv- 
ilege may  also  have  all  of  Baskahegan  lake,  containing  about  eigh- 
teen square  miles,  for  a  reservoir,  by  maintaining  a  dam  at  the  outr 
let,  which  would  treble  the  power  for  the  whole  year. 

Oood  markets  for  products. 

Dayton — ^York  County. 
SUUemerU  of  Z.  O.  Staples  and  J.  JR.  Haley,  Esqs. 

[Seo  alw  **  Buxton  and  Dayton,"  and  **  Dayton  and  HoUis.'^ 

Seven  Powers. 

First,  Second,  Third,  Fourth,  etc.,  on  Hill's  brook,  which  flows 
from  a  remarkable  natural  fountain  or  spring,  and  abounds  in  &11b 
sufficient  to  turn  a  grist  or  shingle  mill. 

Fifth,  "  Goodwin's  Mills,"  on  Goodwin's  or  Swan-pond  stream, 
fall  about  33  feet.    Various  mills. 

Sixth,  "  Wadlin  Privilege/'  a  few  rods  below,  large  fall ;  unim- 
proved. 

Seventh,  ten  rods  below,  "Hanson  &  Pierce  Mill,"  16  feet  faU, 
grist  and  saw  mills. 

Dayton  and  Holus — York  County. 
SMemerU  of  Z.  O.  Staples  and  J.  R,  Haley,  JEsqs.,  of  Dayton. 

[See  alio  **  Dayton,"'  Md  •*  Hollli.**] 

Several  Powers. 

On  Cook's  brook,  which  flows  mostly  firom  Bartlett's  pond  in 
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Waterborough.  Excellent  privileges,  eepecially  thoBe  sitaated 
near  the  Saco  river. 

Two  are  improved,  "  Clark's  Mills/'  grist,  stave,  and  shingle. 

One  mile  below,  "KimbaU's  MiUs/'  40  feet  Ml,  saw  mill; 
power  not  all  used. 

Water  sufficient  to  operate  mills  nearly  all  the  year. 

Datton  Plantation — ^Aboostook  Gountt. 

Statement  of  Johh  Oardiner,  Usq.,  of  PaMen, 
One  Power. 

On  Crystal  stream,  a  saw  mill.  No  others  known  to  tiie 
reporter. 

Dead  Rivbe  PLAin-ATiON — Somerset  County. 

Statement  of  Hon.  Ahner  Coburn. 
One  Power. 

"Hurricane  Falls,"  near  the  northwest  comer  of  the  township, 
a  descent  of  eight  or  ten  feet,  banks  high,  dead  water  above  for 
five  miles. 

Dbblois — ^WAsmNOTON  County. 

From  Selectmen's  Statement, 
NumercTis  Powers. 

First,  the  "  Great  Falls,"  on  the  Narrag^agus  river,  and  on  the 
county  road  leading  to  Beddington  on  the  north  and  Cherryfield 
on  the  south,  about  eleven  miles  from  tide  water,  and  where  the 
village,  comprising  about  120  inhabitants,  is  located.  The  &lls 
extend  about  half  a  mile,  with  an  aggregate  descent,  it  is  esti* 
mated,  of  nearly  50  feet,  embracing  a  succession  of  mill  privileges 
equal,  if  not  superior,  to  any  to  be  found  at  the  same  distance 
from  navigable  waters  within  the  county.  They  are  so  situated 
as  to  afford  superior  facilities  for  erecting  factories  of  almost  any 
description.  The  banks  on  either  side  are  high,  the  channel  of  the 
river  narrow  and  its  bed  ledgy,  so  that  the  expense  of  dams  would 
be  comparatively  trifling. 

Within  a  short  distance  of  Great  Falls  there  are  over  3,000  acres 
of  forest,  one-half  of  ''black  growth,''  pine,  spruce,  hacmatac  and 
cedar  timber;  the  other  half  of  old-growth  hardwood,  beech, 
yellow,  white  and  grey  birch,  oak,  rock  and  white  maple,  ash,  &c. 
Vast  quantities  additional  suitable  for  cord  wood,  and  millions  of 
feet  of  hardwood  large  enough  for  plank  stock  and  ship  timber. 
The  timber  adjacent  is  sufficient  to  run  saw  mills  of  various  kinds 
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for  many  yearsi  and  to  justify  the  inveBtment  of  tens  of  thonsands 
of  dollars  with  prospect  of  a  generous  return. 

The  soil  is  excellent^  is  free  from  rocks ;  roads  are  constnicted 
with  the  utmost  ease ;  large  natural  meadows  abound ;  great  num> 
bers  of  cattle,  from  all  the  region  about  are  pastured  within  the 
town ;  muck  of  the  best  quality  is  abundant.  "  We  are  anxious 
to  have  capitalists  come  in  and  improve  our  water-power,  and  in- 
dustrious workingmen  to  cultivate  our  excellent  soil.  The  pro- 
prietor of  these  lands,  Wm.  Freeman,  Jr.,  of  Cherryfield,  offers  the 
highest  inducements  as  to  terms,  to  farmers,  millmen^  or  manu- 
facturers." 

There  are  other  valuable  privileges  on  the  Narraguagus  river  in 
this  town,  none  of  which  are  employed.  Also  smaller  powers  on 
other  streams  which  might  be  turned  to  useful  and  profitable  ac- 
count. The  only  improvement  on  the  Great  Falls  is  a  shingle  mill, 
which  operates  without  the  aid  of  a  dam,  by  the  natural  force  of 
the  current. 


Dbdhah — ^Hakcock  Coukty. 

From  Selectmen's  Betuma. 
Five  Powers. 

Five  already  in  use,  with  several  employed,  and  therefore  not 
reported,  all  situated  upon  Fitts  pond  stream. 

First  and  Second,  the  "  Fitts  Mills  ";  two  dams,  each  with  head 
and  fall  of  15  feet,  giving  a  total  fall  of  30  feet  in  less  than  one- 
fourth  of  a  mile.     Saw,  shingle  and  lath  mills. 

Third,  Fourth  and  Fifth,  "Dedham  Tannery"  ;  three  dams,  12, 
15  and  12  feet  high,  respectively,  and  total  fall  of  89  feet  in  about 
40  rods  distance.  Saw,  shingle,  lath,  stave,  and  flour  mills,  and 
tannery. 

The  mills  operate  all  the  year,  and  the  power  can  be  greatly  in- 
creased at  little  expense,  the  stream  being  fed  by  four  ponds,  one 
large  and  three  small.  The  tannery  privileges  have  two  additional 
ponds,  and  all  can  be  converted  into  reservoirs  of  great  capacity. 
Freshets  are  not  serious.  The  largest  pond  is  on  the  dividing  ridge 
betwixt  the  Penobscot  and  Union  basins,  and  when  greatly  swol- 
len pours  off  its  surplus  into  the  Union  river,  the  natural  and  usual 
outlet  being  into  the  Penobscot. 

Rocks,  coarse  granite,  suitable  for  rough  constructions.  Lay  of 
the  land,  suitable  for  mills,  etc. 
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Two-thirdB  of  the  basin  covered  with  forests.    Improvement  of 
the  power  has  more  than  doubled  the  valuation  of  the  town. 
Market,  Bangor,  by  road. 

Deee  Isle — ^Hancock  County. 

From  Selectmen's  Returns. 
Several  Powers. 

All  but  one  are  tide  powers ;  one,  with  dam  already  built,  can 
carry  a  large  amount  of  machinery.  A  carding  mill  on  a  brook. 
Two  tide  grist  mills.  The  tide  privileges  are  mainly  unemployed. 
Various  ponds  of  an  aggregate  surface  of  400  acres  might  be  turned 
to  accoimt  for  reservoir  purposes.  Wheels,  two  overshot  and  one 
spiral. 

Denmark — Oxford  County. 

From  the  Report  of  Survey  of  Cyrus  IngaUs  and  Joseph  Bennett,  * 
Esqs,;  Procured  and  Endorsed  by  (he  Selectmen, 

Fifteen  Powers,  or  More. 

The  most  important  are  on  the  outlet  stream  of  Moose  pond, 
which  covers  about  1,700  acres,  is  about  seven  miles  long  and  from 
40  to  2)5  rods  wide. 

First,  at  the  outlet,  at  "  Denmark  Comer,"  the  "  Outlet  Dam." 
Thirteen  feet  head  and  fall.  A  good  stone  dam  70  feet  long  ex- 
tends from  the  west  bank,  the  remainder  of  the  dam  being  of  wood 
for  log  slips  and  flumes  for  the  use  of  the  mills.  Saw,  grist,  stave^ 
and  shingle  mills. 

Second,  26  rods  below,  head  and  fall  nine  feet.  Good  stone  dam 
80  feet  long,  and  a  mill  26  by  56,  three  stories  high,  in  which  are 
various  saws,  etc. 

Third,  37  rods  below,  a  new  stone  dam  nearly  completed,  inten- 
ded for  a  starch  factory.    Head  eight  feet. 

Fourth,  30  rods  below ;  head  and  fall  15  feet,  good  splitpstone 
dam,  90  feet  in  length  laid  in  cement  upon  solid  ledge.  Dam  flows 
about  700  square  rods.  Stave,  shingle,  clapboard,  planing  and  kit 
machines,  and  various  saws.     Also  a  large  cooperage. 

Filth,  55  rods  below,  "  Long  Falls,"  20  rods  long ;  head  and  fall 
10  feet.  Bed  of  the  stream  and  the  shores  are  smooth,  solid  ledge. 
A  dam  at  the  head  of  the  falls,  75  feet  long,  would  reach  from  bank 
to  bank,  and  pond  back  a  large  body  of  water ;  the  land  above  the 
head  of  the  falls  lies  nearly  level  with  the  surface  of  the  stream  at 
high  water  in  the  spring. 
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Sixth,  66  rods  below,  "Symonds'  Dam/'  head  and  fall  of  10  feet; 
banks  high,  a  dam  60  feet  in  length,  would  flow  an  area  of  400 
square  rods. 

Seventh,  at  the  foot  or  outlet  of  Little  Moose,  "Webster's  Falls," 
which  are  40  rods  long.  In  1807  a  dam  was  built  at  the  foot  of 
this  pond,  making  a  head  of  ten  feet,  for  the  purpose  of  driving 
logs  down  the  Moose  Brook  canal  into  Saco  river ;  dam  now  nearlj 
rotted  away.  This  is  the  most  valuable  privilege  on  the  whole 
stream,  for  head  and  fall,  and  amount  of  water.  There  are  many 
small  streams  emptying  into  Moose  brook,  between  here  and  the 
upper  mills.  The  tract  of  land  upon  the  west  side  is  covered  with 
a  heavy  growth  of  pine  and  white  oak  timber,  the  best  in  the 
county. 

Eighth,  "  Lower  Falls,''  three  miles  below ;  head  and  fall  15  feet. 

Ninth,  Tenth,  etc.,  several  good  mill  privileges  between  Web- 
ster's falls  and  the  Lower  falls. 

Moose  brook,  from  the  upper  mills  at  the  foot  of  Moose  pond,  to 
Saco  river,  runs  parallel  with,  and  distant  about  200  rods  from  the 
county  road  leading  from  Denmark  comer  to  Hiram  bridge.  No 
estimate  of  the  volume  or  power  of  the  stream  furnished,  other 
than  which  is  involved  in  the  statement  of  the  capacity  of  the  res- 
ervoir. A  large  area  of  country  and  several  streams  are  tributary 
to  the  pond. 

Twelfth,  "  Holt's  Privilege"  at  West  Denmark  village,  on  a  pond 
of  six  acres  which  is  fed  by  a  pond  of  120  acres.  Fall  12  feet ; 
abundant  water  nearly  all  the  year  for  saw  and  grist  mill. 

Thirteenth,  at  the  foot  of  Gfranger  pond ;  64  feet  fall  in  264  rods ; 
a  good  privilege  for  light  machinery  or  a  grist  mill.  Pond  can  be 
raised  six  feet  by  a  dam  without  damage.  Good  site  for  a  flour 
mill,  which  is  greatly  needed,  as  all  the  wheat  now  goes  out  of 
town  several  miles  to  be  ground. 

Fourteenth,  on  the  outlet  of  Fish  pond,  25  acres  and  fed  by  a 
pond  of  eight  acres  ;  fall  10  feet ;  a  shingle  mill. 

Fifteenth,  a  mile  below,  a  dam  flowing  a  large  tract  of  land ;  12 
feet  head  and  fall  may  be  had.  Two  ponds  empty  into  the  stream 
a  short  distance  above  the  dam,  making  an  excellent  privilege. 

Oranite  abundant  in  all  the  town,  some  of  it  excellent.  SufiScient 
day  for  bricks  in  various  localities.  Inexhaustible  peat  bogs  of 
the  best  quality.  Soil  excellent  for  fruit  and  com.  Two-thirds 
covered  with  forests,  pine,  hemlock,  spruce,  white  and  red  oak, 
bass,  etc.    The  Portland  &  Ogdensburgh  railroad  will  pass  in  our 
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dose  vicinity.  Transportatioii  now  by  Cumberland  &  Oxford  ca* 
nal  and  by  road.  Market,  Portland^  35  milee  distant.  Wood, 
$1.25  to  $3.00  per  cord.  Labor,  $1.00  to  $2.00  per  day,  exclusive 
of  board. 

"  We  offer  the  big^hest  inducements  to  capitalists ;  and  any  par* 
ties  coming  in  to  improve  our  water-power  will  be  received  with 
the  utmost  favor,  and  will  meet  the  most  liberal  advances. '' 

DSNNBS  ToWKSmP — SOMBBSR  CoUNTT. 

StaiemejU  of  Heman  Whipple,  Esq.,  of  Solon. 

Five  Powera. 

First,  at  the  outlet  of  "  Little-Big"  Wood  pond,  a  fall  of  35  feet 
in  half  a  mOe.  Good  chance  for  dams.  Pond  covers  1.35  square 
miles,  and  is  dammed  seven  feet. 

Second,  half  a  mile  below  the  east  line,  fall  10  feet.  Small  ponds 
above  for  reservoirs. 

Third,  ''  Dennes  Falls,"  on  Sandy  stream,  in  the  east  part  of  the 
town,  10  feet  fall,  formerly  a  grist  mill.  Good  site.  Small  pond 
above,  can  be  flowed. 

Falls  above  on  the  branches,  10  and  12  feet. 

Dbnnysville — Washington  County. 
From  the  Returns  of  Peter  E,  Vose,  Esq. 

[See  also  **  DennytviUe  and  Bdmandi  "] 

Two  Powers. 

First,  on  "  Wilson's  Stream,"  a  shingle  mill.  The  stream  is  not 
constant,  having  no  reservoir ;  a  shingle  mill  might  run  four  to  five 
months  in  the  year. 

Second,  the  stream  empties  into  tide  waters  close  by  the  county 
road  leading  to  Pembroke,  where  machinery  might  be  conveniently 
located,  to  be  propelled  by  say  an  overshot  wheel  of  16  feet  diame- 
ter.    The  tide  flows  to  the  mills  on  Dennys  river  in  this  village. 

Denntsvillb  and  EninTNDs — ^WAsmNOTON  County. 

From  the  Betuma  and  from  a  Plan  of  the  Water-Power, 
FumMed  by  the  Selectmen  of  Dennysmlle. 

[See  alio  *' DeBnysville,"  and  **  Edmands.*^ 

Five  Powera. 

All  on  Dennys  river,  the  outlet  of  the  great  Meddybemps  lake. 
First,  "  Dennysville  Falls,"  at  the  village  of  Dennysville,  near 
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Cobscook  bay.  On  the  dam  at  the  village,  which  has  a  head  of  ten 
feet  and  a  good  pond,  there  are  a  single  saw  mill,  one  gang  saw 
mill,  and  a  lath  machine  attached  to  each ;  also  shingle  machines 
for  winter  sawing,  one  grist  mill,  one  bone  mill,  two  pail  and 
chom  manufactories.  These  last  are  carried  on  by  Lincolns  & 
Eastman,  while  the  mills  are  the  property  of  Edmund,  Thomas  and 
Elizabeth  Lincoln.  There  is  water  sufficient  to  operate  these 
mills,  &c.,  three-fourths  to  seven-eigths  of  the  time  from  the  first  of 
April  to  the  first  of  December,  day  sawing.  They  will  cut  from 
2,600,000  to  3,000,000  feet  of  long  lumber  per  sawing  year,  and 
1,000,000  to  2,000,000  of  laths  and  shingles.  The  pail  factories 
are  capable  of  turning  out  100  dozen  pails  or  50  dozen  churns  per 
week,  and  the  grist  mill  can  grind  150  to  200  bushels  com  per  day. 

Second,  one  mile  above  ;  a  total  fall  of  twenty  feet  in rods. 

Unimproved. 

Third,  one-half  a  mile  above ;  a  fall  of  eight  feet  in . 

Unimproved. 

Fourth,  one  mile  above ;  a  fall  of  eight  feet.     No  improvement. 

Fifth,  about  one  mile  above ;  ten  feet  fall.     Not  improved. 

The  foregoing  powers  are  owned  by  the  Lincolns  aforesaid,  as 
also  nearly  all  the  banks  of  the  river  on  both  sides  for  several 
miles.  Good  roads  most  of  the  way  to  two  of  them.  A  gang  saw 
mill  once  started  on  one  of  the  privileges,  which  was  destroyed  by 
fire.  The  total  fall  of  the  river  from  the  lake  to  its  mouth,  about 
twenty  miles,  must  be  250  feet.  Several  small  streams  empty  into 
the  river  in  its  course,  upon  some  of  which  logs  can  be  driven. 

The  volume  of  water  in  time  of  freshets  is  judged  to  be  from 
two  to  three  times  the  ordinary  volume.  No  serious  damage  has 
ever  been  caused  by  them.  The  river,  with  the  water  held  in  the 
lakes  by  the  dams,  can  be  depended  on,  excepting  in  an  unusually 
dry  time.  The  lay  of  the  land  is  such  in  connection  with  the 
powers,  that  mills  and  workshops  can  be  conveniently  located. 
More  than  half  of  the  basin  must  be  covered  with  forests,  though 
it  has  been  mostly  cut  over.  But  timber  enough  is  left,  if  fires  do 
not  destroy  it,  to  supply  the  mills  for  many  years.  The  rocks  in 
the  vicinity  are  suitable  for  building  purposes,  and  the  soil  is  gen- 
erally a  clayey  loam.  If  our  water-power  could  be  brought  into 
use,  our  population  and  wealth  would  rapidly  increase. 

Lumber-laden  vessels  of  200  tons  come  within  half  a  mile  of  the 
mills. 
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Denntsville  and  TowNSfflp  No  14 — ^WAsmNOTON  County. 
Statement  of  T,  W.  AUan,  Esq.,  of  DennysviUe. 

Three  Powers. 

♦  First,  half  a  mile  from  the  north  line  of  Edmunds,  "  Stodder 
Rips,"  on  Denny 8  river.  Three-fourths  of  a  mile  long ;  total  fall 
26  feet.  Good  chance  for  dam  at  the  head.  Owned  by  T.W.  Allan 
and  the  Lincolns.     No  improvements. 

Second,  three-fourths  of  a  mile  above,  "  Clark's  Rips,"  40  rods 
long ;  fall  six  feet.  No  improvement.  Pond  in  the  river  two  miles 
long ;  a  dam  would  make  the  pond  half  a  mile  wide ;  green  timber 
land,  old  growth.     Owned  by  T.  W.  Allan  and  the  Lincolns. 

Third,  two  and  a  half  miles  above  Clark's  rips,  "  Bright's  Island 
Rips";  fall  estimated  ten  feet.    No  improvement. 

Detroit — Somerset  County. 

From  Selectmen's  Returns, 
One  Power. 

The  "  Rips,"  on  the  Sebasticook  river ;  fall  30  to  40  feet  in  one- 
fourth  of  a  mile.  Power  estimated  equal  to  sawing  8,000,000  or 
10,000,000  lumber.  Power  only  partially  improved;  a  tannery, 
two  saw  mills  and  a  shingle  mill  upon  it.  Mills  work  or  may  work 
all  the  year.  See  reservoirs  tributary  to  this  power  in  last  Table 
page  95,  Part  II.  The  power  can  be  greatly  increased  by  the  use 
of  these.  Machinery  of  ordinary  construction.  Rocks,  granite 
and  limestone,  suitable  for  building.  Total  products,  $100,000  or 
$150,000  per  annum.  The  improvement  of  the  power  has  resulted 
in  a  large  increase  of  the  wealth  of  the  town. 

Market,  Bangor  and  Portland,  by  Maine  Central  Railroad. 

• 

Dexter — Penobscot  County. 

From  the  Statement,  and  from  ElaboraJte  Plans  of  (he  Water-Power, 

Furnished  hy  Josiah  Crosby,  Esq, 

Twenty-eight  Powers. 

Sixteen  of  the  above  are  situated  upon  the  outlet  stream  of  Dex- 
ter pond.  Height  of  the  falls  142  feet  in  three-fourths  of  a  mile, 
or  160*5  feet  in  two  miles.  These  are  classed  together  as  "  Dexter 
Falls." 

First,  next  below  the  outlet,  J.  &  O.  Abbott's  woollen  £M^ry ; 
head  and  fall  18  feet. 

Second,  J.  &  0.  Abbott's  saw  mill ;  head  and  &11 19  feet. 
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Third,  H.  C.  Parson's  carriage  shop,  occapied  by  J.  G.  Grant ; 
head  and  fall  nine  feet. 

Fourth,  C.  W.  Curtis  &  Co.,  carpenters'  and  sash  and  blind 
shop ;  head  and  fall  nine  feet.  « 

Fifth,  Oeo.  Bailey's  carriage  shop ;  head  and  fall  nine  feet. 

Sixth,  N.  Dusten  &  Co.'s  machine  shop  and  foundry ;  head  and 
fall  12  feet. 

Seventh,  Pennington  &  Tibbetts'  furniture  fiEMStory ;  head  and 
fall  10  feet. 

£ighth,  J.  &  G.  Abbott's  grist  mUl ;  head  and  fall  22  feet. 

Ninth,  Dexter  mills  machine  shop ;  head  and  fall  16  feet. 

Tenth,  Dexter  mills  woollen  factory ;  head  and  fall  20  feet. 

Eleventh,  Charles  Shaw's  tannery ;  head  and  fall  nine  feet. 

Twelfth,  Dexter  mills  picker  house ;  head  and  fall  11  feet. 

Thirteenth,  Dexter  mills  woollen  factory ;  head  and  fall  16  feet. 

Fourteenth,  Dexter  mills  woollen  factory;  head  and  fall  11  feet. 

Fifteenth,  lemon-box  factory,  occupied  by  Reuben  Flanders. 

Sixteenth,  Francis  Hill's  woollen  factory,  occupied  by 

Campbell. 

As  appears  in  the  above  statement,  all  the  falls  have  some  ma- 
chinery upon  them,  but  very  much  might  be  added.  The  amount 
of  manufactures  might  be  nearly  doubled.  An  excellent  site  for  a 
cotton  or  woollen  mill  in  place  of  the  saw  mill ;  also  of  the  grist 
mill.  The  stream,  or  rather  the  pond,  will  furnish  forty  horse- 
powers under  an  18-foot  head  all  the  year.  The  dam  at  the  foot 
of  the  pond  usually  flows  it  about  eight  feet  in  the  spring.  Area 
of  the  pond  not  far  from  three  and  a  half  square  miles.  No  freshets, 
water  all  kept  back.  Machinery  mostly  excellent.  The  best 
wheels  are  an  overshot,  John  Tyler,  and  Reynolds'  turbine. 

Seventeenth,  on  the  same  stream,  just  below  its  junction  with 
Spooner's  pond  stream,  unoccupied ;  head  and  fall  six  feet. 

Eighteenth,  on  the  same  stream,  near  the  south  line  of  the  town, 
Libbey's  saw  and  shingle  mill ;  head  and  fall  10  feet. 

There  are  a  number  of  privileges  upon  the  Sebasticook  main 
stream  in  the  north  part  of  the  town.  The  stream  is  rapid  and 
rather  inconstant.  Will  give  20  horse-powers  five  months  of  the 
year.  Never  has  been  a  tight  dam  or  good  machinery  upon  it. 
Large  quantities  of  hemlock,  hardwood,  and  cedar  on  its  bordering 
territory.    On  this  stream  are  five  privileges,  as  follows : 

Nineteenth,  Silver's  saw  mill;  fall  10  feet. 

Twentieth,  below,  unoccupied ;  fall  eight  feet. 
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Twenty-First,  about  a  mile  below ;  10  feet  fall. 

Twenty-Second,  somewhat  south  of  the  west  line  of  the  town, 
unoccupied;  fall  12  feet. 

Twenty-Third,  Charles  Jumper's  saw  and  shingle  mill ;  fall  10 
feet. 

Twenty-Fourth,  on  a  branch  of  the  main  stream,  Silver's  shingle 
mill ;  fall  20  feet. 

Twenty-Fifth,  at  the  outlet  of  Spooner's  pond,  saw  mill  and 
shingle  mill ;  fall  13  feet. 

Twenty-Sixth,  a  short  distance  below  on  the  same  stream,  unoc- 
cupied ;  six  feet  fall. 

Spooner's  stream  will  furnish  15  horse-powers  from  five  to  seven 
months  of  the  year.  A  good  dam  at  the  outlet  of  the  pond.  The 
Kenduskeag  stream  will  furnish  10  horse-powers  four  months  in 
the  year.    Two  privileges  on  said  stream  noticed  as  follows : 

Twenty-Seventh,  unoccupied ;  10  feet  fall. 

Twenty-Eighth,  on  a  branch ;  20  feet  fall ;  formerly  a  saw  mill 
upon  it. 

Abundant  slatestone  on  all  the  privileges,  which  is  sometimes 
used  for  building ;  two  stories  of  the  largest  factory  are  built  of  it. 
The  improvement  of  the  power  has  doubled  the  population  and 
trebled  the  wealth  of  the  town. 

Market,  Portland  and  Boston,  by  Dexter  So  Newport  Railroad, 
and  connections. 

DiCEETVILLS — ^ArOOSTOOK  OoUNTY. 

From  tke  Assessors^  Returns. 
nine  Powers. 

First,  on  the  Dufour  brook,  not  employed ;  at  low  water  about 
two  feet  square  in  bulk.  Good  site  for  grist  and  saw  mill.  The 
fall  averages  about  one  in  nine.    Rocky. 

Second  and  Third,  on  Oagnon  brook,  about  three  feet  square  in 
bulk,  and  if  the  upper  part  were  cleared  would  be  considerably 
more.  One  saw  mill  three  miles  back,  and  two  other  mills  near 
St.  John  river,  grist  and  saw,  small  branch  coming  from  the  north- 
west joining  at  lower  mill.     Sandy  soil ;  much  buckwheat  raised. 

Fourth,  on  Rosignol  brook,  size  as  No.  1,  stream  takes  its  rise 
from  a  small  lake  six  miles  in  the  interior.  Privilege  is  not  em- 
ployed, but  is  an  admirable  one. 

Fifth,  on  Bourgoin  brook,  size  as  No.  1 ;  not  employed ;  good 
facilities  for  building ;  one  mile  from  last  mentioned. 

n 
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Sixth,  on  Cjr  brook,  small  saw  mill  near  river  St.  John.  Rons 
only  in  high  water. 

Seventh,  on  Gagnon  brook,  a  grist  mill;  power  not  quite  aa 
strong  as  first  named.     . 

Eighth,  takes  its  source  from  the  two  small  Bourgignon  lakes. 
About  a  foot  square  at  low  water. 

Ninth,  runs  a  small  saw  mill,  and  is  about  same  force  as  last 
named  at  low  water. 

The  above  brooks  are  capable  in  high  water  of  running  consid- 
erable machiney ;  but  the  parties  owning  ihe  privileges  are  poor, 
and  have  means  to  erect  buildings  and  machinery,  merely  to  sup- 
ply their  own  wants.  The  powers  work  only  in  summer  time, 
spring  and  fall.  On  some  of  these,  reservoirs  could  be  built  cheap- 
ly, to  supply  the  mills  all  winter.  No.  6  ground  12,000  bushels 
grain  last  year  with  one  set  "burrs."  No  export;  all  forborne 
consumption. 

DixFiELD — Oxford  County. 

Statement  of  the  Selectmen. 
Seven  Powers. 

First,  on  Webb's  river,  at  its  junction  with  the  Androscoggin, 
not  of  the  largest  class,  but  not  excelled  as  to  quality,  in  ihe  State. 
It  will  operate  throughout  the  year  a  saw,  grist,  shingle,  carding 
and  threshing  mill,  a  carriage  factory  and  tannery,  all  of  which  are 
in  active  operation.  A  woolen  factory,  in  operation  here  thirty 
years,  was  burned  down  in  spring  of  1868. 

Fall  from  the  dam  to  the  Androscoggin  river,  29  feet  in  200  of 
run.  The  bottom,  sides,  and  bank  of  the  stream  are  solid  granite, 
and  are  favorable  for  the  location  of  structures.  The  dam  can  be 
raised  several  feet  higher,  if  so  desired.  The  mill  pond  connected 
above  is  five  miles  long,  four  rods  wide,  and  12  feet  deep  on  the 
average. 

The  power  and  the  beautiful  village  connected  are  18  miles  from 
Bryant's-Pond  Railroad  Station,  and  13  miles  from  North'^ay  Rail- 
road Station. 

Second,  five  miles  above,  unoccupied.  Volume  of  water  three- 
fourths  of  No.  1 ;  fall  six  feet  in  100  of  run.  Easy  of  access,  by 
land  or  water. 

The  outlay  of  a  few  hundred  dollars  in  building  a  dam  at  the 
outlet  of  Webb's  pond,  would  render  both  the  above  powers  con- 
stant even  in  the  most  extreme  drought,  and  very  greatly  increase 
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their  efficiency.  The  pond  is  six  miles  long  and  one  and  a  half 
miles  wide.    A  head  of  nine  feet  could  be  raised  upon  it. 

Third,  on  Newton  brook,  "  Wellfl^Jilills,''  saw,  shingle,  and 
threshing;  200,000  feet  boardfl,  and  as  many  shingles ;  with  good 
dam  and  wheels,  doable  might  be  done ;  head  and  fall  11  feet;  six 
to  eight  months. 

Fourth,  above,  fall  nine  feet ;  volume  nearly  equal  to  No.  1 ;  a 
saw  mill  iu  former  years. 

Fifth,  above,  saw  mill  and  tiiresher ;  few  months.  250,000  feet 
boards ;  head  and  fall  15  feet.  This  stream  overflows  in  freshets, 
producing  much  grass. 

Sixth,  on  "  Seven  l^le  brook,''  at  East  Dixfield;  saw  and  grist 
mill;  operate  respectively  four  and  12  montiis;  150,000  feet  of 
lumber ;  stream  subject  to  heavy  freshets  from  mountains.  Three 
miles  to  North-Jay  Station. 

Seventh,  an  overshot  power  on  "Siberia  Brook;"  saw  and 
shingle  mill ;  fall  20  feet. 

Several  more  small  powers  in  town  unoccupied. 

Market,  Lewiston  and  Portland,  chiefly  by  rail. 

DiXMONT — ^PSNOBSCOT   CoUNTY. 

Statement  of  W.  B.  Ferguson,  Esq,,  and  the  Selectmen. 

Four  Powers. 

First  and  Second,  Dixmont  Centre  Falls.  One  is  fed  by  a  pond 
covering  200  acres  which  is  raised  eight  feet ;  the  other  by  the 
same  and  by  another  pond  of  100  acres  which  is  flowed  10  feet. 

Third,  a  power  at  North  Dixmont ;  fed  by  a  pond,  of  75  acres, 
which  is  flowed  10  feet. 

Fourth,  at  the  outlet  of  Skinner  pond,  fall  of  20  feet  may  be  had ; 
formeriy  a  dam  and  mill ;  pond  covers  300  acres,  and  can  be  flow- 
ed 10  feet,  together  with  a  large  tract  of  swamp.    Unimproved. 

Improvements :  three  saw  mills,  one  axe  factory,  two  shingle 
and  one  grist  mill.  The  saw  mills  run  about  four  months,  grist 
mill  nine  months. 

Market,  Bangor,  by  road. 

DOVBB — ^PlSOATAQITIS  CoUKTT. 

Statement  qf  (he  Selectmen. 
Ten  Powers. 

First,  "  Dover  Oreat  Falls,''  at  Dover  village,  on  Piscataquis 
river ;  fi^lls  23 '5  feet  in  325  feet. 
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ImproTementB :  one  woolen  mill  of  100  horse-power,  one  grist 
mill,  four  runs  of  stones  of  80  horse-power.  This  is  not  more  than 
half  of  the  power  of  the  falls  in  a  common  season.  There  can  be 
dams  upon  the  head  waters  of  said  river  so  as  to  raise  the  power 
at  these  falls  to  600  horse. 

Second,  on  Piscataquis  river,  100  rods  below  the  bridge  at  Dover 
village ;  height  of  fall,  six  feet.     Unoccupied. 

Third  "  Dover  Lower  Village  Falls,"  on  Piscataquis  river,  at 
East  Dover ;  height  of  dam  nine  feet. 

Improvements :  saw,  grist,  shingle  and  clapboard  mills.  This 
commands  all  the  water  that  passes  the  "  Great  Falls"  at  Dover 
village.    The  dam  at  East  Dover  flows  the  river  two  miles. 

Fourth,  **  Dover  South  Mills,"  on  Black  stream,  dam  12  feet  high. 

Improvements :  saw  and  shingle  mills,  operate  all  the  year. 

Fifith,  "  Sias-Brook  Power,"  suitable  for  a  shingle  mill.  Not  oc- 
cupied. 

Sixth,  "Ayer's  Falls,"  on  Black  stream,  not  occupied. 

Seventh,  on  Alder  stream,  a  shingle  mill. 

Eighth,  Ninth,  Tenth,  etc.,  on  Black  stream  and  Alder  brook, 
suitable  for  shingle  mills.     Not  used. 

Union,  Steams,  and  scroll  wheels.  Rock,  granite,  lime  and  slate; 
land  level  about  the  river  and  of  a  superior  quality  for  farming. 

Market,  Bangor,  35  miles ;  railroad  building,  open  in  fall  of  1869. 

Dresden — Lingolk  County. 

From  Selecimen's  Returns. 
Six  Powers. 

First  and  Second,  on  Goud  stream ;  former  30  feet  fall  in  100  of 
distance ;  latter  10  feet  in  40  feet.  Orist  and  saw  mill ;  operate 
six  months ;  percussion  wheel,  formerly  an  overshot,  which  gave 
much  more  power.  A  large  bog,  175  acres,  could  be  flowed  eight 
feet  at  little  expense.  Range  of  water  about  six  feet.  Would  cut 
100,000  of  lumber,  and  grind  9,000  bushels  of  grain. 

Third,  Fourth,  Fifth  and  Sixth,  on  Gardiner  stream,  averaging 
each  about  25  feet  in  a  total  distance  of  two  miles ;  small  part  of 
the  power  used.  Formerly  a  good  grist  mill  ahd  saw  mill ;  both 
now  greatly  dilapidated ;  would  saw  300,000  to  400,000  of  lumber. 
Stream  could  work  six  months  with  the  present  volume  of  water. 
Poorest  sort  of  wheels. 

Stream  connected  with  two  ponds ;  Gardiner  pond  150  acres  in 
extent  and  20  feet  deep ;  also  a  large  bog  between  the  lake  and 
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mill,  500  acres,  which  might  be  flowed  four  or  five  feet  with  ease. 
Second  pond  about  tO  acres.  The  stream  might  be  made  to  carry 
two  or  three  saw  mills. 

Stone  not  good  for  building.  No  forest  on  basin ;  stream  low  in 
sunmier. 

Market,  at  home. 


Drew  Plantation — Penobscot  County. 

StatemerU  of  D.  Butters,  Esq.,  of  PrenOss. 
Three  Powers. 

First,  "  The  Falls,"  on  Meadow  brook,  one  overshot  wheel  of 
large  diameter  could  be  operated. 

Second  and  Third,  further  up ;  a  dam  eight  or  ten  feet  would  flow 
at  each  point  a  very  large  tract  of  low  flat  land,  perhaps  600  acres. 
There  is  no  improvement  at  any  of  the  privileges.  Stone  suitable 
for  building  close  at  hand. 


Duck-Trap-Grant  Plantation — Penobscot  Oountt. 

StcdemejU  of  the' Aaaesaors  of  Independence  FlantcUion. 

Several  Powers. 

The  ''  Jimsketticook  Rapids,"  on  the  Mattawamkeag  river,  just 
below  the  mouth  of  the  Crossuntic  stream.  The  fall,  which  is 
judged  to  be  from  30  to  40  feet  in  a  mile,  affords  several  points  at 
which  dams  could  be  located ;  the  banks  are  high  on  each  side, 
dead  water  above  for  12  miles.  In  the  drouth  of  summer  the 
water  at  the  fall  is  15  rods  wide,  and  from  two  to  five  feet  deep. 

The  Mattawamkeag  at  this  point  drains  1,100  square  miles,  and 
is  fed  by  numerous  large  lakes  and  ponds.  In  addition,  by  build- 
ing a  dam  at  the  falls,  a  breadth  of  land  30  to  40  rods  wide  on  the 
sides  of  the  river  can  be  converted  into  reservoir,  and  a  bog  three 
or  four  thousand  acres  in  extent,  which  now  are  flowed  from  four 
to  twelve  feet  in  freshets.  There  is  unquestionably  power  enough 
here,  readily  commanded,  to  build  up  a  great  manufacturing  city. 

The  European  &  North  American  Railway  will  pass  directly  by 
the  powers. 

Enormous  amounts  of  lumber  in  the  region,  hemlock  bark  for 
tanning,  etc. 

None  of  the  power  is  used. 
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Durham — ^Androscogoik  County. 

From  Selectmen's  Returns. 
Three  Powers.  ^ 

First;  cm  the  outlet  of  a  small  pond  in  the  western  part  of  the 
town ;  grist  mill,  and  saw  mill  which  cuts  40,000  feet  yearly. 

Second,  in  the  northeast  part  of  the  town ;  grist  and  shingle 
mill ;  small  stream. 

Third,  near  Southwest  Bend ;  grist,  saw,  shingle,  and  clapboard 
mills,  cut  40,000  feet  boards  annually. 

Mills  work  about  eight  months  in  the  year.  Large  peat  bogs  in 
the  westerly  part  of  the  town. 

Market,  Lewiston,  i;en  miles,  by  road. 

Dter-Brook  Plantation — Aroostook  County. 

Statement  of  S,  D.  Fhilpot,  Esq, 
Two  Powers. 

First,  on  Dyer  brook. 

Second,  on  a  brook  not  yet  named. 

E  Plantation — Fkavkuv  County. 
From  the  Assessors*  Returns. 

Nmnerotis  Powers. 

There  are  two  sets  of  falls  on  the  Sandy  river.  The  upper  have 
a  descent  of  about  30  feet ;  the  lower  consist  of  four  successive 
pitches,  which  average  about  20  feet  each.  They  are  capable  of 
carrying  a  large  number  of  mills,  and  have  an  abundant  supply  of 
water  the  greater  part  of  the  season.  They  are  located  on  the 
road  leading  from  Phillips  to  Rangely  lake.  There  is  any  amount 
of  timber  in  their  vicinity,  which  can  be  got  to  the  privileges  on  a 
down-hill  grade;  there  is  also  a  good  market  for  manufactured 
lumber. 

Other  falls  are  situated  on  the  north  branch  of  the  Sandy  river, 
the  descent  of  which  is  ninety  feet. 

Eastbrook — ^Hancock  County. 

Two  Powers,  or  More. 

First,  on  the  outlet  stream  of  Molasses  pond,  "Macomber's 
Saw  Mill ;"  the  pond  covers  2.25  square  miles  and  10  feet  depth 
of  storage  are  already  commanded  upon  it;  two  feet  more  are 
feasible. 
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Second,  at  the  outlet  of  Scammon  pond,  a  saw  mill.  Scammon 
pond  covers  one  square  mile,  storage  not  reported.  It  is  fed  by 
iLbram's  pond,  0.80  square  mile,  10  feet  storage,  and  by  Molasses, 
area  and  storage  as  above. 

No  others  in  use. 

East  LnrERifORS — Aitdboscoggin  County. 
From  Selectmen's  Eetums, 

[See  also  **  East  Llyermore  and  Liyermore.''] 

Two  Powers. 

First,  a  privilege  on  the  Johnny  brook ;  a  small  power ;  works 
about  half  the  time. 

Second,  a  privilege  on  the  Norris  brook ;  a  small  power ;  works 
about  half  the  time. 

East  Lrv^sRifORB  anu  LrvERifORB— Ain)ROscoGGiN  Gonin*T. 

From  Eetums  of  (he  Selectmen,  and  (he  Statements  of  H,  W. 
Hutchins  and  Hollis  Turner,  Esqs.,  and  of  James  Bridge,  Esq,, 
of  Augusta. 

[See  also  <*  Bast  Livenuore,"  and  **  Lirermore.*'] 

One  Power. 

*'  Livermore  Palls,"  on  the  Androscoggin  river ;  height  of  the 
natural  fall  22  feet  in  30  rods,  upper  fall  14  feet,  then  eight  feet 
fall  in  30  rods.  The  dam  located  on  the  crest  of  the  upper  fall  is 
seven  feet  high,  making  the  total  head  and  fall  29  feet.  It  can  be 
raised  seven  feet  more. 

The  power  due  to  the  total  available  fall,  36  feet,  the  volume  of 
water  being  assumed  15  per  cent,  less  than  at  Lewiston,  or  79,900 
cubic  feet  per  minute  at  lowest  run,  is  5,436  horse-powers  gross, 
or  217,440  spindles.  Th^  increase  to  be  derived  upon  use  of  the 
reservoirs  tributary  to  the  river,  above,  may  be  inferred  from 
inspection  of  pages  84-86,  Part  II. 

During  the  summer  of  1867,  the  proprietors  built  a  very  excel- 
lent dam,  of  crib  work,  filled  in  with  stone  in  its  whole  extent,  as 
strong  a  construction  as  can  be  made  except  of  split  granite.  It 
was  built  with  a  view  to  future  enlargement,  and  can  be  raised 
seven  feet  without  damage  from  flowing. 

The  land  on  both  sides  of  the  river  is  peculiarly  well  adapted  to 
the  location  of  manufacturing  establishments.  A  company  from 
Massachusetts,  years  ago,  negotiated  for  the  privilege,  with  a 
view  to  canalling  and  in^provements  on  the  Livermore  side,  but 
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failed  to  make  any  arrangement  on  account  of  disagreement  as  to 
price. 

The  rock  in  the  immediate  vicinity  of  the  falls  is  fit  for  founda- 
tions and  other  rough  work.  Very  excellent  granite  is  abundant 
within  two  miles.  Bricks  of  excellent  quality  for  building  were 
delivered  at  the  falls,  1868,  for  $6  per  thousand. 

Of  the  6,436  horse-powers,  probably  not  over  one  hundred  are 
in  use,  operating  a  saw  mill,  grist  mill,  and  some  other  small 
establishments. 

The  Eocomeka  Company  are  the  chief  proprietors  of  the  power. 
They  own,  in  addition  to  the  saw  mill,  a  building,  nearly  new,  80 
by  30  feet,  three  stories  high,  and  a  fifty  horse  steam  boiler 
attached  for  heating  purposes.  Building  has  been  used  for  the 
condensation  of  milk ;  but  sufficient  quantities  not  being  procurable 
in  the  vicinity,  the  manufacture  will  probably  be  abandoned,  and 
the  whole  property  put  into  the  market. 

The  privilege  is  regarded  by  experts  as  second  to  none  on  the 
river  except  that  at  Lewiston,  and  to  that  only  in  sum  of  power, 
not  in  availability  and  facilities  for  improvement. 

Market,  all  points,  by  railroad,  which  passes  close  beside  the 
power. 

The  view  accompanying  this  statement  represents  but  little 
more  than  the  fall  produced  by  the  dam. 

East  Machias — WAsmNOTON  County. 

From  Selectmen's  Beturna, 
Six  Powers. 

All  of  the  above  are  within  two  miles  of  tide  water,  four  of  them 
on  the  main  (East  Machias)  river,  and  two  on  Chace's  stream. 

The  four  privileges  on  the  main  river  are  situated  between  the 
head  of  tide  and  Hadley's  lake,  a  distance  of  three  miles ;  total  de~ 
scent  in  that  distance,  47  feet. 

First,  "  Lower  Mills,"  at  the  head  of  tide ;  height  of  mill  pond, 
9.8  feet  above  mean  high  water ;  three  saw  mills  with  lath  mills, 
not  much  used  at  present,  two  grist  mills  and  one  planing  mill. 

Second,  "  Upper  Mills,"  2,^00  feet  by  the  course  of  the  river 
above  the  lower;  height  16.8  feet,  or  25.6  feet  above  tide ;  two 
double  saw  mills  or  four  single  saws,  and  two  lath  mills.  Three 
saws  are  about  constantly  employed. 

Third,  between  these  two  dams,  the  water  is  rapid ;  a  dam  might 
be  thrown  across  at  any  point.    At  present  the  privilege  is  occu- 
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pied  only  by  a  gang  and  a  Bingle  saw  mill,  with  grist  mill  and  lath 
mill. 

Fourth,  "  Jacksonville  Mills,"  one  and  three-fourths  miles  by 
the  river  above  the  upper  mills,  with  a  farther  elevation  of  about 
12  feet ;  thence  to  Hadley's  lake,  about  one  mile,  and  a  further 
elevation  of  about  10  feet. 

The  above  privileges  are  of  very  unusual  excellence.  The  form 
of  the  land  and  the  condition  of  the  bottom  and  banks  are  such  as 
to  admit  of  the  economical  development  of  the  power.  The  grand 
reservoirs  situated  just  above  furnish  a  great  supply  of  water  close 
at  hand.  The  powers  are  near  tide  water  and  have  ready  access 
to  the  sea.  Freshets  are  unknown,  the  great  lakes  equalizing  the 
flow  of  water ;  no  damage  of  any  sort  has  been  caused  by  flood  for 
60  years. 

Upon  reference  to  page  132,  Part  II,  it  will  be  seen  that  22 
square  miles  of  lakes  and  ponds,  not  including  the  smaller,  are 
tributary  to  this  power,  nearly  all  of  which  are  already  flowed  for 
log-driving  purposes.  A  storage  of  six  feet  upon  20  square  miles 
would  yield,  for  10  hours  per  day,  312  days  a  year,  upon  the  fall 
from  Hadley  lake  to  the  tide,  a  gross  power  of  1,600  horse,  or 
64,000  spindles.  To  this  should  be  added  the  natural  flow  of  the 
river  to  arrive  at  its  constant  manufacturing  power.  But  in  fact 
the  storage  could  be  used  in  six  months  or  less,  the  natural  flow 
of  the  river  sufficing  all  demands  for  the  rest  of  the  year. 

Fifth  and  Sixth,  at  the  outlet  of  Gardiner's  lake  on  Chace's 
stream,  which  enters  the  main  river  above  the  Upper  falls.  Stream 
is  three-fourths  of  a  mile  long,  and  its  descent  in  that  distance  to 
the  main  river  is  30  feet ;  two  single  saws,  two  lath  mills,  one 
shingle  mill.  At  the  point  of  confluence  the  main  river  is  30  feet 
above  tide ;  Gardiner's  lake,  therefore,  is  60  feet  above  sea  level. 
'Upon  this  stream  are  two  single  saws,  two  lath  mills,  and  one 
shingle  mill. 

Gardiner's  lake  covers  8.50  square  miles.  If  stored  to  the  depth 
of  six  feet,  it  would  yield  for  the  working  hours  of  the  year  upon 
the  whole  fall  to  the  tide,  a  gross  power  of  840  horse  or  33,600 
spindles.  This  is  the  storage  alone.  Remarks  as  to  ay|i.ilability 
of  the  privileges  upon  the  main  river  apply  here  also. 

Not  over  one-fourth  of  the  whole  power  upon  these  various 
privileges  is  now  employed  in  saw  and  grist  mills.  The  dams  are 
not  tight ;  there  is  no  economy  in  the  use  of  water ;  the  machinery 
though  good,  is  not  the  best  for  economizing  power. 
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MiOs  operate  from  the  15th  of  March  to  the  15th  of  December ; 
might  work  all  the  year  but  for  the  difficulty  of  getting  stock  to 
the  mills  after  the  ponds  are  frozen. 

The  water  of  both  the  main  river  and  Chace's  stream  being 
purified  by  subsidence  in  the  lakes  above,  is  admirably  adapted 
for  paper-making  and  for  chemical  and  bleaching  purposes. 

Granite  is  abundant  on  Hadley  lake.  Lumber  and  other  build- 
ing material  are  of  course  abundant  and  cheap.  , 

Parties  proposing  the  development  of  this  power  will  meet  with 
substantial  aid  and  codperatibn.  The  privileges  are  all  owned  in 
the  vicinity. 

Market,  all  points  reached  by  sea  where  lumber  is  wanted. 

The  view  given  in  connection  with  this  statement  is  that  of  the 
"  Lower  Palls,"  with  a  mere  glimpse  of  the  "  Upper  Palls  "  under 
the  bridge. 

Baston — Aroostook  Countt. 

From  a  Statement,  and  a  Flan  of  the  Streams,  Furnished  by 
Albert  Whitcomb  and  David  B.  Maraton,  Esqa. 

Four  Powers. 

First,  "Wartman's  Saw  and  Shingle  Mills." 

Second,  "  Marston's  Mills,"  on  the  Presque  Isle  river  of  the  St. 
John,  dam  10  feet,  could  be  25 ;  saw,  shingle  and  lath  mill,  loca- 
ted on  a  good  road,  or  at  the  crossing  of  two  roads.  Saw  mill  and 
shingle  mill  can  operate  all  the  year. 

Third,  half  a  mile  above,  on  a  good  road ;  dam  could  be  14  feet 
high. 

All  the  machinery  is  of  inferior  quality ;  small  ponds ;  basin  is 
heavily  wooded. 

Fourth,  below  Marston's  mill ;  not  occupied. 

EaSTPOBT— WASfflNOTON   OoUNTY. 

From  the  Selectmen's  Returns,  and  a  Plan  of  the  Town. 

Three  Powers. 

First,  "  Big  Cove,"  contains  100  acres,  bare  at  low  tide,  depth 
at  mouth  20  feet,  would  require  a  long  dam. 

"  Price's  Cove,"  would  require  dam  260  feet  long,  would  be  but- 
tressed by  rock  at  each  end.     Dam  could  be  built  easily. 

"  Shackford's  Cove,"  would  require  dam  200  feet  long,  rock  at 
both  ends.    Dam  could  be  built  easily.    Mean  rise  and  fall  of  the 
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tide  18  feet ;  powers  could  operate  16  hours  out  of  the  24.    None 
of  the  privileges  are  in  use. 

Baton-Grant  Plantation — Aroostook  County. 

From  (he  Assessors'  Statement, 
Fonr  Powers. 

First,  "one  of  the  best  unoccupied  water-powers  in  the  county," 
on  the  Little  Madawaska  stream,  which  is  200  feet  in  width  and 
40  miles  in  length.  Its  last  two  miles  of  length  are  in  this  planta- 
tion, and  in  each  mile  it  falls  40  feet. 

The  power  is  of  unusual  excellence.  The  stream  is  compara- 
tively constant  in  its  supply,  and  the  facilities  for  improvement 
are  first-rate.  Mills  are  needed  in  this  region.  Good  soil,  vast 
amount  of  lumber. 

Second,  Third  and  Fourth,  smaller  powers. 

Eddington — Penobscot  Cottntt. 

From  Selectmen's  Returns. 
Four  Powers. 

On  the  Davis  stream,  total  fall  45  feet  in  three-fourths  of  a  mile. 

The  power  is  suflScient  to  saw  2,500,000  long  lumber  and  5,000,- 
000  shingles.  On  the  first  dam,  saw,  shingle  and  clapboard  mills. 
On  the  second  dam,  shingle,  three  grist,  and  carding'machines. 
Mills  operate  all  the  year  except  in  severe  drouths.  Stream  con- 
nected with  two  ponds  of  about  1000  acres.  Bock  abundant. 
Basin  one-fourth  covered  with  woods. 

Market,  Bangor,  six  miles,  by  road ;  and  by  water  for  long 
lumber. 

Eden — ^Hancock  County. 
Four  Powers. 

First,  "  Hadley's  Mills,''  in  the  west  part  of  the  town ;  stream 
fed  by*a  pond. 

Second,  above,  "Higgin's  Saw  Mill." 

Third  and  Fourth,  on  Eagle-pond  stream,  two  saw  mills ;  stream 
fed  by  three  or  four  smaU  ponds. 

Edoecomb — ^Lincoln  Oountt. 

From  Selectmen's  Returns. 
Four  Powers. 
First,  on  branch  of  Sheepscot  river,  a  mile  from  Wiscasset  vil- 
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lage ;  tide  grist  mill,  80  bushels  per  day ;  pond  of  five  acres ;  fall 
eight  feet.    Kendall  wheel. 

Second,  on  a  pond  in  centre  of  the  town ;  grist  and  shingle  mill, 
fall  18  feet,  300  bushels  of  grain  per  day;  will  work  without 
cessation ;  pond  about  200  acres.  Blat^e  wheel.  Power  only  part 
used. 

Third,  below,  a  grist  mill;  fall  15  feet,  60  bushels  per  day. 
Works  about  six  months ;  pond  about  20  acres.  '  Tub  wheel. 

Fourth,  on  branch  of  Sheepscot  river,  four  miles  from  Wiscasset, 
formerly  saw,  grist,  clothing  and  cardiog  mills,  now  in  ruins ;  fall 
15  feet.  A  reservoir  might  be  formed,  of  500  acres,  and  receive 
all  the  water  from  Second  and  Third  mills.  If  said  water-power 
were  improved,  it  would  be  one  of  the  most  valuable  in  Ldncoln 
county. 

Edinburg — Penobscot  County. 
Statement  of  8.  E.  Batchelor  and  Isaac  Foster,  Esqs, 

[See  also  «  Sdinborg  and  Pundumkeag."] 

Six  Powers. 

**  Labalister  Rips,"  near  the  south  line  of  the  town  on  Hemlock 
stream,  10  feet  fall ;  not  improved. 

"Little  Falls,"  above,  15  feet,  no  improvement. 

"  Long  Rips,"  above,  12  feet,  no  improvement. 

"Slate  Falls,"  above,  11  feet,  no  improvement,  dead  water 
above,  which  may  be  made  a  large  reservoir. 

Also  two  powers  on  Pollard  brook.    Not  used. 

Edinburg  and  PASSADUifKEAO — ^Penobscot  County. 

From  (he  Statem£nt  of  S.  E.  Batchelor,  Esq. 
One  Power. 

"  Passadumkeag  Rapids,"  on  Penobscot  river.     The  fall  is  seven 

feet  in rods. 

The  bottom  of  the  river  is  solid  ledge,  well  adapted  to  the  loca- 
tion of  a  dam.    Length  of  dam  required,  about  200  feet. 

The  west  bank  in  Edinburgh  is  about  15  feet,  and  the  east  bank 
about  four  feet  above  the  river  at  a  high  stage ;  the  east  bank  is 
ledge.    The  land  lies  level.     Canals  can  be  constructed  with  ease. 

The  privilege  is  owned  by  Isaac  Foster  of  Argyle.  It  is  regard- 
ed an  excellent  location  for  mills  of  any  description ;  especially  for 
a  tannery,  as  vast  quantities  for  tanning  material  are  readily  pro- 
curable in  the  vicinity. 
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Edmunds — Washington  County. 

From  the  Returns  of  Peter  E,  Vose  and  T.  W,  Allan,  Esqs.,   of 
DennysviUe,  and  of  the  Selectmen  of  Edmunds. 

[Bee  alao  *'  DeDnymlle  and  BdmondB/'] 

Nine  Powers. 

First,  on  Cathance  stream,  the  "  Mill  Seat,"  one  mile  from  the 
miUs  at  DennysviUe ;  ten  feet  head ;  not  improved.  Rock  bottom 
and  sides  to  the  stream  ;  good  chance  to  locate  mills. 

Second,  Third,  Fourth  and  Fifth,  "  The  Flume,"  within  three 
miles  of  the  Mill  Seat,  fall  averaging  from  six  to  15  feet  each.  No 
improvements ;  good  chance  to  improve. 

Sixth,  "Great  Works,"  four  miles  from  DennysviUe  by  the  river; 
a  gang  saw  mill,  recently  erected,  owned  by  Hobart,  Vose  and 
others.  The  head  and  fall  here  are  about  11  feet,  and  the  pond  has 
an  area  of  at  least  1000  acres.  This  mill,  taking  into  considera- 
tion the  amount  of  water,  head  and  speed,  ought  to  cut  2,500,000 
to  3,000,000  feet  of  long  lumber  per  sawing  year.  There  is  also 
a  lath  and  shingle  machine  connected  with  the  same.  This  is  a 
good  power, — is  owned  in  DennysviUe.  The  lumber  is  hauled  to 
and  shipped  from  DennysviUe,  vessels  of  100  tons  taking  it  at  the 
wharves. 

The  Cathance  lake  is  the  reservoir,  six  or  seven  square  mUes  in 
extent,  the  outlet  dam  having  six  feet  head. 

Fourth,  a  saw  mill  and  a  lath  machine,  in  the  same  building,  on 
BeU's  Meadow  brook. 

Fifth,  on  Burnt  Cove  stream,  unimproved ;  a  privflege  of  some 
capacity  for  a  part  of  the  year. 

Sixth  and  Seventh,  on  Little-FaUs  stream ;  both  good  privileges. 
One,  the  "  Rock,"  one  mUe  from  tide  water  at  Cobscook  bay,  with 
a  dam  of  about  40  feet  in  length  and  eight  feet  in  height,  would 
carry  a  number  of  machines  for  manufacturing  purposes.  The 
other  privilege,  the  "FaUs,"  is  of  about  the  same  capacity  as  the 
"Rock." 

Eighth,  at  the  mouth  of  Little-Falls  stream,  an  exceUent  tide 
privilege,  pond  covers  30  acres,  can  saw  14  hours  per  day ;  wiU 
ci;t  500,000  of  lumber  yearly  with  single  saw. 

Ninth  and  Tenth,  of  somewhat  l^ss  capacity,  but  if  located  in 
some  parts  would  be  improved  to  profit. 
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Eluot — ToRK  County. 

Siatement  of  the  Selectmen. 

There  is  no  water-power  in  the  town  of  Elliot,  large  or  small. 

Eluotsville— Piscataquis  County. 
Several  Powers. 

One  only  improved,  on  Wilson  stream,  a  saw  mill. 
Stream  fed  by  Wilson  pond,  covering  three  square  miles,  and  by 
four  or  five  smaller  ponds,  which  sum  two  or  three  square  miles. 

Ellsworth — Hancock  County. 

From  the  StcUement  of  Hon.  Eugene  Hale,  and  from  the  Returns 

of  the  Board  of  Selectmen, 

Thirty-Nine  Powers. 

First  to  Fifth,  inclusive,  on  Card's  stream,  upon  which  there  have 
been  two  saw,  one  shingle,  one  grist,  and  a  carding  mill.  Not  in 
operation  for  several  years. 

Sixth  to  Tenth,  inclusive,  on  Beach-Hill-pond  stream ;  one  only 
improved  ;  a  dam  and  shingle  mill. 

Eleventh  to  Sixteenth,  inclusive,  on  Reed's-pond  stream ;  two 
dams  and  mills ;  the  others  unoccupied.  Height  of  the  £eJ1,  sixty 
feet  in  half  a  mile. 

Seventeenth  to  Twenty-Eighth,  inclusive,  on  Branch-pond  stream; 
fall  90  feet  in  three  miles. 

Twenty-Ninth  to  Thirty-Ninth,  inclusive,  "Ellsworth  Falls," 
the  principal  power  in  town,  situated  on  .the  Union  river,  at  Ella- 
worth  village  and  above,  the  total  fall  being  85  feet  in  about  two 
miles,  or  "  one  hundred  feet  in  two  and  a  quarter  miles."  Above 
this  point  the  river  is  level  for  a  long  distance,  the  upper  dam  flow- 
ing the  current  back  about  ten  miles  and  slackening  it  12  or  15 
miles. 

For  a  statement  of  the  reservoirs  tributary  to  this  series  of 
powers,  see  pages  13Y-138,  Part  II,  of  this  Report.    The  enormous 
storage  now  held  upon  the  ponds  is  used  almost  exclusively  for  • 
log-driving  purposes. 

Freshets  have  caused  but  trifling  damage  upon  this  river,  and 
none  for  the  past  25  years  worth  mentioning.  The  range  from  low 
to  high  water  may  be  perhaps  six  feet,  where  the  river  is  narrow. 
The  water  now  being  employed  wastefully  sometimes  runs  low  in 
severe  drouths. 
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The  millB  work  about  seven  months  in  the  year ;  lie  still  in  the 
winter  and  early  spring.  They  might  be  worked  all  the  year,  so 
far  as  regards  supply  of  water. 

The  machinery  has  not  been  applied  with  any  view  to  economiz- 
ing power ;  the  wheels,  etc.,  are  quite  ordinary. 

Rocks  in  the  vicinity,  talcose  slate,  suitable  for  building.  Lay 
of  the  land  about  the  falls  for  aknost  the  entire  two  and  a  quarter 
miles  on  the  main  river  is  favorable  for  the  location  of  mills,  work- 
shops, boarding-houses,  etc.  Excellent  opportunitieB  offer  for 
canalling  and  dividing  the  waters  of  the  river.  At  one  point, 
rather  more  than  a  mile  from  tide  waters,  a  canal  can  be  run  for 
over  half  a  mile,  with  a  fall  of  32  feet,  and  in  no  way  interfering 
with  the  privileges  above. 

The  power  is  employed  almost  exclusively  in  the  manufacture  of 
lumber.  The  mills  have  been  running  50  years;  have  largely 
increased  in  numbers  in  the  last  20  years,  during  which  time  the 
population  of  the  town  has  increased  from  2,000  to  5,000,  and  its 
valuation  in  corresponding  ratio. 

Average  annual  production,  85,000,000  feet  of  long  lumber, 
200,000  sugar-box  shocks,  2,000,000  laths,  5,000,000  shingles, 
200,000  clapboards,  and  a  large  quantity  of  smaller  stuff.  Value 
of  annual  production  estimated  from  $700,000  to  $950,000. 

AccessiJbiHt^f — The  falls  are  situated  upon  tide  waters  and  can  be 

approached  by  vessels  drawing feet  of  water.    The  river 

below  the  fall  is  frozen  about  four  months  of  the  year. 

Market,  New  York,  Boston,  Portland,  and  Cuba ;  all  reached  by 
sea. 

Embdkn — Somerset  County. 

[See  alao  «  Bmbden  and  Solon."] 

From  Beiurna  of  Selecimen,  and  of  William  Atkinson,  Esq, 
Five  Powers,  or  More. 

First,  12  rods  below  the  outlet  of  Embden  pond,  two  saws, 
shingle  and  treshing  machine,  and  turning  lathe.  The  fall  from 
the  outlet  to  the  mill  is  18  feet.  The  dam  at  the  mills  raises  no 
head  on  the  pond. 

Second,  80  rods  below,  saw  and  grist  mill  and  other  machineiy. 
Lay  of  the  land  excellent  upon  both  privileges.  'Freshets  have  no 
effect.    Very  small  part  of  the  power  used. 

The  Embden  pond  covers  2.50  square  miles,  is  fed  by  a  large 
extent  of  tributary  country,  and  by  several  ponds.  It  can  be 
made  a  reservoir  of  very  great  capacity  when  needed.    The  water 
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from  it  is  warm  in  winter,  so  that  there  is  no  trouble  from  ice ;  it 
never  freezes  at  the  outlet  nor  in  fact  for  miles  below  it. 

Third,  abundant  and  quite  valuable  power,  upon  the  Seven-Mile 
brook. 

Fourth,  Fifth,  etc.;  sufficient  to  drive  a  considerable  amount  of 
small  machinery  nearly  all  the  year. 

"  We  have  all  the  natural  advantages  here  for  a  great  manufac- 
turing community,  climate,  soil,  labor,  agricultural  productions, 
and  water-power. ' ' 

The  Somerset  Railroad  is  now  building  to  this  point. 

ElfBDEN  AND  SoLON SOMERSET  CoUNTY. 

From  the  Returns  of  Joseph  P.  BiLSweU,  miUtoright,  of  Solon, 

Endorsed  by  (he  Selectmen, 

[See  alao  **  Embdeo,"  and  **  Solon."] 

One  Power. 

The  "  Carratunk  Falls,"  on  the  Kennebec  river,  one  mile  distant 
from  the  bridge  across  Fall  brook  in  Solon  village.  Fall  20  feet 
perpendicular,  at  the  head  of  which  a  dam  ten  feet  high  can  be 
made,  giving  about  30  feet  head  and  fall,  or  equal  to  the  head  and 
fall  at  Lowell. 

The  volume  of  water  at  this  point,  estimated  as  43  per  cent,  less 
than  at  Augusta,  would  yield  for  the  extreme  low  summer  run  in  a 
very  dry  season,  96,900  cubic  feet  per  minute  for  11  hours  a  day, 
giving  on  a  30-foot  fall  a  gross  power  of  about  5,500  horse,  or  220,- 
000  spindles.^ 

The  volume  of  water  can  be  more  than  trebled  by  the  use  of  the 
reservoirs  above  for  storage.  See  reservoirs  of  the  Dead,  Moose, 
and  upper  Kennebec  rivers,  pages  96-97  ;  also  page  98,  Part  II. 

The  facilities  for  canalling  by  the  falls  and  along  the  river  bank 
a  distance  of  three-quarters  of  a  mile,  are  very  good.  Nature  ap- 
parently has  done  the  grading  completely ;  no  engineer  could  form 
the  ground  better.  The  panel  of  land,  160  acres  or  more,  within 
the  bounds  of  the  county  road  on  the  east,  the  Falls  road  on  the 
north,  the  river  on  the  west,  and  Fall  brook  on  the  south,  about  one 
mile  north  and  south  by  one-fourth  mile  in  breadth,  is  equally  well 
graded  for  the  erection  of  buildings  sufficient  to  accommodate  the 
population  necessary  to  work  all  the  mills  that  the  whole  power  of 
the  Kennebec  may  drive.  If  more  room  is  wanted,  a  level  plain 
extends  about  two  miles  north  and  south  by  half  a  mile  wide,  east 
of  the  county  road,  affording  ample  space  for  a  good-sized  city. 
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The  northerly  two-thirds  of  the  160  acres,  lying  between  the 
county  road  and  the  river,  is  owned  by  three  or  four  individuals, 
who  reside  on  the  road  and  whose  lots  extend  west  to  the  river. 
The  westerly  half  of  this  plain  along  the  river's  bank  is  covered 
with  young  wood  and  no  doubt  may  be  purchased  at  a  fair  value. 

Coolidge  and  Bodwell  own  so^e  half  a  dozen  acres  abreast  of 
the  falls,  including  the  water-power.  B.  F.  Rowell  of  South  Solon, 
owns  the  power  on  the  west  side  of  the  river,  in  the  town  of 
Embden. 

There  is  plenty  of  stone  suitable  for  mortar  walls,  and  an  excel- 
lent granite  quarry  on  the  river  bank  fifteen  miles  above,  with  good 
facilities  for  boating  down  the  river.  Brick  clay  and  sand  are 
abundant  in  almost  every  direction  within  a  mile  or  a  mile  and  a 
half  of  the  falls. 

The  terminus  of  the  Somerset  railroad,  now  constructing,  will 
be  in  the  immediate  vicinity  of  the  fiEdls. 

Enfield — ^Fenobsoot  CorrNTT. 
From  Selectmen's  Statement. 

[See  alBO  "  Enfleld  and  flowland.''] 

Poup  Powers. 

On  the  outlet  of  Cold-Stream  pond ;  which  has  an  area  of  about 
six  square  miles.  The  entire  series  of  privileges  is  called  "  Treat's 
Mills."  The  height  of  the  falls  is  about  60  feet  in  80  rods.  There 
have  been  four  dams  upon  the  falls  within  the  distance  above 
named.  There  are  now,  saw  mills,  shingle  and  grist  mill  upon  the 
privilege.  Machinery  inferior;  old  style  "ladle-board"  wheel. 
Capacity  of  the  pond  can  be  increased  by  the  erection  of  dams. 
Freshets  have  no  effect. 

Rocks,  granite  in  part,  good  for  building.  Lay  of  the  land  ex- 
cellent. One-half  the  basin  of  the  stream  covered  with  forests ; 
lumber  was  formerly  manufactured  here ;  less  now. 

Market,  Bangor,  by  railroad  and  river. 

Enfield  and  Howland — Penobscot  County. 
From  (he  Statement  of  the  Boards  of  Selectmen. 

[See  ftbo  *<  Bnfield,"  and  "  Howland  " 

One  Power. 

**  Piscataquis  Falls,"  on  Penobscot  river.  Height  of  fall,  21  feet 
eight  inches.  The  river  is  about  900  feet  wide.  Dams  can  be 
firmly  established.    Banks  are  about  26  feet  above  the  river,  so 

18 
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that  its  siurface  can  be  raised  as  required.  A  lock  is  built  upon 
one  end  of  the  fall,  to  pass  steamboats  and  river  craft.  A  long 
tract  of  dead  water,  above,  would  serve  for  a  feeder.  The  power 
is  that  due  to  the  entire  volume  of  the  Penobscot  river  at  this 
point,  which  on  a  fall  of  20  feet,  is  some  thousands  of  horse- 
powers. 

The  European  &  North  American  Railway  is  now  constructing 
by  the  side  of  this  privilege. 

No  part  of  the  power  is  improved. 

EStka — ^Penobscot  Couhtt. 
Two  Powers. 

First,  a  shingle  mill  on  Kinsley  stream, 

Second,  a  saw  mill  on  Kinsley  stream,  in  the  east  part  of  the 
town. 

Both  intermittent,  operating  only  at  time  of  high  water. 

EusTis  Plantatioh — ^Fbanklin  County. 
Statement  of  J.  M.  Haynes,  Esq,,  of  Augusta. 

Six  Powers. 

First,  on  Dead  river,  "  Eustis  Falls,''  six  miles  above  Flagstaff, 
one-half  mile  below  the  confluence  of  the  North  and  South 
branches,  fall  12  to  20  feet. 

Second,  on  South  branch  or  Saddleback  river,  "Buttermilk 
Falls,"  10  feet,  good  site ;  large  flowage. 

Third,  "  Bloomfield  Rapids,"  above,  50  feet  in  100  rods,  good 
site. 

Fourth,  "  Sawyer  Falls,"  above,  26  feet  in  20  rods ;  good  site, 
large  flowage. 

Fifth,  on  the  North  branch,  "  Eustis-River  Falls,"  12  feet,  excel- 
lent site ;  dam,  saw  and  grist  mill. 

Sixth,  on  Stratton  brook,  "  Stevens'  Mill,"  saw  and  shingle. 

ExKTSB — ^Penobsoot  Oountt. 

From  Selectmen's  Eetums. 
Ten  Powers. 

First,  on  Kenduskeag  stream,  shingle  and  grist  mill,  fall  10  feet, 
capacity,  500,000  shingles  per  year ;  grist  mill  runs  eight  months. 

Second,  on  the  same,  saw  mill,  &11  12  feet,  capacity  500,000  of 
lumber  a  year,  could  do  more. 
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Third,  on  the  same,  saw  and  shingle  mill.  Saw  mill  capacity, 
600,000  per  year;  shingle  machine,  300,000 ;  fall  11  feet,  could  do 
more. 

Fourth,  a  shingle  mill  on  the  same,  fall  10  feet;  capacity 
800,000  per  year. 

Fifth,  on  the  same,  saw  and  shingle  machine,  and  two  runs  of 
stones ;  fall,  12  feet ;  saw  mill  capacity,  300,000 ;  *shingle  mill 
about  800,000. 

Sixth,  on  the  same,  shingle  mill,  a  nine-foot  fall. 

Seventh,  on  the  same,  grist  mill,  machine  shop,  carriage  shop 
and  tan  yard ;  fall  11  feet. 

Eighth,  on  the  same,  not  now  in  use,  formerly  a  shingle  mill ; 
fall  12  feet ;  of  one-fourth  greater  capacity  than  either  the  other 
privileges. 

Ninth,  shingle  and  grist  mill  upon  the  ''Andrew's  Brook;"  fall 
nine  feet ;  can  cut  200,000  shingles,  can  grind  about  four  months. 

Tenth,  on  the  "Atkins'  Brook,"  capacity  as  No.  9. 

FaIRFIBLD — SOICBRSET   CoUNTY. 

From  Selectmen's  Returns. 
Five  Powers. 

First,  at  "Kendall's  Mills,"  a  dam  across  the  Kennebec  river 
gives  a  fall  of  22  feet  in  three-fourths  of  a  mile ;  works  all  the 
year;  is  owned  by  the  Kendall's  Mills  Water-Power  Company,  0. 
H.  Foss,  Secretary.  The  value  of  yearly  products  is  estimated  at 
$250,000.  The  principal  market  is  Portland,  Boston  and  New 
York. 

Second,  at  "  Somerset  Mills,"  a  dam  across  the  Kennebec  river 
produces  a  fall  of  12  feet ;  on  this  dam  are  located  seven  saw  mills 
and  other  machinery;  works  all  the  year;  is  owned  by  Silas 
Bates  and  £.  &  E.  J.  &  G.  W.  Lawrence.  Estimated  value  of 
yearly  products  is  $75,000. 

The  extreme  low  run  in  a  drouth,  assumed  as  31  per  cent,  less 
than  at  Augusta,  or  117,300  cubic  feet  per  minute  for  11  hours  a 
day,  would  yield,  for  the  hours  specified,  on  the  total  fall  of  34 
feet,  a  gross  power  of  7,540  horse,  or  301,000  spindles. 

Not  over  half  of  the  power  at  Kendall's  Mills,  and  not  over 
one-fourth  at  Somerset  MOls,  is  now  used.  The  power  is  suscep- 
tible of  very  great  increase  by  the  use  of  reservoirs  above.  See 
storage  basins  of  the  Sandy,  Carrabasset,  Dead,  Moose,  and  upper 
Kennebec  rivers,  pages  94-97  ;  also  page  98. 
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Third,  on  Martin  Btreanii  about  100  rods  from  the  Kennebec 
river  and  Somerset  Railroad ;  fall  15  feet  in  about  10  rods ;  suffi- 
cient power  to  carry  four  saw  mills  the  most  of  the  year ;  unim- 
proved. 

Fourth,  on  the  same  stream  at  Blacknell's  Mills,  so  called,  North 
Fairfield,  a  saw  mill,  grist  mill,  and  other  machinery ;  works  nearly 
all  the  year  ]  located  on  the  centre  road  leading  to  Skowhegan. 

Fifth,  about  four  miles  up  the  stream  from  this  point,  located  on 
the  road  leading  to  Norridgewock ;  fall  about  12  feet  in  ton  rods ; 
of  sufficient  power  to  carry  four  saw  mills  the  greater  part  of  the 
year ;  saw  mill,  a  tannery  and  other  machinery.  The  power  might 
be  very  much  increased  by  removing  obstructions  at  the  head  of 
the  stream.  The  principal  timber  in  the  vicinity  is  hardwood, 
hemlock  and  cedar.  A  very  good  granite  quarry  within  a  mile  of 
the  stream.  The  water  powers  are  located  in  the  best  farming  sec- 
tion of  the  town,  the  soil  being  a  clay  loam. 

Falmouth — Cumberland  County. 
From  Materials  Furnished  by  Eon,  F,  0.  J,  SnvUh,  and  by  the 

Selectmen. 

[See  alao  *•  lUmoath  and  Weetbrook."] 

Four  Powers- 
First,  "  Presumpscot  Falls,"  on  the  Presumpscot  river,  two  and 
a  quarter  miles  by  the  course  of  the  river  from  Casco  bay,  being 
the  lowest  water-power  upon  the  river.  This  privilege  is  owned 
by  a  corporation  known  as  the  Presumpscot  Land  and  Water- 
Power  Company.  The  corporation  propose  erecting  a  dam  at  the 
falls,  900  feet  in  length  and  22  feet  above  mean  low  tide,  and  con- 
ducting the  water  from  the  pond  thus  formed,  by  canal,  to  a  point 
in  the  "lower  harbor''  of  Portland,  where  eleven  feet  of  water  are 
found  at  mean  low  tide.  The  flats  from  the  adjacent  shore  out  to 
this  point  will  be  filled  in,  and  extensive  accommodations  for  mills 
and  factories  be  thus  formed,  where  ships  can  discharge  into  and 
receive  cargo  directly  from  the  buildings. 

The  power  at  Cumberland  mills  a* few  miles  above,  is  2,018  horse 
power  gross  on  20  feet  of  fall.  The  power  of  "Falmouth  Falls" 
will  not  probably  be  found  to  exceed  2,400  horse-power  at  a  low 
stage  of  river  and  at  low  tide.  This  at  least  in  the  present  condi* 
tion  of  the  reservoirs. 

The  increase  of  power  that  can  be  commanded  at  this  point  by 
the  use  of  the  storage  basins,  may  be  seen  upon  reference  to  pages 
143-44,  Part  II,  of  this  Report. 
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The  canal  is  already  considerably  advanced  toward  completion, 
being  100  feet  wide  at  its  base  and  narrowest  points,  and  130  broad 
at  its  surface,  and  ten  feet  deep  in  the  shallowest  parts. 

A  hydraulic  dock  is  contemplated,  into  which  vessels  with  or 
without  cargoes  can  be  lifted  by  means  of  a  lock  350  by  60  feet, 
and  the  dock  being  discharged  at  low  tide,  if  so  required,  the  ves- 
sels be  left  high  and  dry  upon  a  cradle  or  outspread  bed  timbers. 
The  dock  will  contain  25  acres.  Other  basins  and  reservoirs  above 
this  will  be  formed  by  the  canal  embankment,  with  an  aggregate 
area  of  50  acres. 

The  Grand  Trunk  railway  runs  by  the  side  of  this  property.  The 
main  improvements  will  be  within  about  a  mile  of  the  Yictoria 
wharves  in  Portland  harbor. 

The  water-power  being  that  resulting  from  the  volume  of  the 
whole  Presumpscot  river,  will  be  to  a  remarkable  extent  character* 
ized  by  equability,  by  exemption  from  both  freshets  and  low  water. 

Material  for  the  best  of  bricks  is  afforded  by  the  entire  body  of 
soil  in  the  vicinity ;  granite  (gneiss)  is  abundant  and  accessible, 
and  building  materials  of  all  sorts  can  be  dropped  from  the  rail- 
way upon  the  premises  of  the  corporation. 

The  corporation  intend  to  build  only  a  saw  mill  and  several  ice- 
houses, and  for  the  present  to  supply  privileges  by  sale  or  rent, 
and  to  leave  to  individual  capitalists  and  corporations  the  work  of 
erecting  the  required  superstructures. 

The  above  statement  is  condensed  from  the  printed  report  of  the 
company,  which  may  be  had  upon  application  to  the  Hon.  Francis 
O.  J.  Smith  of  Portland,  a  member  of  the  corporation.  The  report 
sets  forth  the  singular  advantages  of  the  privilege  with  great  per- 
spicuity and  force. 

This  corporation,  or  rather  the  member  referred  to,  holds  a  char- 
ter, granted  March  15,  1836,  by  the  Legislature  of  Maine,  author- 
izing the  construction  of  a  canal  from  the  Androscoggin  river  at 
Bethel  to  Songo  pond,  the  head  waters  of  the  Presumpscot  river, 
which  canal  should  command  the  delivery  of  the  Pleasant  river,  a 
branch  of  the  Androscoggin,  for  its  feeding.  The  charter  further 
authorizes  the.  building  of  a  dam  across  the  Androscoggin  at  any 
point  in  Bethel,  which  shall  not  raise  the  surface  thereof  at  any 
point  over  four  feet,  and  which  shall  not  direct  the  water  of  the 
river  (Androscoggin)  into  the  canal  aforesaid.  The  construction 
of  the  canal  would  therefore  not  affect  the  manufacturing  capacity 
of  either  the  Androscoggin  or  the  Presumpscot,  except  to  the 
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amount  of  substracting  the  delivery  of  the  Pleasant  river  from  the 
one  and  adding  it  to  the  other.  This  wotdd  be  the  case  at  least 
except  perhaps  in  times  of  great  freshets  upon  the  Androscoggin. 
The  canal  would  be  from  four  to  five  miles  long,  and  could  be 
''  constructed  with  insignificant  cost." 

Second,  the  "Lower  Falls.''  on  the  Fiscataqua  river;  a  good 
dam,  a  grist  mill,  and  spoke-and-hub  manufactory ;  fall  15  feet  in 
60.  Machinery  operates  all  the  year.  Centre-vent  wheel.  The 
stream  is  connected  with  Ooose  pond.  Freshets  quite  heavy,  no 
damage  to  the  mills.  The  lay  of  the  land  for  mills,  &c.,  is  good. 
Yearly  products  of  the  spoke-and-hub  manufactory,  about  $4,000. 

Third,  ''Fiscataqua  Upper  Falls,''  one-fourth  of  a  mile  above, 
fall  14  feet ;  saw  mill  cuts  25p,000  lumber  per  year,  with  water 
enough  to  saw  double  the  amount,  and  half  the  year  water  enough 
to  run  double  the  present  machinery.     Wheel,  spiral-vent. 

Fourth,  an  excellent  tide  power,  dam  280  feet,  about  sev^i 
feet  head,  a  first-class  grist  mill,  can  run  16  hours  in  24,  grind 
400  bushels  in  the  time  with  one  run  of  stones.  The  mill  has 
made  60  bushels  of  meal  in  an  hour.  Fond  about  six  acres 
terminating  in  a  creek  into  which  the  tide  flows  about  one  and  a 
half  miles,  and  which  receives  the  drainage  of  more  than  1,000 
acres  by  numerous  brooks.  Vessels  drawing  eight  and  one-half 
feet  can  go  to  the  mill. 


Falmouth  and  Wsstbrook — Cumberland  County. 

[See  aim  *•  ]Umoiitii,»  and  <*  WetthnxA.'*] 

One  Power. 

It  has  been  contemplated  to  build  the  Martin' s-point  bridge 
solid,  and  by  the  means  to  convert  the  pond  above  into  a  reservoir 
for  a  tide  power.  The  area  of  the  cove  above  the  bridge  is  about 
168  acres,  estimated  from  the  county  map.  The  mean  rise  and  fall 
of  the  tide  is  about  nine  feet.  An  important  part  of  the  con* 
struction  material  required  is  on  the  spot  in  the  abutments  of  the 
bridge.  The  lay  of  the  land  is  such  on  the  left  bank  as  will 
admit  of  the  location  of  any  number  of  mills  under  the  most  favor- 
able conditions.  The  parties  interested  propose  to  build  the  dam, 
the  county  furnishing  toward  it  only  the  cost  of  a  common  pile 
bridge,  and  to  keep  it  in  good  repair  for  a  roadway  (constructed 
on  the  dam)  free  of  all  expense  to  the  county  for  a  period  of  99 
years. 
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ObjeotionB  to  the  plan,  based  upon  the  presumed  injury  to  Port* 
land  harbor,  are  belieyed  to  be  of  no  considerable  weight.  The 
Presnmpscot  being  derived  from  a  lake,  whose  waters  are  purified 
hj  subsidence,  yields  but  very  little  silt  at  the  utmost,  and  the 
great  part  of  this  would  settle  in  the  reservoir  above  the  dam.  A 
dredging  machine  would  remove  in  a  few  days  all  such  accumula- 
tions as  would  make  below  the  dam  in  a  long  period  of  years. 

The  power  being  close  upon  the  Grand  Trunk  Bailway,  and 
upon  navigable  water,  would  be,  it  is  believed,  of  unusual  value 
for  milling  purposes,  and  other  adapted  uses. 

Parmingdalb — ^Kennebec  County. 
Statement  of  Selectmen. 
There  is  no  water-power  in  this  town. 

Farminoton — Prankun  County. 
From  Selectmen's  Returns, 

[See  ftlflo  *<  Chestomile  and  Fanaington  "] 

Three  Powers,  etc. 

First,  on  the  Temple  stream,  saw  and  grist  mill ;  the  former  runs 
fall  and  spring,  and  the  latter  all  the  year. 

Second,  three  miles  above,  saw  mill. 

Third,  on  the  Fairbanks  mill  stream,  grist  and  saw  mills. 
Operate  part  of  the  year. 

Abundant  and  exceUent  rock,  for  building  purposes,  and  an  im- 
mense quarry  of  granite  in  the  immediate  vicinity  of  Farmington 
FaUs. 

Other  small  powers  of  no  present  importance. 

Fayette — Kennebec  County. 

From  Selectmen's  Returns, 
nve  Powers. 

First,  "Fayette  Mills,"  owned  by  R.  B.  Dunn,  14  feet  fall  in  a 
run  of  12  feet ;  is  about  half  improved  by  scythe-shops,  running 
ten  trip  hammers,  with  required  machinery  to  finish  scythes.  Mills 
work  all  the  year  ;  the  machinery  is  not  of  the  best  construction 
for  economizing  power.  The  stream  is  connected  with  and  fed  by 
nine  large  ponds.  See  second  Table,  page  84.  The  rocks  about 
the  fall  are  of  a  slaty  character  and  are  good  for  building  purposes. 
The  lay  of  the  land  is  good  for  the  location  of  mills  and  workshops. 


280  WATKB  POWBB  OV  MATBTB.  [Past  IH. 

Second,  in  the  west  part  of  the  town,  14  feet  fall ;  power  to  drive 
three  saws,  two  turning  lathes,  planer  and  moulding  machine. 
Mills  operate  all  the  year.  Stream  connected  with  three  ponds  of 
considerable  size ;  the  land  around  the  falls  is  adapted  to  improve- 
ment. "^ 

Third,  in  the  northerly  part  of  the  town,  II  feet  fall;  spare 
power,  improved  in  four  saws ;  works  nine  months ;  one  pond. 

Fourth,  in  the  southerly  part  of  the  town,  20  feet  fall,  would 
carry  three  saws  and  a  shingle  saw ;  works  six  months ;  fed  by 
the  Berry  pond,  which  might  be  cheaply  dammed  so  as  to  carry 
the  mills  the  year  round. 

Fifth,  fifty  rods  below,  15  feet  fall ;  not  improved. 

Flaqstapp  Plantation — Somerset  County. 
Staterment  of  J.  M.  Haynes,  Esq,,  of  Augusta, 

One  Power. 

On  the  outlet  stream  of  Flagstaff  pond,  grist  mill  and  saw  mill ; 
pond  covers  2.76  square  miles. 

FORBSTVILLE  PLANTATION — AbOOSTOOE  CoIWTY. 

From  the  Statement  of  Dominicus  Harmon,  miUwrighi. 

Seven  Powers. 

First,  on  Otter  brook  near  the  Aroostook  river,  fall  ten  feet; 
shingle  mill. 

Second,  a  short  distance  above,  a  fall  of  ten  feet  can  be  had. 
No  improvement. 

Third,  on  Cane  brook,  a  good  site  for  a  grist  mill  on  the  bank  of 
the  Madawaska.    Unimproved. 

Fourth,  on  Greenlow  brook,  a  good  mill-site  near  the  Mada- 
waska.   Not  used. 

Fifth,  Sixth,  and  Seventh,  mill  sites  of  unsurpassed  excellence 
on  the  Little  Msuiawaska  river,  adapted  to  any  sort  of  manufactur- 
ing, lay  of  the  land  favorable,  foundation  for  dams  good.  Ten  feet 
fall  at  each  of  these  privileges.    None  employed. 

The  Madawaska  river  drains  a  large  extent  of  country,  at  least 
250  square  miles,  and  holds  out  well  in  dry  seasons ;  nearly  all  the 
basin  is  covered  with  heavy  forests. 

A  dam  at  its  outlet  will  flow  the  Madawaska  lake  eight  feet ; 
it  would  cost  not  over  $2,000.  Lake  would  thus  make  a  good  res- 
ervoir, as  it  covers  four  square  miles. 
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FoBT  Fairfixld— Aroostook  County. 

From  Selectmen's  Returns, 
Two  Powers. 

First,  "  Randall's  Mills/'  on  Fitzherbert  dtream ;  grist  mill, 
15,000  bushels  of  grain  annually ;  saw,,  clapboard  and  shingle 
machinery ;  in  operation  about  half  the  year,  intermitting  in  the 
drouth  of  summer  and  the  dead  of  winter. 

Second,  "Barnes'  Mills,"  on  Lovely  brook;  grist,  carding  and 
clothing  mills.  There  being  no  woollen  factories  in  the  county, 
wool  from  a  large  circuit  is  carded  and  the  cloth  dressed  at  these 
mills,  the  machinery  being  in  operation  night  and  day  from  early 
spring  to  late  autumn.     All  the  mills  driven  with  work. 

Lake  connections  upon  Fitzherbert  stream.  Freshets,  at  least 
ten  times  the  ordinary  volume  of  water ;  never  have  caused  any 
serious  damage. 

Market,  "Boston,  Mass.,  or  St.  John,  N.  B.,  for  the  practical 
reason  that  the  province  of  N.  B.  affords  us  an  outlet  to  the  'outer 
world '  by  both  rail  and  water,  both  of  which  are  denied  us  in  our 
own  State." 

Fort  Kent  Plantation — Aroostook  County, 

From  the  Statement  of  William  Dickey,  Esq. 
Four  Powers. 

First,  "Fish  River  Mills,"  on  the  Fish  river,  one  mile  above  its 
junction  with  the  St.  John ;  18  feet  fall.  At  extreme  low  run  there 
are  20  feet  of  water — ^i.  e.,  a  penstock  five  by  four  feet  full.  The 
low-run  volume  of  water,  by  the  improvement  of  82  square  miles, 
more  or  less,  of  lake  surface  above,  might  be  increased  several 
hundred  per  cent.  A  dam  at  the  outlet  of  the  lower  lake  alone, 
Eagle  lake,  which  covers  not  less  than  22  square  miles,  would  give 
a  vast  amount  of  water  at  all  seasons. 

All  of  the  lakes  can  be  converted  into  reservoirs  and  almost  any 
amount  of  head  raised  upon  them,  the  cost  of  flowage  being  very 
small.     See  page  125,  last  Table. 

This  power  is  now  improved  in  several  single  saws  and  a  gang, 
also  a  fine  grist  mill  with  four  runs  of  stones. 

The  water  in  winter  is  warm,  being  fresh  from  the  lake ;  ice 
never  gives  much  trouble.  The  power  is  never  injuriously  affected 
by  freshets. 

With  suitable  improvements  on  the  lake  above,  this  would  make 
a  power  admirable  in  all  respects  and  adequate  for  the  uses  of  a 
large  manufacturing  corporation. 


282  WAIBB  POWBB  OF  MAINB.  [Past  m. 

Second,  ''  Fish  River  Rapids,"  on  the  St.  John  river,  about  a 
mile  below  the  confluence  of  Fish  river.  This  upon  improvement 
would  make  a  very  fine  power. 

The  bottom  of  the  river  is  ledgy  and  affords  an  admirable  foun- 
dation for  a  permanent  dam.  A  fall  of  16  feet  could  be  secured. 
The  lay  of  the  land  on  either  side  of  the  river  is  not  surpassed  for 
the  .convenient  and  safe  location  of  factories.  A  lock  would  be 
required  for  the  passage  of  lumber  rafts  and  tow-boats. 

This  privilege  is  supplied  by  the  contributions  of  the  Fish  river, 
with  its  immense  reservoirs,  as  above  specified ;  also  of  the  Alla- 
guash  and  upper  St.  John.  See  reservoirs  of,  pages  126  and  126. 
It  can  easily  be  converted  into  one  of  the  safest,  most  convenient 
and  constant  of  water-powers  and  equal  to  the  heaviest  operations. 

This  power  taken  together  with  the  Three  great  privileges  on 
Fish  river,  one  in  Fort  Kent,  and  two  in  Wallagrass  Plantation, 
affords  abundant  power  for  the  establishment  of  a  series  of  large 
manufacturing  towns.  The  power,  land,  reservoirs,  and  all  sorts 
of  building  material  can  be  had  at  comparatively  insignificant  cost. 

Third,  on  D'Aigl^  brook,  saw  mill,  a  grist  mUl  going  up,  abun- 
dant water  for  both  mills  for  eight  months ;  144  square  inches  at 
lowest  run,  sufficient  for  grist  mill ;  breast  wheel. 

Fourth,  on  "  Perley  Brook,"  of  about  the  same  size ;  not  far  from 
Pish  River  Mills.  This  and  the  foregoing  were  in  D'Aigle  Planta- 
tion before  its  incorporation  with  and  conversion  into  Fort  Kent. 


PoxcBOPT — Piscataquis  County. 

From  Selectmen's  Returns. 
Several  Powers. 

First,  "Foxcroft  Dam,"  on  Piscataquis  river,  at  the  village. 
Upon  this  are  located  mills  as  follows  : 


84.  in. 

Bead. 

Carding  mill. 

100 

12  feet. 

Saw,  shingle  and  clapboard  mill,     . 

600 

1-2 

Tannery,      .... 

• 

9 

Woollen  factory. 

166 

12 

The  above  are  never  obliged  to  shut  down  for  lack  of  water 
except  in  severe  drouth. 

The  following  three  mills  use  the  surplus  water  from  the  same 
dam ;  are  generally  obliged  to  shut  down  five  weeks  in  the  year 
from  scarcity  of  water : 


8(|.  in. 

fltftd. 

144 

10  feet. 

144 

10 

144 

14 
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Sash  and  blind  factory, 
Iron  foundry, 
Machine  shop, 

**  Blethen's  Mills,"  as  follows : 
"  Blethen's  saw  and  shingle  mills,"    .  9 

Operate  four  months  annually. 

'*  Jordan's  grist  mill,"  .  .  36  14 

Operates  all  the  year.  Gould  have  100  inches  nine  months  of 
the  year. 

Second,  "Pratt's  Rips,"  on  Piscataquis  river,  a  mile  above  the 
Foxcroft  dam.  It  is  well  nigh  as  valuable  as  the  latter,  is  well 
situated  and  adapted  for  improvement.  The  land  lies  favorable 
for  the  location  of  mills.    No  part  of  the  power  is  used. 

Quite  a  large  number  of  small  ponds  tributary  to  the  river  above 
this  point,  are  or  might  be,  employed  for  storage.  See  Table  pag^ 
107.  Also  immense  bogs  in  Shirley  as  shown  in  the  Table ;  also  a 
large  artificial  reservoir  in  Abbot,  12  miles  above.  Much  of  the 
present  storage  is  used  for  log-driving. 

Third,  Fourth,  Fifth,  etc.,  upon  Weston  and  Chase  brooks.  For- 
mer drains  Weston  pond,  one  by  three-fourths  miles,  which  could 
be  raised  six  feet  without  flowing  more  than  two  acres.  The  latter 
drains  Snow's  pond,  one-half  by  one-fourth  miles ;  pond  might  be 
raised  indefinitely.  The  mills  upon  these  brooks  could  operate 
nearly  all  the  year,  if  the  water  were  suitably  used  and  economized. 
Stream  runs  dry  in  summer,  when  the  reservoir  dams  are  not  kept 
in  order  on  the  ponds. 

There  are  several  privileges  upon  the  Hammond  brook. 

Abundant  granite  for  building  purposes,  accessible  conveniently. 

Market,  chiefly  in  the  county.  The  products  of  the  woollen 
factory  go  in  part  to  Boston  and  New  York.  A  railroad  from  this 
town  (the  terminus)  to  Bangor,  in  running  order  autumn  1869. 

Fbankfobt — Waldo  County. 

Statement  of  J,  N.  Atwood,  Esq, 

Two  Powers. 

First,  on  Marsh  river,  at  Marsh  village,  16  miles  from  both  Ban- 
gor and  Belfast.  Head  and  fall  15  feet;  dam  of  wood  on  ledge 
foundation.  Power  only  part  improved  now,  in  various  saw,  and 
a  grist  mill ;  is  capable  of  running  a  large  amount  of  machinery. 
Mills  can  operate  all  the  year  except  in  severe  drouth. 
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The  stream  is  connected  with  lakes  and  ponds,  two  of  which  are 
of  considerable  magnitude,  and  by  the  aid  of  artificial  reservoirs, 
which  could  be  cheaply  constructed,  the  capacity  of  the  power 
could  be  very  largely  increased. 

The  land  is  convenient  for  location  of  mills  and  workshops,  and 
stone  and  wood  building  materials  can  be  easily  procured,  there 
being  two  extensive  granite  quarries  within  a  mile  and  a  half  of  the 
location,  and  wharves  within  one-half  mile  of  the  mill,  on  Marsh 
river,  where  large  vessels  come,  and  flat-boats  to  the  mills. 

Second,  "Flat-Rock  Falls,"  about  one  and  a  half  miles  above, 
now  unoccupied  ;  a  very  excellent  locality  for  factories. 

Franklin — Hanooge  County. 

From  ihe  Staiement  of  B,  F,   Gerrishf  Esq.,  Agent  of  the  F.  L, 
M.  d  W.  Co.,  and  a  Plan  of  ihe  Lands,  Streams,  and  Ponds. 

Six  Powers,  and  More. 

First,  "Donnel  Pond  Privilege,"  12  feet  head,  and  more  can  be 
had ;  privilege  fed  by  Donnel  and  several  small  ponds,  all  of  which 
are  used  as  reservoirs. 

Second,  "Alderbrook  Privilege,'"  14  feet  head,  supplied  from 
the  above  ponds. 

Third,  "Hog-Bay  Privilege,"  below,  and  fed  by  the  same 
ponds ;  10  feet  head,  10  more  can  be  had. 

Tributary  to  the  above  powers  are  reservoirs  as  follows : 

"  Fox  Pond,"  160  acres,  is  flowed  four  feet,  and  can  be  raised 
three  feet  more. 

"Otter-Bog  Pond,"  can  be  raised  so  as  to  flow  150  acres  six 
feet  deep. 

"  Upper  Shillalah,"  now  flowed  six  feet,  can  be  raised  four  feet 
more,  and  would  then  cover  200  acres. 

"Lower  Shillalah"  is  now  raised  10  feet,  and  might  be  flowed 
five  feet  more,  covering  100  acres. 

"Donnell"  or  "Great  Pond,"  flowed  11  feet;  several  hundred 
acres. 

"Alderbrook  Pond,"  flowed  10  feet;  area,  when  flowed,  300  acres. 

"  Duck  Pond,"  80  acres ;  six  to  ten  feet  storage  can  be  had. 

These  ponds,  taken  in  connection  with  the  natural  run  of  the 
streams,  yield  a  large  and  constant  supply  of  water.  Freshets 
are  kept  under  perfect  control. 

Fourth,  on  the  outlet  stream  of  Little  or  "Breeches"  pond  in 
Township  9 ;  15  to  20  feet  head  can  be  had  near  Hog-Bay  and 
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near  the  moath  of  the  streun.    Pond  covers  100  acres  and  can  be 
flowed  several  feet. 

Fifth,  Sixth,  etc.,  "Taunton,"  "Egypt,"  "Scammon,"  and 
several  minor  powers  in  this  vicinity. 

The  first  three  powers  operate  all  the  year,  or  the  first  two  all, 
and  Hog-Bay  nearly  all.  The  others  operate  from  one-half  to  two- 
thirds  of  the  year. 

The  larger  powers  are  capable  of  manufacturing  many  millions 
of  lumber  yearly.  There  are  dams,  mills,  etc.,  on  each  of  the  first 
three  where  long  lumber,  etc.,  is  manufactured  extensively  annu- 
ally. The  others  manufacture  laths,  shingles,  clapboards,  staves, 
headings,  pickets,  etc. 

Wheels  mostly  in  use  are  an  old  style  of  iron  wheel,  that  uses 
water  without  stint.  At  Hog-Bay  some  more  modern  machinery 
has  recently  been  put  in. 

Donnel  pond  and  Alderbrook  privileges,  land  and  mills,  are 
owned  by  the  "  Franklin  Land,  Mills  and  Water  Company ;"  the 
Hog-Bay  mills,  by  Messrs.  West  A  Macomber;  "Egypt,"  by 
William  Salisbury;  Taunton,  by  various  parties;  Scammon,  by 
Gladding,  Hoyt  &  Co. ;  others  variously. 

Rock,  hard  blue  slate,  boulders,  and  a  large  amount  of  superior 
granite,  close  at  hand. 

Lay  of  the  land  good,  almost  without  exception ;  at  "  Donnel " 
and  "Alderbrook"  ample  and  eminently  convenient. 

Vast  quantities  of  hardwood,  spruce,  pine  and  hemlock,  su£S- 
cient  to  stock  the  mills  for  many  years ;  ship  timber  abundant ;  the 
growth  is  more  than  eqivalent  to  present  demand. 

The  improvement  of  the  power  has  gradually  and  permanently 
increased  population,  and  has  added  to  the  wealth  of  the  place. 
Sixteen  new  dwellings  erected,  1867. 

Annual  production  for  the  past  four  years,  about  ten  millions  of 
lumber  yearly ;  double  could  be  done  annually.  Market,  mainly 
Boston  and  New  York ;  occasionally  Philadelphia,  and  the  coast, 

by  sea. 

The  Franklin  Land,  Mills  and  Water  Company,  have  one  of  the 
most  liberal  charters  from  the  Legislature  of  our  State ;  a  present 
capital  of  $32,000,  with  the  right  to  extend  it  to  $60,000.  Its 
lakes,  streams  and  water-powers,  are  so  completely  within  its  own 
territory,  that  any  flowage  now  required,  or  that  would  be,  is 
entirely  within  its  own  control ;  tribute  for  water  privileges  being 
paid  only  to  the  company.    The  powers  are  near  the  head  of  tide- 
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water  on  ''  Frenchman's  Bay/'  and  are  approached  by  vessels  of 
500  tons  and  upwards.  A  ship  of  1,200  tons  has  been  built  and 
launched  here ;  vessels  are  built  here  annually.  In  fine,  but  few 
places,  comparatively,  offer  superior  inducements  to  capitalists 
who  wish  to  invest  in  these  interests,  to  Franklin,  and  especially 
the  lands,  some  twelve  thousand  acres  of  which  belong  to  said. 
company. 


Franklin  Plantation — Oxford  County. 

Statement  of  the  Assessors, 

Five  Powers. 

Situated  upon  Spear's  stream,  a  tributary  to  the  Androscoggin 
river.  Said  stream  furnishes  sufficient  water  for  sawing  about 
half  of  the  year. 

First,  fall  11  feet,  shingle  machine. 

Second,  fall  16  feet,  sawmill. 

Third,  fall  20  feet,  unoccupied. 

Fourth,  fall  14  feet,  unoccupied. 

Fifth,  fall  20  feet,  unoccupied. 

Freedom — Waldo  County. 

*  From  the  Report  of  A.  J,  Billings,  Esq. 

Five  Powers. 

Situated  upon  a  stream  issuing  from  a  pond  that  at  high  water 
covers  about  a  square  mile,  and  at  low  about  one-third  of  that 
area.  Total  fall,  70  feet.  Sufficient  water  to  use  100  square 
inches  under  10  feet  head,  during  10  hours  in  each  day,  through 
the  dry  season. 

First,  22  feet  head ;  a  flour  mill. 

Second,  14  feet  head;  a  corn  mill.  About  14,000  bushels  of 
grain  manufactured  in  the  two  grist  mills  jointly,  yearly. 

Third,  12  feet  head ;  saw  mill,  shingle  mill,  etc.  Production, 
$100. 

Fourth,  13  feet  head;  carding  machine,  machinery  for  manu- 
facturing cloth.     Production,  $1,100. 

Fiffchj,^  nine  feet  head ;  tannery.     Production,  $1,000. 

Freshets  harmless.  Stream  very  constant.  Area  of  the  pond 
could  not  be  increased.  Machinery  excellent ;  the  Boston  wheel 
and  close  wheel. 
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Fbbikak — Frankun  County. 

From  Selectmen's  Betums, 
Three  Powers. 

First  "  Oliver  Falls/'  in  the  north  part  of  the  town,  on  a  branch 
of  Seven-Mile  brook. 

Second,  "  Starbird  Falls/'  on  a  branch  of  Sandy  river. 

Third,  "  Crosby  Falls,''  in  the  centre  of  the  town,  on  a  branch 
of  Sandy  river. 

Improved  in  saw,  threshing,  and  clover  mills.  Turbine  wheels. 
No  lakes  or  ponds. 

Market,  Farmington,  by  road. 

Freeport — Cumberland  County. 

From  Selectmen's  Returns. 
Two  Powers. 

First,  at  the  head  of  tide  waters  on  Harrasekett  river ;  fall,  40 
feet;  stone  dam.  Power  has  been  sufficient  to  run  a  gristmill 
with  three  runs  of  stones,  and  a  saw  mill  with  ol^er  machinery 
attached.    Mills  have  been  destroyed  by  fire ;  privilege  for  sale. 

Second,  on  the  east  branch  of  Royal  river ;  grist  ^ill  and  saw 
miU ;  run  a  part  of  the  year. 

FRiENDsmp — ^Knox  County. 

From  Selectmen's  Returns, 
Six  Powers. 

First  and  Second,  on  Goose  river  and  Goose  pond ;  fall  20  feet. 

Third,  on  Beckett's  brook ;  fall,  20  feet  in  30  rods. 

Fourth,  Fifth  and  Sixth,  tide  privileges ;  one  with  a  good  stone 
dam. 

One  privilege  only  is  improved,  in  saw  and  stave  mill.  The 
fresh-water  powers  operate  10  months ;  salt  water,  12  hours  per 
day  the  year  through.  The  streams  are  connected  with  two  small 
ponds ;  artificial  reservoirs  feasible ;  good  stone  for  building. 

Market,  Thomaston,  by  road. 

Frteburg — Oxford  County. 

Statement  of  E,  C.  Farrington,  Esq. 
£Hx  Powers. 

First,  "  Merrill's  Mills,"  on  Eezar  river,  saw,  grist  and  shingle; 
run  only  6  months,  proprietor  not  having  the  right  to  flow  meadow 
lands  above  the  mills. 
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Second,  on  "Ballard's  brook,"  "Locke's  Mills,"  saw  and  grist. 

Third  and  Fonrth,  on  Evans'  brook,  near  Fryebnrg  Tillage,  on 
one  a  carriage  shop ;  on  the  other  a  grist  miU. 

Fifth,  on  EUdn's  brook,  grist  and  saw  mill. 

Sixth,  by  far  the  largest,  nnoccnpied,  "  Swan's  Falls,"  sitnated 
npon  the  Saco  river,  within  a  mfle  of  Fryeburg  village,  and  one 
.and  a  half  mfles  of  the  contemplated  P.  &  O.  R.  R.  Direct  &U  of 
eight  feet,  with  rapids  extending  several  rods.  River  200  feet 
wide.  The  privilege  is  jadged  eqaal  to  heavy  operations.  The 
river  is  variable  in  its  volume  in  this  section. 

Fryebnrg  is  a  town  of  very  nnnsnal  agricoltiiral  excellence,  the 
intervales  npon  the  Saco  being  productive  of  immense  quantaties 
of  hay.    There  is  a  large  amount  of  lumber  in  the  region. 

Gardixer — Kennebec  County. 

From  (he  Returns  of  R.  H.  Gardiner,  Esq.,  and  from  Articles 

in  (he  Kennebec  Journal, 
Bight  Powers. 

All  of  these  are  situated  in  the  city  of  Gardiner  on  the  Cobbos- 
see  Contee  river,  within  one  mile  of  the  mouth  thereof,  and  taken 
together  are  called  the  Cobbossee  Contee  Falls.  The  total  height 
of  the  falls  is  12t  feet  above  high  tide ;  and  133  feet  above  low  tide 
in  the  Kennebec  river. 

The  power  of  the  whole  fall,  estimated  by  a  skillful  hydraulic 
engineer,  during  the  year  ending  July,  1866,  being  the  year  of  the 
greatest  drouth  ever  known  in  New  England,  and  during  October, 
the  driest  month  of  that  year,  is  1,200  horse.  This  power  is  real- 
ized, the  reservoirs  of  the  river  being  comparatively  unimproved. 

All  of  the  mills  work  throughout  the  greater  portion  of  the  year 
by  day  and  by  night.  Upon  the  dams  where  all  the  power  is  used, 
a  portion  of  the  machinery  is  sometimes  obliged  to  lie  idle  for  two 
or  three  months.     In  ordinary  seasons  everything  is  running. 

About  half  of  the  power  is  employed. 

The  machinery  is  not  of  the  best  construction  for  economizing 
power.     The  Blake  wheels  are  mostly  used. 

Six  of  the  eight  privileges,  upon  all  of  which  are  strong  well- 
built  stone  dams,  are  owned  by  the  heirs  of  the  late  Hon.  R.  H. 
Gardiner ;  one  is  owned  by  F.  G.  Richards,  and  one  by  S.  D.  War- 
ren, of  Boston,  Mass. 

For  reservoirs  tributary  to  this  power,  and  the  storage  now  held 
or  judged  feasible  thereon  at  moderate  cost,  see  Part  II,  page  9), 
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second  Table.     Artificial  reservoirs  are  entirely  feasible  at  mode- 
rate cost,  and  would  vastly  increase  the  power. 

Owing  to  the  extent  of  its  reservoirs  the  stream  is  very  safe  from 
freshets ;  the  total  range  of  water  on  the  crest  of  unoccupied  dams 
seldom  exceeds  two  feet. 

Stone  and  other  building  material  abundant.  Lay  of  the  land 
about  the  falls  excellent  for  the  location  of  buildings.  Su£Sciency 
of  land  connected  with  each  dam  for  all  required  building  purposes. 

Six  of  the  eight  dams,  including  land  and  privileges,  are  for  sale; 
or  a  large  amount  of  power  to  rent.  Proprietors  would  assist  in 
surveys  required  for  the  development  of  the  power. 

First  power,  reckoning  from  the  foot  of  the  falls ;  dam  one  foot, 
head  18.28  feet.  Eleven  establishments,  engaged  chiefly  in  the 
manufistcture  of  lumber  as  follows : 

Saw  mill,  N.  0.  Mitchell,  40  hands ;  annual  product  four  to  five 
million  feet  of  lumber,  $175,000. 

Saw  mill,  Arthur  Berry,  40  men ;  annual  product  $150,000 ;  in 
long  lumber,  shingles  and  clapboards. 

Sash,  blind  and  door  factory,  Joseph  L.  Mitchell  A  Co.,  six  hands. 

Saw  mill,  Daniel  Grey,  16  hands ;  product  2,000,000  lumber  long 
and  short,  $80,000. 

Sash  and  blind  factory,  P.  S.  Bobinson,  six  hands ;  1,000,000 
clapboards  and  $2,000  of  sash  and  blinds. 

Cabinet  shop,  James  Nash,  $8,000 ;  also  Cabinet  shop,  Morgan 
and  Wadsworth,  $10,OOQ. 

Gardiner  Plaster  MiU,  $7,000. 

Lumber  manufacture,  H.  W.  Jewett,  35  hands,  $70,000 ;  also  in 
same  business,  Hooker,  Libby  &  Co.,  $60,000. 

Gardiner  Flour  Mill,  manufacturing  40,000  bushels  of  wheat 
yearly.  In  the  same  building,  Bartlett,  Dennis  &  Co.,  a  grist  mill, 
60,000  bushels  a  year.    Power  all  occupied. 

Second  power,  dam  two  feet,  head  11.01  feet.  Power  about  half 
employed,  as  follows : 

Machine  shop,  foundry,  etc.,  P.  0.  Holmes  &  Co.,  28  hancfa, 
annual  product  $45,000. 

"  Blake"  water-wheel  manufactory,  Atwood  &  Howland,  $8,000. 

Third  power,  dam  three  feet,  head  19.01  feet.  About  half  occu- 
pied, as  follows : 

J.  E.  Ladd  &  Co.,  millwrights ;  fancy  goods  manufactory,  Chas. 
Swift,  $10,000 ;  mill  work,  H.  Scriber,  Jr.,  $8,000  iron  work  j  B. 
Drake,  $10,000  wood  work. 

19 
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Woollen  factory,  I.  N.  Tucker,  six  sets  of  cards,  40  hands ;  450 
yards  per  day ;  $120,000  yearly  product. 

Washing  machine  factory,  R.  W.  George,  $5,000, 

Broom  factory,  Moore  &  McGansland ;  broom  handles,  Augastns 
Lord ;  mill  work,  Joseph  Perry,  eight  hands,  $24,000. 

Saw  mill,  Joshua  Gray,  25  hands,  total  product,  $60,000,  long 
lumber  and  short. 

"People's  Grist  Mill,''  7,000  barrels  flour,  $100,000. 

Fourth  power,  dam  four  feet,  head  16.18  feet,  half  occupied,  as 
follows : 

Two  small  saw  mills,  Lincoln  Perry  and  R.  T.  Hayes  &  Go. 

Carriage  spring  factory,  Wentworth  &  Butler,  six  hands, 
$15,000. 

Axe  factory,  Elbridge  Berry,  $'7,500. 

Forge,  owned  by  P.  0.  Holmes  &  Co. 

Fifth  power,  dam  five  feet,  head  16.30  feet ;  wholly  unoccupied. 
See  view  of. 

Sixth  power,  dam  six  feet,  head  16.69  feet :  Copsecook  paper 
mill,  owned  by  S.  D.  Warren  of  Boston;  paper  for  books  and 
newspapers.  Annual  product  550  tons,  $1*75,000.  Thirty-eight 
liands ;  power  about  half  employed. 

Seventh  power,  dam  seven  feet,  head  15.51  feet ;  fully  occupied. 
Paper  mills,  Messrs.  Richards  &  Co.,  yearly  product  900  tons, 
$400,000.     Seventy-five  hands. 

Eighth  power,  dam  eight  feet,  head  13.38  feet;  wholly  unoccu* 
pied. 

Total  number  of  hands  employed  410.  Total  annual  product, 
$2,000,000. 

Garland — Penobscot  County. 

From  Selectmen's  Returns. 
Ten  Fowers. 

•  All,  with  one  exception,  situikted  on  the  head  waters  of  the 
Kenduskeag  stream.  No  precipitous  falls,  but  a  gradual  descent 
from  the  west  line  of  the  town  to  the  southeast  comer. 

First,  at  the  west  side  of  the  town ;  fifteen  and  one-half  feet 
head;  saw  mill,  Hopkins'  wheel,  operates  four  months;  will  cut 
600,000  of  lumber ;  shingle  mill,  Tub  wheel,  six  months  cutting 
about  500,000 ;  grist  mill,  Carleton  wheel.  The  dam  flows  about  a 
mile. 

Second,  40  rods  below;  saw  mill,  turbine  wheel,  10  feet  head; 
200,000  feet. 
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Third,  15  rods  below ;  planing  mill  and  rake  factory ;  six  feet 
head,  Tub  wheel,  earning  $1,200.  On  the  same,  a  machine  shop, 
carding  mill,  cloth  dressing  and  weaving ;  turbine  wheel. 

Fourth,  shingle  mill,  below ;  10  feet  head ;  Steam's  wheel ; 
500,000  feet ;  runs  six  months. 

FiM,  below ;  saw.  Tub  wheel ;  13  feet  head ;  cuts  500,000 ;  runs 
four  months.  Planing  mill,  with  saw,  and  other  machinery ;  earns 
about  $1,000 ;  full  time.  Also  grist  mill,  Garleton  wheels ;  pond 
flows  one  and  a  half  miles ;  full  time. 

Sixth,  below;  tannery;  six  and  one-half  feet  head;  Steam's 
wheel;  $5,000. 

Seventh,  below ;  saw ;  Steam's  wheel,  six  months ;  cuts  500,000 ; 
nine  and  one-half  feet  head ;  flows  three-fourths  of  a  mile. '  Also 
shingle  mill ;  Steam's  wheel ;  one-half  time ;  cuts  about  500,000. 

Eighth,  unoccupied ;  seven  feet  head ;  below. 

Ninth,  50  rods  below ;  saw,  scroll  wheel ;  12  feet  head ;  earns 
$1,000.    Shingle  mill ;  scroll  wheel ;  $800. 

Tenth,  on  Black  stream,  seven  feet  head ;  a  shingle  mill ;  Tub 
wheel. 

Bocks,  argillaceous  slate. 

Market,  at  home,  and  Bangor,  by  teams. 


Georgetown — Sagadahoc  County. 
From  (he  BetumB  of  B,  F.  Sinkley,  Esq. 

Fiye  Powers. 

First,  a  tide  power  on  Robin  Hood's  cove ;  saw  and  shingle^milli 
also  shingle  and  grist  miU ;  large  amount  of  business. 

Second,  a  tide  power  on  Eastern  branch  of  same  cove,  will  carry 
three  or  four  saws.    Unimproved. 

Third,  "  Wyman's  Privilege,"  a  tide  power,  unimproved. 

Fourth,  on  the  outlet  of  Nichols'  pond ;  carding  and  shingle 
mill ;  room  for  an  overshot  wheel  15  feet  feet  in  diameter. 

Fifth,  in  connection  with  a  g^eat  meadow,  whose  outlet  has  a 
long  and  steep  descent ;  can  be  greatly  improved  by  a  dmn. 

Machinery  very  good.    Turbines. 

Market,  Boston,  by  water. 
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GiLIAD— OXJPOBD  OOUKTT. 

From  Selectmen's  Betums. 
Three  Powers. 

First,  a  grist  mill  on  Pleasant  brook ;  can  operate  two  runs  of 
stones  a  few  months  yearly.     Not  now  in  (^ration. 

Second,  a  saw  mill  on  Chapman's  brook ;  can  operate  but  a  short 
time  yearly.    Not  now  in  operation. 

Third,  a  stream  with  abundant  water  but  nncontroDable,  called 
Wild  river ;  dam  after  dam  has  been  swept  away  by  freshets,  and 
a  mill  formeily  upon  it  was  carried  off;  it  is  now  not  used  at  all 
for  power. 

Gukbubmv-Penobscot  Countt. 
'Statement  of  the  Postmaster,  Selectmen,  and  dhers. 

Two  Fowersy  Hore  feasible. 

First,  on  Kendnskeag  stream,  two  miles  above  Bangor  line ;  for- 
merly improved,  dam  carried  away  on  account  of  bad  constmc- 
tion ;  not  rebuilt,  as  until  recently,  no  ready  access  to  the  privi- 
lege, was  possible,  and  the  lumber  had  to  be  rafted  down  river. 
Roads  now  built  near  the  site.  More  water  than  at  Kenduakes^ 
village.  Black  branch  coming  in  below  the  village. 

Second,  a  shingle  mill,  on  Lancaster  brook. 

A  canal  from  Pushaw  lake  to  the  Kendnskeag  river  has  been 
proposed,  the  lake  to  be  dammed  at  its  natural  outlet  in  Oldtown, 
and  also  at  a  low  point  in  Orono  where  water  escapes  in  freshets. 
It  is  alleged  that  12  square  miles  of  reservoir  on  the  lake  and  sur- 
rounding low  land  can  be  had  with  six  feet  of  storage  tiiereon. 
This  would  yield  on  total  fall  of  100  feet  to  the  tide  a  gross  power 
of  1,900  horse  for  the  working  hours  of  the  year,  or  76,000  spin- 
dles. Length  of  canal  three  and  half  miles ;  cost,  4  by  12  feet, 
including  dams,  about  $9,000. 

A  statement  from  the  Messrs.  Ooombs,  Civil  Engfineers,  of  Ban- 
gor, communicates  the  following  facts :  1st,  that  the  lake  is  noi 
now  used  for  the  storage  of  waters ;  the  dam  on  the  natural  outlet 
stream,  below  the  Rips,  '*  exercises  scarcely  any  appreciable  effect 
upon  the  body  of  water  in  the  lake.''  2nd,  "by  a  few  compara- 
tively inexpensive  dams,  etc.,  the  water  could  be  raised  several 
feet  on  the  pond ;  no  surveys  have  yet  been  made  to  ascertain  the 
resultant  flowage.''  3rd,  "  the  channel  of  the  outlet  is  ledge  and 
can  be  lowered  without  heavy  expense ;  this  at  least  is  our  judge- 
ment and  recollection  without  actual  survey.'' 
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Olsnwood — ^Aboostook  County. 
One  Power. 

"WytopMock  Falls,"  100  rods  below  the  Wytopitlock  lake; 
fall  ten  feet  in  ten  rods. 

Good  circular  board  saw,  clapboard  and  shingle  machine ;  a  grist 
mill  is  needed  very  much. 

The  power  being  fed  by  a  lake,  four  by  two  miles,  is  constant 
throughout  the  year.  It  can  be  made  to  saw  3,000,000  feet  annur 
ally  with  ease.  Only  a  part  of  the  power  is  used ;  freshets  entirely 
harmless. 

Good  rock  for  building.  The  whole  country  above  the  mill  is  an 
unbroken  forest  of  the  best  of  lumber.  It  has  built  up  an  incorpo- 
rated town  out  of  the  wilderness  in  five  years. 

Market,  Bangor,  for  short  lumber;  the  country  above  for  long. 

GORHAM — CUMBSBLAND   CoUNTY. 

From  SdUctmen^B  BeHtms. 

[Sm  alto  *•  OorhMB  and  Windham.'^ 

Six  Powers,  SmalL 

First,  near  centre  of  town,  on  Little  river,  "Davis  Mill,"  12  feet 
head,  and  20  horse-power.  Saw,  grist,  and  stave  mills ;  centre* 
vent  wheel ;  milla  work  half  the  year ;  falls  formed  by  cut  through 
solid  ledge.    No  ponds. 

Second,  two  miles  below,  ''  Gloudman's  Mill ";  eight  feet  head 
and  20  horse;  saw  and  threshing  mill.  Centre-vent  and  spiral 
wheels ;  saw  mill  used  all  the  year. 

Third,  "  Curtis's  Mill,"  south  part  of  town,  on  Stroudwater 
river ;  ten  feet  head  and  25  horse ;  stone  dam ;  saw,  grist,  carding 
and  shingle  mills.  Tuttle  wheel,  highly  esteemed.  Will  run  one 
mill  aU  the  year.  Fall  formed  by  cut  through  solid  ledge ;  a  small 
pond. 

Fourth,  "  Shaw's  Mill,"  on  north  branch  of  Little  river;  ten  feet 
head,  and  20  horse ;  saw  mill,  shingle  mill,  &c.  Mills  run  four 
months. 

Fifth,  one  and  a  half  miles  below,  "  Libby's  Mill/'  U  feet  head, 
twenty  horse;  unimproved;  formerly  a  saw  mill  Fail  22  feet, 
wotdd  run  a  saw  mill  the  greater  part  of  the  year. 

Sixth,  on  Little  river,  formerly  a  mill,  now  unimproved.  Several 
other  fedls  upon  which  formerly  were  mills  of  various  kinds,  have 
long  been  unimproved. 

Streams  are  very  variable  in  their  volume ;  generally  unconnect- 
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ed  with  ponds,  and  flow  through  cleared  land.    Artificial  reser- 
voirs would  be  expensive. 


GORHAM  AND  WiNDHAM — CUMBBBLAND  CoUMTY. 

From  the  Reports  of  the  Boards  of  Selectmen, 

[See  also  "  Gorhun,"  and  «  Windham."] 

Powers. 

All  of  the  above  are  situated  on  the  Presumpscot  river,  which 
forms  the  common  boundary  of  Gorham  and  Windham. 

•First,  "Harden's  Falls,"  one  mile  from  the  outlet  of  Sebago 
lake ;  11  feet  head.  The  power  on  the  Gorham  side  is  owned  by 
Goff  &  Plummer,  and  is  improved  in  part,  the  improvements  con- 
sisting of  one  double  saw  mill,  a  keg  mill,  and  other  machinery 
that  is  used  in  connection  with  saw  mills.  Windham  side,  owned 
by  the  Anderson  heirs ;  unimproved. 

Second,  one  mile  below  Harden's  falls,  "Great  Falls,"  with  16 
feet  head.  The  power  is  owned  on  the  Gorhi^  side  by  John 
Lindsey,  and  improved  in  part  with  grist  mill^  plaster  mOl,  saw 
mill,  &c.  Windham  side  is  owned  by  William  H.  White  and  Wal- 
ter  Corey ;  improved  by  Mr.  White  with  two  saw  mills,  one  gang 
of  saws,  grist  mill,  box  mill,  &c.;  by  Mr.  Corey  with  a  chair 
factory. 

Third,  half  a  mile  below  Great  falls  are  "  Whitney's  Palls,"  with 
14  feet  head.  The  falls  are  unimproved,  and  owned  on  Gorham 
side  by  Jefferson  Mayberry  and  others,  and  on  Windham  side  by 
Joseph  W.  Parker  and  J.  Walker. 

Fourth,  half  a  mile  below  Whitney's  falls,  "  Island  Falls,"  with 
ten  feet  head.  This  power  is  unimproved,  and  owned  on  Gorham 
side  by  Solomon  Libby,  and  on  Windham  side  by  0.  Haskell. 

Fifth,  nearly  a  mile  below  Island  falls,  "  Dundee  Falls,"  with  18 
feet  head.  The  power  in  unimproved,  and  is  owned  on  Gorham 
side  by  Solomon  Libby,  and  on  Windham  side  by  Frank  Mayberry. 

Sixth,  nearly  a  mile  below  Dundee  falls,  "  Leavitt's  Falls,"  with 
12  feet  head.  This  power  is  unimproved  and  is  owned  entirely  by 
the  Oriental  Powder  Company. 

Seventh,  a  mile  below  Leavitt's  falls,  are  **  Gambo  Falls,"  with 
16  feet  head.  This  power  is  improved,  in  part,  and  owned  entirely 
by  the  Oriental  Powder  Company.  The  improvements  consist  of 
the  extensive  powder  works  of  this  company. 

Eighth,  a  mile  below  Gambo  &11b,  "  Little  Falls,"  with  17  feet 
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head.  This  power  is  nnimproyed  and  is  owned  by  Watson  New- 
hall. 

Ninth,  half  a  mile  below  Little  falls  are  "  Mallison  Falls/'  with 
18  feet  head.  This  power  is  owned  on  Oorham  side  by  Stevens 
and  Ray,  and  improved  in  part  with  a  grist  and  saw  mill.  On 
Windham  side  the  improvements  consist  of  a  woollen  mill,  and  are 
owned  by  the  Mallison  Falls  Manufacturing  Company. 

The  head  on  the  above  falls  is  susceptible,  in  several  cases,  of 
being  nearly  or  quite  doubled.  The  horizontal,  or  running  distance 
in  which  the  descents  above  specified  are  attained,  varies  in  the  dif- 
ferent cases,  from  one-fourth  to  one  mile. 

No  estimate,  by  measurement,  has  ever  been  made  of  any  of  these 
powers,  other  than  a  survey  of  the  head  at  each  fall,  which  was 
made  several  years  ago.  But  a  small  part  of  the  power  at  either 
falls  is  used.  With  scarcely  an  exception  the  mills  work  all  the 
year.  The  machinery  is  not  of  the  best  construction  for  economiz- 
ing power.  At  Harden's  falls,  the  Centre-vent  and  Spiral  wheels 
are  used ;  at  Great  falls,  the  Centre-vent  and  Kendall  wheel ;  and 
at  Oambo,  13  water  wheels  are  run,  from  tubs  to  turbines. 

For  reservoirs  tributary  to  these  powers,  see  Part  II,  pages 
143-44. 

The  head  waters  being  so  entirely  under  control,  there  are  no 
freshets.  The  stream  is  almost  entirely  uniform  throughout  the 
year,  varying  from  low  to  high,  water  not  over  two  feet.  The 
out-cropping  and  underlying  rocks,  about  the  falls,  consist  of 
granite,  mica  schist,  &c.,  and  are  regarded  as  very  suitable  for 
building  purposes.  The  lay  of  the  land,  about  the  falls,  is  excel- 
lent for  the  location  of  mills,  workshops,  &c. 

About  one-third  of  the  basin  of  the  stream  forest-covered. 

At  Little  falls,  formerly  there  were  a  cotton  factory  and  saw 
mill.  The  former  was  burned  down  several  years  ago  and  has 
never  been  rebuilt. 

Market,  Portland,  distant  from  the  different  falls  from  10  to  15 
miles ;  by  road,  or  the  Cumberland  and  Oxford  canal,  which,  on 
the  Oorham  side,  passes  in  close  proximity  to  the  falls.  The 
P.  &  0.  B.  B.  is  constructing  to  the  last  four  powers. 

GOULDSBOROUOH — HaNGOGE   CoUNTT. 

From  Selectmen's  Betums. 
Four  Powers. 
First,  at  Prospect  harbor,  on  Prospect  Harbor  stream,  the  outlet 
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of  Forbes'  pond.    The  pond  is  about  a  mile  square,  and  la  aboa^  m 
mile  above  the  privilege.     Fall  20  feet  in  600.     Unimproved. 

Second,  at  Winter  harbor,  on  Winter  Harbor  stream.  Fall  20 
leet  in  600 ;  unimproved.     Privileges  close  upon  tide. 

Third,  at  West  bay,  on  West  Bay  stream,  which  runs  from  lo'vr 
land ;  no  pond.  Saw,  two  shingle,  and  grist  mills ;  operates  half 
of  the  year. 

Fourth,  at  West  Gouldsborough,  on  Jones'  stream,  the  outlet  of 
Jones'  pond  ;  pond  is  two  by  one  miles.    Fall  40  feet  in  40  rods  ; 
saw,  gpist,  and  shingle  mill,  and  cabinet  shop.    Power  partially 
improved ;  mills  operate  all  the  year. 

None  of  the  machinery,  on  the  above  powers,  is  economical  of 
power ;  privileges  are  owned  by  various  parties  in  the  vicinity ; 
the  ponds  are  susceptible  of  large  improvement  for  reservoir  pur- 
poses ;  artificial  reservoirs  are  feasible ;  freshets  not  destructive ; 
lay  of  the  land  good,  in  all  cases,  for  building.  The  improvement 
of  the  power  has  been  of  considerable  benefit  to  the  town ;  might 
be  of  much  greater. 

Market,  chiefly  Boston,  by  water ;  this  applies  to  all  the  points 
specified.    Aggregate  annual  products,  $10,000. 

Orafton — Oxford  County. 

From  Selecimen^a  Beiums. 
Two  Powers. 

First,  "  Screw-Augur  Falls,"  in  Bear  river,  in  southeast  part  of 
town ;  fall  50  feet  in  100  ;  saw  mills. 

Second,  "  Brown's  Falls,"  on  Cambridge  river,  in  west  part  of 
town ;  fall  50  feet  in  195 ;  saw  mills. 

Both  powers  operate  nine  months.  With  better  machinery  and 
improvement  of  the  reservoirs,  which  can  be  very  cheaply  eflfected, 
they  can  work  all  the  year.     Miller,  Tuttle  &  Co.,  N.  T. 

First  quality  of  granite ;  land  about  the  falls  Qpnvenient  for  build- 
ing ;  enormous  quantities  of  lumber  in  the  region ;  improvement 
of  the  power,  though  only  partial,  has  added  much  to  the  prosperi- 
ty of  the  town. 

Market,  Bethel,  and  thence  to  Portland. 

Gbant  Isle  Plantation — Aboostook  County. 
Two  Powers. 

First,  in  the  north  part  of  the  township,  a  grist  mill.  Stream  is 
fed  by  a  pond  nearly  a  mOe  square. 

Second,  a  grist  mill  at  Grant  Isle  in  the  St.  John. 
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OrAT — GUJOISBLAND   GoUNTT. 

From  Selectmen's  l^atemeni. 
Sight  Powers. 

Pour  on  CoUyer  stream,  the  outlet  of  Dry  pond. 

First,  "  Dry  Mills/'  saw,  grist,  shingle  atkd  stave  mills ;  run 
two'thirds  of  the  year ;  fall  eight  feet. 

Second,  "  Webster's  Mills,"  at  North  Gray,  saw,  grist,  shingle, 
and  sash  and  door  mills ;  run  all  the  year.  • 

Third,  "  Mayall's  Mills,''  of  brick,  Olfene  &  Thnrlow,  ladies' 
cloths;  one  building  at  present  unoccupied.  Water  the  year 
round;  fall  11  feet.  Estimate  of  power  40  years  ago,  40  horse. 
Centre-vent  wheel. 

Fourth,  "  Weymouth's  Falls,"  the  best  power  in  town,  a  ML  of 
80  feet  can  easily  be  made. 

Fifth,  still  further  down,  "  Morse's  Mills,"  long  since  gone  to 
decay.  The  capacity  of  Collyer's  branch  can  be  largely  increased 
at  a  small  expense,  by  artificial  means. 

Sixth,  on  the  great  Sucker  brook,  stave  mill ;  runs  most  of  the 
year. 

Seventh,  a  mill  at  West  Gray,  recently  built,  various  saws,  &c., 
runs  most  of  the  year,  and  derives  its  power  from  artificial  means, 
back  flowage,  &c. 

Eighth,  formerly  saw  and  grist  mill,  the  "RamsdeU  Mill/'  on 
Meadow  brook.     Privilege  now  unoccupied,  mills  gone. 

Plenty  of  building  material,  some  timber,  &c. 

Market,  Portland,  by  road.    Railroad  at  Pownal,  five  miles. 

Gbeekbush — Penobscot  County. 

From  Selectmen's  Returns. 
One  Power. 

"  Oleman  Mills,"  on  demon  stream,  near  its  mouth,  fall  12  feet; 
made  by  a  dam  which  ponds  the  water  back  about  five  miles. 

Power  operates  two  saws,  a  grist,  shingle,  clapboard  and  lath 
machine,  all  the  summer,  and  with  an  additional  foot  to  the  dam 
will  drive  them  all  the  year.    Large  improvements  just  made. 

No  lakes  near.  No  injury  from  freshets ;  granite  good  for  build- 
ing ;  lay  of  the  land  good. 

Market,  Bangor,  by  Penobscot  river;  E.  k  N.  A.  R.  E.  passes 
within  40  rods  of  the  mill. 
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Gbeink — ^Androscoggin  County. 
From  Selectmen^ 9  Behims. 

[See  &I0O  '*  Greene  and  Turner."] 

Four  Powers.     . 

First,  on  Sabbatus  stream,  15  feet  fall  from  top  of  dam  to  vent  of 
wheels ;  two-thirds  of  the  fall  is  secured  by  the  dam. 

Second,  on  Meadow  brook>  saw  and  shingle  mill ;  operate  fiedl 
and  spring. 

Third  and  Fourth,  on  the  outlet  stream  of  Allen's  pond.  Neither 
is  employed  now,  but  they  are  more  valuable  than  either  of  the 
others.  Formerly  grist,  shingle,  and  carding  mill  upon  them. 
Water  holds  out  the  year  round ;  fall  20  and  25  feet ;  excellent 
chance  for  dams.  Saw  mills  and  a  grist  mill ;  former  operate  foar 
months,  latter  all  the  year.  No  damage  from  freshets ;  annual  pro- 
duction $7,000. 

Market,  Lewiston  and  Portland,  by  rail. 

« 
Greene  and  Turner — Androscoggin  County. 

Statement  of  M.  T.  Ludden,  Esq.,  of  Turner. 

[See  ftlm  "  Greene,"  »nd  **  Turner.''] 

One  Power. 

"  Turner  Centre  Falls,"  at  Turner  Centre  bridge,  on  the  Andros- 
coggin, ten  miles  above  Lewiston ;  12  feet  fall ;  excellent  oppor- 
tunity for  canals  and  dam ;  hard  bottom  and  banks ;  abundant 
stone. 

If  the  volume  of  water  at  low  run  be  assumed  to  be  five  per  cent, 
less  than  at  Lewiston,  or  89,300  cubic  feet  per  minute,  11  hours  per 
day,  the  gross  power  of  the  fall  is  about  2,030  horse,  or  81,200 
spindles. 

The  power  can  be  vastly  increased  by  use  of  reservoirs ;  see 
pages  85-86,  Part  II,  of  Report.     No  improvement. 

Greenfield — Penobscot  County. 

Statement  of  Jeremiah  Towle,  Esq. 
Five  Powers. 

First,  on  Olemon  stream,  shingle  and  clapboard  mill. 

Second,  25  rods  above,  unimproved ;  formerly  saw  and  grist 
mills. 

Third,  on  Sunkhaze  stream,  saw  and  shingle  mill,  called  the 
"  LeBallister  MiU." 
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Fourth,  one  mile  above,  the  "Crocker  PallB/'  mumproyed ; 
formerly  clapboard  and  shingle  mill. 

Fifth,  one  and  one-half  miles  above,  *'  Big-Dam  Falls/'  a  dam 
for  log-driving ;  no  other  improvement. 


Greenville — Piscataquis  County. 

From  Selectmen's  Statement. 
Four  Powers. 

First,  on  Wilson's  stream ;  fall  100  feet  in  1.5  miles  ;  will  saw 
1,000,000  feet  of  boards;  saw  mill  formerly,— carried  away  by 
freshets  in  1846 ;  owned  by  the  town. 

Second,  on  Eagle  stream ;  six  feet  fall  in  25 ;  will  saw  75,000 
feet  boards  ;  saw  mill ;  two  months. 

Third,  on  West  Bay  stream;  fall  10  feet  in  10  rods;  saw, 
shingle,  clapboard,  and  grist  mill ;  will  saw  250,000  of  boards ; 
eight  months.     Fed  by  a  brook. 

Fourth,  on  Whitcomb  brook  ;  fall  10  feet  in  20 ;  saw  mill ; .  will 
saw  50,000  boards. 

Wilson's  stream  is  fed  by  several  ponds,  a  constant  and  large 
supply  of  water  may  be  had.  An  immense  quantity  of  excellent 
slate  for  roofing  purposes. 

Old-fashioned  Flutter  wheels.  Power  only  partially  improved. 
Slate  rocks  for  building. 

Market,  Bangor,  by  road. 

Gebenwood— Oxford  County. 

From  Selectmen's  StcUement, 
Sight  Powers. 

First,  at  the  outlet  of  Hick's  pond. 

Second,  "Richardson's  Mill,"  on  Sanborn  river. 

Third,  "  Hick's  MiUs,"  saw  and  shingle,  at  the  outlet  of  Twitch- 
ell's  pond. 

Fourth,  at  the  "  McKenney  Falls,"  on  the  Morgan  stream,  height 
100  feet. 

Fifth,  '*  Bacon  Falls,"  on  a  branch  of  the  Little  Androscoggin 
river,  height  50  feet ;  unimproved. 

Sixth,  on  the  Little  Androscoggin ;  unimproved,  a  large  and  con- 
stant supply  of  water  from  various  ponds  above. 

Seventh,  '*  Lock's  Mills,"  grist,  saw  and  carding  mill,  excelsior 
ftctory,  etc.    This  is  upon  Alder  river,  which  issues  from  ponds 
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covering  1,000  or  more  acres,  and  is  a  valuable  and  steady  power, 
perfectly  safe  and  constant  at  all  seasons.  The  larger  pond  can  be 
raised  four  feet  by  a  dam  for  a  reservoir.  Grand  Trunk  BaQway 
track  close  by. 

Eighth;  a  saw  mill,  in  northwest  part  of  town. 


Greenwood  Plantation — Aroostook  County. 

Statement  of  W.  H,  Bryaon,  Esq.,  qf  HaynesviUe, 

One  Power* 

On  "  Scaggrook"  stream ;  fall  20  feet  in  a  mile.    No  improve- 
ment   Stream  drains  quite  a  large  extent  of  country. 


Guilford — Piscataquis  County. 

From  Selectmen's  Returns, 
Four  Powers. 

First,  "Guilford  Village  Palls,"  on  the  Piscataquis  river;  fall  14 
feet ;  mills  run  all  the  year,  except  in  an  extremely  dry  season. 
A  saw,  two  shingle,  two  clapboard,  one  lath,  one  grist  mill,  two 
carriage  shops,  a  blacksmith's  shop,  and  one  woollen  factory  with 
two  sets  of  machinery,  all  in  full  operation.  600,000  of  lumber 
per  year,  4,000,000  shingles,  1,500,000  clapboards,  1,000,000  laths, 
30,000  bushels  of  grain,  with  carriage,  planing,  and  smith  work 
done  by  water.  Power  owned  by  the  Guilford  Manufacturing 
Company ;  woollen  fectory  by  Hobart  &  Young. 

Second,  at  the  outlet  of  Davis  pond,  fall  11  feet;  saw,  shingle, 
and  clapboard  machinery ;  500,000  feet  of  lumber,  8,000,000  shiik- 
gles,  400,000  clapboards.  Stream  fed  by  three  ponds ;  power  good 
10  months,  and  by  a  higher  dam  at  the  outlet  of  pond  could  be 
made  available  all  the  year,  at  a  trifling  expense. 

Third,  on  the  outlet  stream  of  Salmon  pond,  two  shingle  mills, 
200,000  shingles  yearly ;  works  about  eight  months. 

Fourth,  on  the  Piscataquis  river,  two  miles  west  of  Dover  village, 
a  fJe^U  of  20  feet  in  80  rods,  an  admirable  site  for  a  cotton  or  woollen 
factory.    This  power  is  wholly  unimproved. 

Various  ponds  and  sites  for  reservoirs  above,  which  if  duly 
improved  would  give  a  large  supply  of  water. 

Freshets  on  the  Piscataquis,  quite  heavy ;  range  of  water,  10  feet. 
The  banks  of  the  stream  are  high  so  that  little  or  no  damage  is  done. 
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Bock,  limestone  and  slate ;  lay  of  the  land  excellent  at  Ghiilford 
village.  The  improvement  of  the  power  has  greatly  increased  the 
wealth  of  Jthe  town ;  the  village  contains  one-third  of  the  whole 
taxable  property  of  the  town,  and  it  is  nearly  aU  the  result  of  the 
utilization  of  the  power. 

Value  of  annual  j>roduct8  of  the  water-power  alone,  $300,000. 

Market,  Bangor,  via  Dexter  &  Newport  Kailroad,  station  12 
miles  distant.  Bangor  &  Piscataquis  Railroad,  now  building  to 
Dover  and  Poxcroft,  station  six  miles  distant. 

Hallowbll — ^Kennebec  County. 
B'liie  Powers. 

The  "  Vaughan  Stream  Falls."  The  total  descent  is  188  feet  in 
about  a  third  of  a  mile.  No  estimate  of  the  power  has  ever  been 
made  with  any  degree  of  accuracy.  On  one  of  the  falls,  upon 
which  there  is  an  overshot  wheel  20  feet  in  diameter,  and  a  grist 
mill  with  three  runs  of  stones,  grinding  can  be  done  11  months  of 
the  year.  Three  only  of  the  privileges  are  improved,  using  56 
of  the  188  feet.  Overshot  and  breast  wheels  employed,  and  no 
others.  The  power  is  owned  by  William  Stickney  and  Simon 
Page.  The  stream  is  naturally  variable.  Artificial  reservoirs  of 
almost  any  desired  magnitude  could  be  constructed,  and  a  vast 
amount  of  water  kept  in  reserve. 

Rock,  granite,  suitable  for  building  purposes,  in  some  respects 
the  best  variety  quarried  in  this  country  if  not  the  world. 

Some  25  hands  are  employed  in  the  mills  the  year  through. 
Market,  Portland  by  rail,  Boston  by  steamboats,  four  times  a  week ; 
vessels  drawing  12  feet  can  come  within  100  rods  of  the  stream. 

Hamun  Plantation — Aroostook  County. 
From  Assessors'  Returns, 

rour  POW6M. 

First,  "Hammond  Privilege/'  on  Hammond  brook ;  large  quan- 
tities of  spruce  lumber  in  the  basin  of  the  stream.    Unimproved. 

Second,  on  Duboy  brook,  about  40  feet  perpendicular  descent. 
A  large  amount  of  machinery  might  be  kept  in  motion  throughout 
the  year  by  means  of  an  overshot  wheel  28  feet  in  diameter. 

The  stream  is  fed  by  a  small  pond.  Another  small  lake  in  the 
vicinity  which  now  discharges  its  waters  into  Black  brook,  and 
thence  into  the  Aroostook  river,  might  at  a  small-  expense  be  con- 
nected with  the  Duboy  brook.  The  privilege  probably  belongs  to 
the  State. 
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Third,  a  small  power  below  the  above,  near  the  river  St.  John. 

Fourth,  a  power  on  Stony  brook,  an  active  stream,  which  would 
keep  considerable  machinery  in  motion  by  means  of  an  overshot 
wheel. 


Haiclin's-Grant  Plantation — Oxford  County. 

Statement  of  the  Assessors. 

There  are  no  streams  of  any  considerable  size  in  Hamlin's-Grant 
Plantation,  and  none  whatever  suitable  for  milling  purposes. 

Hakpden — Penobscot  County. 

From  a  StcUemeni  and  Plan  of  the  Streams  furnished  by  Daniel 

Crosby,  Esq. 
Six  Powers,  or  More. 

First,  on  Sowadabscook  river,  near  its  junction  with  the  Penob- 
scot. Fall  at  low  water  nine  feet ;  various  lumber,  shingle  and 
lath  saws ;  four  American  turbines,  150  inches  water  each,  or  35 
horse-power  in  all ;  a  fulling  mill,  six  horse-power. 

Second,  above,  a  paper  mill  of  four  30-inch  engines,  three 
turbines,  400  inches  water,  50  horse-power.    Head  and  fall  13  feet. 

Third,  above,  paper  mill  of  six  30-inch  engines,  three  turbines, 
400  inches  water,  65  horse-power.    Head  and  fall  17  feet. 

Fourth,  Fifth  and  Sixth,  between  this  mill  and  Stetson's  pond, 
two  and  one-half  miles,  one  occupied  by  saw,  lath  and  shingle 
machines ;  head  10  feet ;  head  at  the  other  two  privileges  ei^t 
feet ;    not  occupied. 

The  Sowadabscook  is  the  outlet  of  various  ponds,  area  1,000 
acres ;  not  improved  for  storage  on  account  of  flowage.  At  the 
foot  of  Stetson's,  the  lowest  pond,  a  ledge  in  the  channel  prevents 
the  drawing^ovm  of  the  pond.  The  attempt  to  constmct  a  cut  or 
channel  at  this  point  resulted  in  a  law  suit  on  part  of  mill  owners 
on  the  Kenduskea^  stream,  between  which  and  the  Sowadabscook 
there  is  a  natural  thoroughfare  with  the  water  flowing  forth  and 
back  at  different  seasons — and  ultimately  in  an  abandonment  of 
the  scheme.  The  use  of  these  ponds  with  the  flowage  feasible 
would  add  greatly  to  the  value  of  the  powers.  As  now  used  the 
ponds  serve  neither  river  for  reserve  purposes.  The  river  is 
naturally  constant.    Scanty  water  only  for  two  months. 
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Hancock — Hancock  County. 

From  Selectmen's  Returns, 
Three  Powers. 

First,  "  Graves'  Privilege,"  on  Skilling's  river,  at  tide  water. 
Unimproved. 

Second,  "Joy's  Privilege,"  above,  one-third  mile  from  tide 
water.     Unimproved. 

Third,  "  McFarland's  Privilege,"  above,  one-half  mile  from  tide. 
From  McFarland's  privilege  to  salt  water  is  a  continuous  fall  of 
10  feet  in  100.    Unimproved. 

Power  of  20  horse  the  year  round.  Formerly  grist,  saw,  and 
shingle  mills ;  went  to  decay,  dams  finally  swept  away  by  freshets. 

One  small  pond.  An  artificial  reservoir  three  miles  by  one 
could  be  constructed.  Stream  comparatively  constant  at  all  sea- 
sons. 

The  power  being  located  upon  tide,  is  favorably  situated  as 
regards  accessibility. 

Eock,  suitable  for  rough  work. 

Hanover — Oxford  County. 

From  Selectmen's  Betums. 
JSfxaneTOUB  Powers. 

On  the  outlet  stream  of  Howard's  pond,  which  falls  three  hun- 
dred and  sixti^Jive  feet  in  its  course  of  one  and  a  half  miles  to  the 
Androscoggin. 

One-fourth  of  the  power  is  improved.  There  is  but  one  dam,  at 
the  outlet  of  the  pond.  Wheels,  overshot.  The  mills  work  all  the 
year :  annual  product,  $5,400. 

The  pond  is  three-fourths  by  half  a  mile ;  its  capacity  could  be 
doubled  at  an  expense  of  $500.  The  mills  on  the  stream  now  con- 
stitute about  one-fourth  of  the  valuation  of  the  town.  Freshets 
harmless. 

Mills  are  within  seven  and  a  half  miles  of  the  Grand  Trunk  Rail- 
way.   Market,  for  the  products  of  the  mills  is  now  at  the  mOls. 

Harmony — Somerset  County. 

From  Selectmen's  Returns. 
Four  Powers. 

First,  "Harmony  Village,"  on  Higgins'  stream;  500,000  of 
boards,  150,000  shingles,  and  a  machine  shop.  Part  of  the  mills 
operate  all  the  year.    Power  only  partially  used. 
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Second,  below,  carding  and  cloth-dresBing  machine. 

Third,  at  Main  Stream  village,  on  Sebasticook  main  stream ; 
500,000  feet  of  boards,  1,000,000  shingles,  and  a  good  gristmill. 
Operates  all  the  year. 

Fourth,  on  "  Main  Stream  Falls,"  below ;  unimproved. 

A  bog  six  miles  by  three-fourths  mile,  is  flowed  by  a  dam,  in  con- 
nection with  Higgins'  stream.  Stream  can  be  made  to  yield  abun- 
dant water  all  the  year  ;  Main  stream  also,  by  proper  dams. 

Good  building  stone.     Market,  Skowhegan,  Newport,  by  road. 

Harpswsll — Cumberland  County. 

From  J^atement  of  the  Selectmen,  aru^of  Messrs,  True  ifb  Go,, 

of  Portland. 
Several  Powers. 

All  are  tide  powers,  several  very  excellent  ones  being  unim- 
proved. 

First,  "Casco  Bay  Mills,"  at  the  lower  Narrows  of  the  "  Basin,'' 
in  the  southwest  part  of  the  town.  Length  of  dam  275  feet ;  height 
above  low  water,  12  feet ;  mean  rise  of  tide,  nine  feet.  Area  of 
pond,  200  acres ;  about  one-fourth  filled  at  low  water  to  about  15 
feet  depth.  Mill,  45  by  50  feet,  three  storied ;  Ryder  turbine,  50 
horse-power.  Building  will  accommodate  three  wheels  and  six  runs 
of  stones.  Capacity  of  privilege  fully  developed,  estimated  at  600 
horse-power.  Privilege  situated  on  an  excellent  harbor ;  vessels 
of  8,000  bushels  grain  capacity  discharge  directly  into  the  mill. 
Fourteen  miles  from  Portland.  Owned  by  George  W.  True  &  Co., 
Portland. 

Second,  at  "  Mill  Cove,"  grist  mill  and  saw  mill. 

No  information  respecting  the  other  privileges. 

Harrington — WAsraNOTON  County. 

Selectmen's  Betums, 
Two  Powers. 
First,  on  Mill  river,  fall  ten  feet,  stream  very  rapid ;  water  spring 

and  fall. 

Second,  on  Great  Marsh  stream ;  fall  about to  the  mile ; 

will  carry  one  saw  the  year  round. 

Saw,  lath,  and  shingle  mills.  Rock,  limestone,  ''which  should 
be  tested." 
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Harbison — Ovvberland  Oouktt. 

From  Selectmen's  Returns, 
Four  Powers. 

First,  at  the  outlet  of  Anonymous  pond,  at  Harrison  village,  fall 
twelve  feet ;  "  Tolman  &  Co/s  wire-factory";  product  $50,000  per 
annum. 

Second,  on  Bear  river,  at  the  village,  fall  21  feet.  The  Harrison 
Water  Power  Company  have  just  commenced  building  a  dam  for  a 
factory. 

Third,  on  the  same  river,  just  below,  fall  ten  feet ;  unoccupied. 

Fourth,  at  Bolster's  mills,  on  Crooked  river,  fall  eight  feet,  dam 
ponds  the  water  back  60  rods ;  saw,  grist  and  shingle  machine  ; 
wheels  overshot,  centre-vent,  and  Leffers  American  double  turbine. 

Bear  river  is  the  outlet  of  Bear  pond  ;  Crooked  river  is  connect- 
ed with  numerous  ponds  above ;  no  damage  by  freshets ;  abundant 
supply  of  water  except  in  severe  drouths.  Bock ;  granite,  abun- 
dant and  of  good  quality ;  lay  of  the  land  very  good. 

Market,  Portland,  by  canal,  and  road. 

Hartford — Oxford  County. 

From  Selectmen's  Returns. 
Three  Powers. 

On  Bungermuck  stream;  fall  respectively  9,  15,  and  20  feet. 

They  are  not  improved. 

Hartland — Somerset  County. 

From  Selectmen's  Returns, 
Three  Powers. 

First,  "  Upper  Sebasticook  Falls,"  in  the  village  of  Hartland,  on 
the  west  branch  of  the  Sebasticook  river,  about  one  mile  from  the 
outlet  of  Moose  pond ;  fall  30  feet  in  75  rods. 

Second  and  Third,  smaller  powers  about  three  miles  j&om  the 
village. 

Improvements  upon  the  above  powers,  three  dams,  saw,  shingle 
and  grist  mill,  carding  machine,  woollen  factory,  carriage  and 
blacksmith  shop ;  powers  (Operate  all  the  year ;  Tuttle  wheel  used. 

A  storage  of  six  feet  on  Moose  pond,  assumed  at  10  square  miles, 
will  yield  for  10  hours  a  day,  312  days  per  year,  480  horse-power, 
gross,  on  the  Upper  Sebasticook  falls,  or  19,200  spindles.  The 
storage  could,  however,  be  used  in  six  months  or  less,  and  the 

20 
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power  increased  in  proportion,  the  natural  ran  sufficing  all  demands 
the  residue  of  the  year. 

Artificial  reservoirs  of  very  great  extent  can  be  constructed  5 
freshets  perfectly  harmless ;  range  of  water  about  five  feet ;  water 
abundant  at  all  seasons. 

Rocks,  granite ;  one-half  basin  forests ;  lay  of  the  land  good. 

Market,  Bangor,  by  road  to  Pittsfield,  seven  miles,  and  thence 
by  railroad. 

Haynksville  and  LEAvrrr  Plantations — ^Aroostook  County. 
From  the  SkUement  of  W,  H.  Bryson,  Esq.,  of  Bdj^nesviUe. 

One  Power, 

At  "  The  Forks"  of  the  East  and  West  branches  of  the  Matta- 
wamkeag  river,  within  a  half  mile  of  the  road  from  Bangor  to 
Houlton.  A  dam  400  feet  long  would  give  a  head  of  eight  feet. 
The  bed  of  the  river  is  ledge.  The  great  Mattawamkeag  lake» 
5.50  square  miles,  12  miles  above,  on  the  West  branch,  is  an  im- 
mense reservoir,  having  a  dam  at  its  outlet  which  raises  a  12-foot 
head.     Unimproved. 

Hebron — Oxford  County. 

From  Selectm^en's  Betum. 
Several  Powers. 

*'  Matthews  Pond  Falls,"  height  140  to  180  feet  in  100  rods. 
Only  one  mill  upon  it.  The  power  fully  employed  would  saw  800- 
000  of  lumber.     Could  be  worked  all  the  year  with  a  suitable  dam. 

Machinery  now  used  of  the  poorest  construction ;  old-fashioned 
wooden  wheel.  Area  of  the  two  connected  ponds,  470  acres.  Their 
capacity  could  be  doubled  by  a  dam,  and  at  a  trifling  expense. 
Rocks,  coarse  granite,  suitable  for  building  dams.  Lay  of  the  land 
convenient. 

Market,  West  Minot  and  Mechanic  Falls. 

Hermon — Penobscot  County. 

8elecim£n^8  Beturm, 
Two  Powers. 

First,  "Shaw  &  Harding  Mill,"  on  Cold  brook.  Fall  eight  feet. 
Dam  and  mill  upon  it;  mill  out  of  repair;  operates  four  months. 
Situated  close  by  the  Maine  Central  Bailro«d,  and  three  miles  from 
the  business  part  of  Bangor. 
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Second,  on  the  Wheeler  stream,  "King's  Mill-Dam";  five  and  a 
half  miles  from  Bangor.  About  equal  to  the  first-mentioned  in 
capacity.     No  other  improvement  than  the  dam. 

HlNKLET  ToWNSmP — WASfflNGTON  CoUNTY. 

Stalem&nXof  Peol  Tomah. 

[See  Also  "Hinkley  Towiuhip  ud  Township  No.  XXVII."] 

Several  Powers. 

On  the  East  and  West  Musquash  streams,  the  outlets  of  the  lakes 
of  the  same  name.  There  is  a  fall  of  60  feet  from  West  Musquash, 
and  100  feet  from  East  Musquash  lake  to  Big  lake.  The  lakes  are 
dammed  four  and  seven  feet  respectively,  and  yield  a  large  volume 
of  water. 

HiNKLBT  ToWNSmP  AND  ToWNSHIP  No.  XXVII — WASHINGTON  CoUNTY, 

Statement  of  Oscar  Pike,  Esq.,  of  Princeton,  and  Anson^s  Survey, 

Several  Powers. 

The  outlet  stream  of  Grand  lake,  on  the  west  branch  of  the  St. 
Croix,  or  the  "  Grand  Lake  Stream,''  has  a  fall  of  about  80  feet  in 
its  descent  to  Big  lake.  At  its  head  the  St.  Croix  Log  Driving 
Company  built  in  186?,  a  dam  to  hold  about  eight  feet  head. 

A  storage  of  only  four  feet  on  the  lake,  will  yield  on  the  whole 
fell  1,480  horse-power,  for  ten  hours  a  day,  312  days  per  annum,  or 
59,200  spindles.  In  addition,  the  various  lakes  above  are  dammed, 
and  the  supply  of  water  can  be  much  increased  thereby.  The  stor- 
age could  be  used  in  six  months  or  less,  the  natural  fiow  sufficing 
the  rest  of  the  year. 

The  lower  privilege  at  the  head  of  steamboat  navigation  on  the 
Big,  Long,  and  Lewey's  lakes,  is  furnished  with  an  almost  com- 
plete dam  by  nature ;  a  ridge  of  rock  running  across  the  river  leaves 
only  about  25  feet  to  be  constructed.  A  head  of  15  or  more  feet 
can  be  had  readily.  Solid  rock  bottom  and  sides.  Most  excellent 
chance  for  mills.  Quite  a  large  eddy  above  serves  as  a  natural 
pond. 

The  sites  above  are  likewise  very  superior.    All  unimproved. 
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Hiram — Oxford  Countt. 

From  the  Report  of  Surveys  of  Cyrus  IngaUs  and  Oeorge 

Wadstoorth,  Esqs. 

[See  alBO  <*  Baldwin  and  Hiram,'* «  Cornish  and  Hiram,"  and  "  Hiram  and  Planonsfield."] 

Twenty-Five  Powers. 

Nine  of  the  above  are  situated  upon  Hancock  brook,  which  is  a 
chain  of  eight  or  more  considerable  lakes  and  ponds. 

First,  100  rods  from  Hiram  bridge,  Allen's  mill  and  privilege; 
various  saws ;  head  and  fall  eight  feet. 

Second,  25  rods  above,  Clark  &  Co.;  various  saws  and  a  grist 
mill ;  head  and  fall  16  feet. 

Third,  20  rods  above,  a  dam  seven  feet,  can  be  made  ten  feet; 
pond  of  five  acres.  Formerly  a  shingle  machine.  It  is  hdd  as  a 
reserve  for  the  mills  below. 

Fourth,  three-quarters  mile  above,  Rankin's  saw  mill  and  privi- 
lege ;  head  and  fall  10  feet. 

Fifth,  Sixth,  and  Seventh,  above  the  Rankin's  mill,  excellent  sites 
for  mills  of  large  capacity.  Dams  twelve  feet  high  can  be  made  at 
small  expense,  as  the  banks  are  closely  adjacent  and  the  foundation 
rock.     Two  wooden  dams  are  used  for  log-driving. 

Eighth,  two  miles  above,  the  "  Barker  Dam,"  at  the  outlet  of 
Barker  pond,  head  and  fall  eight  feet,  and  at  an  altitude  of  275  feet 
above  the  Saco  river  at  Hiram  bridge.  Pond  contains  over  500 
acres.  From  this  pond,  northeasterly,  one  mile,  is  the  Pickerel 
pond,  25  acres. 

Ninth,  from  this  pond  np,  three-fourths  of  a  mile,  at  the  foot  of 
the  "  Great  Hancock  Pond,"  stone  dam  50  feet  long,  eight  feet 
high ;  pond  contains  500  acres.  From  the  upper  end  of  this  pond, 
four  rods  further,  the  foot  of  the  "  Upper  Hancock  Pond  "  is  reach- 
ed, which  contains  about  100  acres.  Three-fourths  of  a  mile  east 
of  this  pond,  are  four  other  ponds,  some  of  which  are  of  consider- 
able size,  and  flow  into  the  Great  Hancock  pond. 

The  ponds  connected  with  this  stream  taken  together  have  an 
area  of  not  less  than  2,500  acres,  and  at  small  expense  could  be 
made  reservoirs  to  the  Saco  for  extensive  operations. 

Tenth,  on  ^adsworth  Oanal  brook,  various  saws ;  13  feet  head 
and  fall,  pond  four  acres.     Water  six  months. 

Eleventh,  two  miles  above,  "  Hatch  and  Warren's  Mill,"  ten  feet 
head  and  fall,  pond  four  acres,  various  saws. 

Twelfth  and  Thirteenth,  on  Hunter's  brook,  fall  for  overshot 
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wheels  25  feet  diameter,  could  operate  about  all  the  year.    Good 
sites  for  light  machinery,  and  accessible. 

Fourteenth  and  Fifteenth,  on  Barnes'  brook,  30  to  40  feet  fall  can 
be  had  at  each.    Great  amount  of  hemlock  and  hard  wood. 

Sixteenth,  above,  at  the  "  Barnes  place,''  formerly  a  saw  mill. 
Not  used. 

Seventeenth,  a  mile  above,  "  Wadsworth's  Mill,"  stave  and  shin- 
gle.    Operates  part  time  nearly  all  the  year. 

Eighteenth  and  Nineteenth,  on  Meadow  brook,  formerly  grist 
mills ;  dam  12  feet  high,  feasible ;  water  for  small  machinery,  near- 
ly all  the  year. 

Twentieth,  half  a  mile  above,  "  Pierce's  privilege,"  suitable  for 
an  overshot  wheel,  and  light  work. 

Twenty-First  and  Twenty-Second,  on  Mill  brook ;  one  near  the 
Fryeburg  stage  road,  has  an  overshot  wheel  22  feet  in  diameter, 
and  eight  feet  fall  &om  the  dam  above.  Formerly  operated  a  grist 
mill,  now  various  lumber  saws. 

Twenty-Third  and  Twenty-Fourth,  etc.,  good  privileges,  above. 

Twenty-Fifth,  on  "  Spring-Schoolhouse  brook,"  at  crossing  of 
road,  might  operate  nearly  all  the  year  by  use  of  reservoirs. 

Hiram — Oxfobd  County,  and  Parsonsfield — York  County. 
StatemejU  of  Oeorge  Wadsworih,  Givil  Engineer,  of  Hiram. 

[See  al0o  <*  Hiram,''  and  "  Panoiufield.''] 

Two  Powers. 

On  the  Great  Ossipee  river,  between  the  site  of  "Warren's  Mill," 
and  Eezar  Falls.  Head  of  12  feet  can  be  had  at  each.  These  sites 
are  regarded  as  valuable  in  their  degree  as  Kezar  Falls. 

The  river  is  very  permanent,  being  fed  by  large  ponds  which  are 
already  improved  for  storage,  and  are  susceptible  of  greater  im- 
provement.    See  page  T1,  second  Table. 

HiRAK  AND  Porter — Oxford  County. 
Statement  of  George  Wadsworth,  Civil  Engineer, 

[See  also  *<  Hiram,"  and  "  Porter."] 

Four  Powers. 

On  the  outlet  stream  of  Spectacle  and  other  ponds. 

First,  the  lowest  near  Ossipee  river,  "  Stanley's  Mill,"  various 
saws  and  planer.  Nine  feet  head  and  fall.  Can  operate  all  the 
year. 
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Second,  **  Milliken's  Mill/'  above,  grist  mill,  and  yarious  saws, 
operating  all  the  year. 

Third,  above,  at  outlet  of  Spectacle  and  Trafton  ponds ;  formerly 
saw  and  grist  mills.  Now  unoccupied ;  except  dam  for  reservoirs. 
Ten  feet  head  and  fall  can  be  had,  the  best  privilege  on  the  stream. 

Fourth,  "  Merrifield's  Mill,"  at  outlet  of  Jay-Bird  pond,  stave 
and  shingle  machinery.  Head  and  fall,  now  five  feet,  can  be 
doubled. 

HoDODON — Aroostook  County. 

From  Selectmen^ 8$'Returns, 
Three  Powers. 

Good  privileges,  on  the  Meduxnakeag  river,  and  all  in  a  running 
distance  of  one  mile ;  the  upper  two  50  rods  apart. 

The  upper  two,  "  Jewett  &  Dunell's  Mills'';  the  lower,  "  Hutch- 
inson's Mills." 

Upper  fall  11  feet ;  second,  six  feet ;  lower,  nine  feet.  No  natu- 
ral ponds  in  the  vicinity.  The  upper  dam  ponds  back  the  water 
three  miles ;  the  lower  about  a  mile. 

Economically  applied,  the  power  would  carry  a  considerable 
amount  of  machinery  nearly  all  the  year.  Poorly  applied  at 
present. 

On  the  upper  dam,  various  saws,  a  carding  and  billing  and  grist 
mill. 

On  the  second  dam,  a  shingle  mill. 

On  the  lower  dam,  various  saws,  and  planing  machine. 

The  grist  mill  works  all  the  year ;  the  saw  mill  two-thirds  of  the 
year ;  the  lower  mill  nearly  all  the  year  ;  the  shingle  machine  was 
erected  recently. 

The  machinery  is  not  economical  of  power;  centre-vent  and 
reacting  wheels. 

An  artificial  reservoir,  five  miles  by  four,  could  be  constructed 
at  small  expense  above  the  upper  dam,  and  the  land  it  would  flow 
is  nearly  useless ;  freshets  harmless ;  total  range  from  lowest  to 
highest  water,  about  eight  feet. 

HoLDKN — Penobscot  County. 
From  a  Statement  of  the  Selectmen,  and  a  Flan  of  the  Streams, 

ix  Powers. 

Four  situated  on  Dead  river  the  outlet  of  Fitz  pond,  which  is 
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four  miles  by  half  a  mile.  All  good  privileges,  and  sufficient  to 
run  an  up-and-down  saw  throughout  the  year  except  in  a  severe 
drouth. 

First,  a  shingle  mill. 

Second,  a  saw  mill  and  tannery. 

Third,  saw  mill  and  shingle  mill. 

Fourth,  a  shingle  mill. 

Fifth,  on  Budge's  stream,  a  saw  mill. 

Sixth,  on  the  same,  a  saw  mill. 

The  powers  on  Budge's  stream  run  about  four  months  in  the 
year. 

Annual  product,  about  $10,000.  Market,  Bangor,  seven  miles 
distant. 

HoLDEN  TowNsmp — Somerset  Countt. 
Statement  of  Heman  Whipple ,  Esq.,  of  Solon. 

Six  Powers. 

First,  on  Heald  stream,  three-fourths  mile  above  south  line,  16 
feet  fall  can  be  had ;  grist  mill  to  be  built. 
Second,  a  mile  above,  15  feet  fall,  saw  mill. 
Third,  three-fourths  mile  above,  10  feet  fall,  dam. 
Fourth,  "Dog-Hole  Falls,"  above,  12  feet.     No  improvement. 
Pond  above,  one-half  square  mile,  flowed  eight  feet. 
Fifth,  one-half  mile  from  south  line,  fall  10  feet,  dam. 
Sixth,  one  mile  above,  10  fbet  fall,  dam. 
Pond  above  for  reservoir,  one-half  square  mile. 

Holes  TowNsmp — Somerset  Countt. 

Statement  of  Hx-Oovemor  Goburn, 
Two  Powers. 

First,  on  Moose  river  in  the  extreme  southeast  comer  of  the 
township,  "Holeb  Falls,"  48  feet  fall  in  80  rods.  Very  fair 
chance  for  dams  and  mills,  granite  bottom  and  banks.  No  im- 
provement. 

Secoftd,  on  Barrett  brook,  16  feet  in  30  rods.  Good  site  for 
dam  and  mills.     Small  pond,  which  can  be  dammed. 

HoLLis — York  Countt. 

[See  alio  "Bnzton  and  HolliB,"  « Buxton,  HoUis  and  Standiah,"  and  "Dayton  and 

HoUiB." 

Three  Powers.  i 

First,  a  saw  mill  on  a  brook  running  from  HoUis  Centre  to 
Barker' s-Pond  stream. 
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Second,  a  saw  mill  on  a  tributary  to  Kelliok  pond,  about  three- 
fourths  of  a  mile  above  the  pond. 
Third,  on  the  same  stream,  about  a  mile  above,  a  saw  mill. 


Hope — Knox  Ooitntt. 
From  ^  Selectmen's  Returns  and  a  Plan  of  the  Streams. 

Ten  FowerSy  and  More. 

Four  at  the  foot  of  the  Hobbs  and  Fish  ponds,  all  within  three- 
fourths  of  a  mile ;  average  head  upon  each  privilege  10  feet. 

First,  on  the  dam  at  the  foot  of  the  ponds,  various  saws  and  a 
grist  mill. 

Second,  below,  saw  mill,  water  for  a  large  business  10  months. 

Third,  on  the  next  dam,  saw,  threshing,  grist,  and  machine  shop 
equipment ;  water  the  year  round. 

Fourth,  on  the  next  dam,  various  saws. 

Fifth  and  Sixth,  below,  unoccupied. 

Lay  of  the  land  good  for  building ;  abundance  of  rocks,  and 
quite  heavily  wooded.  Mills  located  at  the  foot  of  the  above 
named  ponds ;  see  page  140,  second  table. 

Seventh,  at  the  foot  of  the  Mansfield  pond ;  saw  for  staves  and 
headitxg ;  eight  months  in  the  year ;  head  14  feet ;  a  great  amount 
of  lumber. 

Eighth  and  Ninth,  below,  unoccupied. 

Tenth,  mill  for  staves  and  heading ;  three  months.  Other  privi- 
leges below,  superior  to  this,  unoccupied.  These  privileges  are  at 
the  upper  end  of  the  Hobbs  and  Fish  ponds.  Mills  located  from 
10  to  12  miles  of  Bockland,  and  seven  to  nine  miles  of  Camden ; 
both  good  markets. 

HouLTON — Akoostook  County. 

From  Selectmen's  Returns, 
Seven  Powers. 

Upon  the  south  branch  of  the  Meduxnakeag  river  and  i%9  tribu- 
taries, known  as  the  "  Gary,"  the  "  Page  and  Madigan,''  the 
"Ham,''  "Logan,"  "  Mansur,''  "Cressey"  and  "HoTalton" 
water-powers.  The  Gary  privilege  has  a  fall  of  about  30  feet ;  the 
others  of  about  12  feet. 

"Power  is  sufficient  for  the  largest  manufactories j  water 
abundant  all  the  year."  Improved  in  two  grist,  four  saw,  and 
two  carding  mills ;  two  cabinet  shops,  one  tannery  and  a  machine 
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shop  and  foundry.  Numerous  lakes  and  large  streams ;  the  lakes 
can  be  converted  into  large  reservoirs  at  small  expense. 

Freshets  never  destructive;  sites  for  building  very  excellent; 
rock  suitable  for  building  close  at  hand. 

"  There  is  a  most  excellent  opportunity  for  factories,  especially 
woollen  factories.  We  raise  the  best  of  wool,  in  great  quantities, 
which  now  goes  to  Boston  and  then  comes  back  to  us  in  cloth. 
Other  manufactories  are  greatly  needed,  and  we  can  offer  the 
highest  inducements.''  The  soil  in  this  region  is  a  deep  rich  loam, 
underlaid  by  clay. 

Market,  Boston  and  Bangor ;  the  former  by  the  St.  Andrews 
Railroad  and  steamboat.  "Our  great  trouble,  in  years  past,  has 
been  means  of  access  to  the  rest  of  the  world.  The  railroad  above 
mentioned  has  begun  to  give  us  relief.  The  opportunities  and 
necessities  for  manufacturing  here  are  very  unusual.'' 

Howard  Township — Piscataquis  Oountt. 
Statement  of  Luther  Chamberlain,  Esq,,  of  Atkinson. 

Eight  Powers. 

First,  on  the  Ship  pond  stream,  about  30  rods  above  Sebec  lake ; 
a  head  of  10  feet  can  be  had  perpendicular,  and  by  flumes  a  fall 
of  20  feet  in  200  of  run. 

Second,  Third,  Fourth,  above,  rapids ;  from  8  to  12  feet  on  each 
can  be  had. 

Fifth,  on  the  outlet  stream  of  Long  pond,  a  fall  of  18  feet  can 
be  had. 

Sixth,  on  Wilson  stream,  about  a  mile  above  Sebec  lake ;  a  fall 
of  15  feet  can  be  had  perpendicular;  rock  bottom  and  banks. 
Good  site  for  mills.    Formerly  a  mill. 

Seventh,  a  short  distance  above,  a  perpendicular  fall  of  15  feet 
can  be  had ;  solid  ledge,  good  chance  for  mills. 

Eighth,  a  saw  mill  on  the  outlet  of  Beaver  pond. 

Ship  pond  covers  three  square  miles,  is  fed  by  other  ponds,  and 
is  a  grand  reservoir.    Long  pond  covers  a  square  mile. 

HowLAND — Penobscot  County. 
From  Selectmen's  Returns. 

[See  ako  '*  Enfleld  and  Howland."] 

Two  Powers. 

First,  the  ''  Howland  Falls,"  at  the  mouth  of  Piscataquis  river. 
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Height  20  feet,  produced  by  a  dam,  which  ponds  the  water  back 
six  miles  or  more  to  the  privileges  in  Maxfield.  The  dam  is  300 
feet  long,  is  built  of  logs,  and  is  of  great  strength,  with  a  sluice 
for  ice  at  the  east  end,  40  feet  long  and  two  feet  deep.  Five  saw 
mills  are  already  built  upon  the  privilege;  there  is  room  with 
abundant  power  for  five  more. 

Upon  the  south  side  of  the  river  there  is  a  natural  canal  through 
which  the  river  could  be  turned  with  insignificant  cost.  The  land 
upon  the  canal  is  level,  and  but  little  elevated  above  high  water. 
It  affords  sites  for  any  number  of  mills,  of  unsurpassed  excellence 
and  easily  and  cheaply  improved. 

Enormous  quantities  of  lumber  remain  upon  the  river  above, 
especially  of  hemlock.  No  more  favorable  opportunity  could 
possibly  be  afforded  for  tanning  on  an  extensive  scale.  The 
"extract  of  bark"  for  tanning  purposes  could  also  be  made  here 
under  the  most  favorable  conditions.  The  privilege  is  owned  by 
Messrs.  N.  J.  Miller  of  Portland,  and  Albert  Emerson  of  Bangor. 

The  Piscataquis  at  this  point  drains  1,276  square  miles,  or  only 
about  100  square  miles  less  than  the  Saco  at  Saco ;  it  is  fed  by 
over  T4  square  miles  of  lakes  and  ponds,  including  only  29  of  the 
larger.  The  surface  of  the  basin  is  generally  moderately  uneven 
and  undulating,  so  that  the  surplus  drainage  is  not  thrown  off  with 
rapidity,  and  a  comparatively  large  volume  is  reserved  for  use  in 
the  summer  season.  A  storage  of  six  feet  upon  the  Schoodic, 
Sebec,  Seboois  and  Endless  lakes  alone,  4T  square  miles,  would 
furnish  1,580  horse-powers,  63,200  spindles,  for  10  hours  a  day, 
812  days  per  year,  on  this  fall.  But  the  storage  could  all  be  used 
in  three  to  six  months  furnishing  ar  two  to  three  fold  greater  power, 
to  sustain  which,  for  the  rest  of  the  year,  the  natural  run  of  the 
river  would  be  more  than  sufficient.  The  lakes  specified  are 
comparatively  near  at  hand.  To  the  above  figure  for  the  power 
attainable  in  a  drouth  by  storage,  should  be  added  the  natural 
low  run  of  the  river,  which  at  this  point  would  probably  be  400  to 
600  horse-powers,  on  a  20-foot  fall. 

Second,  a  power  on  the  Seboois  river ;  unimproved. 

These,  taken  in  connection  with  the  enormous  power  on  the 
Penobscot  river,  carry  up  the  manufacturing  resources  and  capa- 
bilities of  this  town  to  a  figure  not  surpassed. 
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Hudson — Penobscot  County. 

Statement  of  Joel  Mann,  Esq, 
One  Power. 

At  Hudson  village,  in  the  centre  of  the  town,  on  the  outlet 
stream  of  Little  Pushaw  lake,  two  saw,  a  shingle  and  grist  mill, 
and  other  machinery,  and  power  sufficient  to  cany  as  much  more. 

Lumber  is  manufactured  the  year  round. 

The  Little  Pushaw  lake  covers  nearly  a  square  mile,  and  is  fed 
by  numerous  and  considerable  streams. 

Independence  Plantation — Penobscot  County. 

Statement  of  the  Assessors. 
Several  Powers. 

On  the  Crossuntic  stream,  large  enough  to  operate  saw  mills 
and  shingle  and  clapboard  machines.  There  are  swamps  and  ponds 
that  might  be  converted  into  reservoirs  of  considerable  capacity. 

None  improved. 

Indian  TowNsmp — Wasengton  County. 

Statement  of  Oscar  Pike,  Esq, 
Two  Powers. 

First  on  the  Tomar  stream,  three  miles  from  the  river,  fall  10 
feet ;  dam  and  shingle  machine. 

Second,  one  and  a  half  miles  above,  10  feet  fall;  excellent  chance 
for  dam.     Not  used. 

Stream  fed  by  the  Tomah  ponds  which  cover  two  square  miles, 
and  can  be  flowed. 

Indian-Pond  TowNsrap — Somerset  County. 

Statement  of  Messrs,  J,  M,  Haynes  of  Augusta,  and  Heman 

Whipple,  of  Solon, 
Several  Powers. 

From  the  dam  at  the  foot  of  Indian  pond  to  the  mouth  of  Chace's 

stream,  the  Kennebec  river  is  a  violent  torrent,  constituting  the 

well-known  "  Rapids,"  the  upper  half  of  which  is  in  this  township. 

The  fall  is  not  less  than  150  to  200  feet  in  a  run  of  four  and  a  half 

miles.     The  banks  are  very  high  and  steep,  and  together  with  the 

bottom  and  sides  of  the  river  are  solid  ledge.     There  are  points, 

however,  where  dams  could  be  constructed  and  facilities  for  access 

secured. 
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At  the  head  of  the  rapids,  **  Indiaa-Pond  Dam/'  flows  five  miles, 
large  reservoir,  dam  200  feet  long,  24  gates ;  good  site  for  devel- 
opment in  all  respects. 

Between  the  two  ponds,  which  are  classed  together  aa  Indian 
pond,  is  quick  water  for  one-half  mile,  with  a  good  site  for  im- 
provement.   Upper  pond  two  miles  long. 

There  are  several  privileges  upon  other  streams,  as  follows : 

First,  at  the  foot  of  the  lower  pond  on  Ch^e's  stream,  a  most 
excellent  site,  where  20  feet  fall  can  be  had ;  a  dam  already  boilk 
Below  this  the  stream  is  very  swift,  but  the  height  and  steepness 
of  the  banks  render  it  almost  unimprovable. 

Second,  Third,  etc.,  above,  good  sites,  with  large  and  numerous 
reservoir  ponds.    Not  used. 

Fifth,  Sixth,  etc.,  on  Indian  stream ;  reservoirs  above.  Not  used. 

Indian  Purchase  Township  (East) — Penobscot  County. 
StatemeifU  of  Daniel  Barker,  Esq.,  of  Bangor, 

Eleven  Powers,  or  More. 

First,  Second,  etc.,  "Grand  Falls,"  on  the  Penobscot  river,  one 
mile  of  swift  water ;  lower  pitch  15  or  20  feet. 

Fourth,  Fifth,  Sixth,  etc.,  above  Grand  Falls,  "Island  Falls," 
two  miles  long.     One  pitch  20  feet  in  20  rods. 

Seventh,  "Rhine's  Pitch,"  ten  feet  fall. 

Eighth,  at  outlet  of  Quakish  lake,  a  dam  can  be  built  12  feet 
high ;  lake  about  a  square  mile  and  a  half. 

Ninth  and  Tenth,  from  Quakish  lake  to  North-Twin  Dam  about 
one  mile  of  rough  water ;  fall  about  25  feet. 

Eleventh,  "  North  Twin  Dam."  The  dam  is  about  400  feet  long, 
16  feet  high,  and  has  22  gates.  It  flows  North  Twin  lake,  five 
square  miles,  South  Twin,  four  square  miles,  Pamedumcook  six 
square  miles,  and  Amjejus  four  miles,  holding  an  enormous  store 
of  water. 

Industry — Fbankun  County. 

From  Selectmen's  StalemerU. 
Two  Powers* 

First,  at  the  outlet  of  Clear-Water  pond,  "Allen's  Mills";  33  feet 
fall  in  55  rods.  Eight  hundred  inches  of  water,  under  a  12-foot 
head,  operates  12  hours  per  day  through  the  year ;  machinery  not 
of  the  best  construction ;  grist,  saw,  shingle,  clapboard  and  lath, 
and  shovel-handle  machinery ;  also  a  tannery,  with  water  privilege 
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Bnfficient  to  use  100  cords  of  bark  per  year ;  the  dam,  at  the  foot 
of  pond,  may  be  raised  three  feet ;  abundant  stone  for  building 
purposes;  the  pond  contains  from  1,500  to  2,000  acres;  water 
deep  and  clear ;  absolute  immunity  from  danger  by  freshets. 

Six  miles  from  Farmington  depot,  good  roads ;  15,000  dozen 
shovel  handles  manufactured  last  year,  and  hauled  to  depot  for 
two  cents  per  dozen. 

Second,  "  West's  Mills,''  80  feet  fall  in  50  feet  distance ;  saw 
and  shingle  machine,  two  months  per  year ;  grist  mill,  ten  months 
per  year.    Ten  miles  from  Farmington  depot. 

Island  Falls  Plantation — Aroostook  Countt. 

StcUement  of  E.  F.  Dinamore,  Esq, 

Three  Powers. 

First,  on  the  Mattawamkeag,  west  brancb,  fall  20  feet,  with  a 
chance  for  flowage  of  some  hundreds  of  acres,  by  a  higher  dam. 
Water  enough  at  all  seasons  to  carry  a  large  amount  of  machinery. 

There  are  at  present  on  this  priyilege  a  saw,  shingle,  and  grist 
mill.  The  stream  drains  a  large  extent  of  rolling  country,  is  fed 
by  numerous  ponds,  and  is  therefore  comparatively  constant. 

Second,  on  "  Cold  Brook,"  saw  and  grist  mill. 

Third,  on  Dyer  brook,  water  sufficient  for  saw  and  grist  mill. 
Unimproved.  This  and  the  foregoing  power  are  situated  near  the 
stage  road. 

ISLESBOROtJGH — WaLDO   OoTJNTT. 

From  Statement  of  the  Selectmen. 

Six  Powers,  or  More. 

First,  at  the  outlet  of  a  pond  of  12  acres,  which  may  be  in- 
creased to  twice  that  size  by  means  of  a  cheap  dam ;  an  eight-foot 
greater  head  than  the  present  may  be  had  and  water  sufficient  to 
carry  a  grist  mill  two-thirds  of  the  year.  Pond  lies  one-third  mile 
from  sea  shore. 

Second,  on  the  same  stream,  just  at  its  mouth ;  with  another 
dam,  the  water  may  be  used  again  to  as  good  advantage  as  at  the 
pond.    Unimproved. 

Third,  Fourth,  etc.,  from  the  pond  to  the  sea  line  there  is  a  total 
fall  of  60  feet,  which  might  be  improved  in  two  or  three  privileges. 
Unimproved. 

Fifth,  a  tide  power  at  the  head  of  Sabbath-day  harbor,  quite  a 
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reservoir,  with  a  very  narrow  entrance,  which  could  be  dammed  at 
trifling  expense.    Unimproved. 

Sixth,  a  tide  power  at  the  head  of  Gilkey's  harbor,  with  a  large 
reservoir  which  could  be  dammed  at  not  unreasonable  expense, 
and  a  large  amount  of  work  done.    Unimproved. 

Bocks,  shale. 

Jaokman  TowNsmp — Sokebsbt  Oountt, 

Statement  of  Heman  Whipple,  Esq. 
One  Power. 

About  half  a  mile  from  lake,  "  Churchill  Falls,"  fall  10  feet,  ex- 
cellent chance  for  improvement ;  good  land  all  about.    Not  used. 

Jackson — ^Waldo  County. 

From  Selectmen's  Betums. 
Six  Powers. 

First,  on  Hadlj  brook,  saw  mill ;  fall  fourteen  feet. 

Second,  on  Hadly  brook,  fall  20  feet. 

Third,  Fourth,  Fifth  and  Sixth,  on  Marsh  stream ;  total  fall  of 
the  four  combined,  60  to  TO  feet  in  three-fourths  mile ;  two  saw, 
one  grist,  and  a  shingle  mill ;  operate  from  one-third  to  one-half  of 
the  year.     Power  only  partially  improved. 

Bose  wheel.  Two  ponds  at  the  head  of  Hadly  brook ;  each  will 
cover  twenty-five  acres.  Artificial  reservoirs  feasible  to  some 
extent.  Basin  one-third  wooded.  Mills  cut  in  186T,  600,000  feet 
hemlock  boards,  1,000,000  shingles,'  25,000  feet  vessel  plank. 
Total  value,  $T,800. 

Market,  Belfast,  by  road ;  "hope  soon  to  have  a  railroad." 

Jay — ^Fbankun  County. 

From  Selectmen's  Returns, 
Five  Powers. 

First,  "Jay  Bridge  Falls,"  on  the  Androscoggin  river,  three 
miles  above  Livermore  Falls,  and  several  miles  below  Capens' 
Bips  in  Canton  on  the  same  river. 

Formation, — The  bottom  and  banks  of  the  river  at  this  point 
consist  of  solid  ledge,  extended  both  above  and  below  the  falls. 
An  island,  fifteen  acres  in  extent,  divides  the  fall  into  two  parts 
and  serves  for  abutments  to  the  sections  of  the  dam.  A  first-class 
dam  was  erected  in  1861,  and  conmiands  a  head  of  12  feet.    Its 
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sections  are  respectively  160  and  200  feet  long.  The  river  is 
rapid  both  above  and  below,  and  exhibits  a  well  defined  pitch  a 
short  distance  above  the  dam  where  another  island  divides  the 
river  into  two  channels.  There  is  also  a  pitch  a  short  distance 
below. 

Volume  of  Water  and  Power, — If  the  extreme  drouth  run  at  this 
point  be  assumed  to  be  20  per  cent,  less  than  at  Lewiston,  or 
75,200  cubic  feet  per  minute,  the  gross  power  of  the  falls,  if  so 
much  as  30  feet  be  available,  is  4,260  horse-power  gross,  or  ITO,- 
400  spindles ;  that  developed  by  the  present  dam  is  about  69,000 
spindles.  The  power  can  be  increased  by  raising  the  dam,  10  feet 
or  more,  as  may  be  desired,  no  loss  from  flowage  being  entailed 
thereby.  It  can  also  be  enormously  increased,  in  common  with 
the  other  great  powers  upon  the  river,  by  the  use  of  thd  reservoirs 
above.     See  pages  84-81,  Part  II. 

Lay  of  the  land, — Unsurpassed  upon  the  east  bank,  there  being 
an  extensive  slope  of  evenly  graded  surface  and  of  suitable  height 
for  improvement,  upon  the  margin  of  which  a  canal  could  be  con- 
structed down  river  to  any  distance  required,  and  mills  advantage- 
eously  located  thereon.  The  island  also  is  of  such  height  that 
factories  can  be  placed  upon  it  favorably,  a  natural  run  extending 
through  it,  which  could  be  inexpensively  converted  into  a  canal, 
and  mills  located  in  connection.  The  substratum  of  both  the 
island  and  banks  being  mainly  ledge,  affords  the  best  possible 
basis  for  the  firm  establishment  of  dams,  mills,  and  all  required 
structures.  The  territory  bordering  the  privilege  also  lies  well 
for  the  accommodation  of  boarding  houses,  and  other  appurte- 
nances of  a  manufacturing  town. 

Building  materials. — The  island  is  a  body  of  granite  of  first-rate 
building  quality.  A  quarry  of  excellent  granite  is  also  adjacent 
on  the  bank  of  the  river.  Good  brick  clay  is  close  at  hand. 
Lumber  can  of  course  be  procured  in  unlimited  quantities  from  up 
river. 

Froprietor8kip,eto. — The  privilege  is  owned  by  Hon.  John  Lynch 
of  Portland.  The  only  improvement  upon  it  at  present  is  the  dam 
and  a  saw  mill.  The  line  of  the  Androscoggin  Bailroad  is  within 
one  and  a  half  miles.  The  privilege  is  declared  by  experts  to  be 
unsurpassed  upon  the  river  as  respects  feasibility  of  development 
and  as  a  site  for  heavy  operations. 

Second,  about  one  mile  below  Jay  bridge,  "French's  Falls,"  on 
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the  Androscoggin.  Total  height  10  feet ;  no  part  of  the  power  is 
improved. 

Third,  below  the  above  named  falls,  the  "  Otis  Falls/'  on  the 
Androscoggin,  situated  about  one-half  mile  above  Livermore  falls. 
The  total  height  of  said  falls  is  fourteen  feet,  within  a  running  dis- 
tance of  six  rods ;  no  part  of  this  power  is  improved,  either  by 
mills  or  dam.  It  is  owned  by  Capt.  Ezekiel  Treat  of  Livermore 
falls,  and  Dr.  Kilbum  of  Lewiston. 

The  power  of  these  two  privileges  is,  in  proportion,  as  above. 

Fourth,  "  Stubb's  Mill,''  in  the  east  part  of  town ;  stream  small. 

Fifth,  "  Look's  Saw  Mill,"  in  north  part  of  town ;  small  stream ; 
operates  several  months. 

Jefpkrson — ^Lincoln  Countt. 

From  the  Statement    of  (he  Selectmen,  and  a  Plan  of  the 

Streams. 
Ten  Powers. 

First,  on  Dyer's  river,  saw  and  shingle  machinery;  fall  11  feet 
eight  inches.  Cuts  equal  to  300,000  of  lumber.  With  a  good 
dam  (easy  to  construct)  mill  could  be  run  eight  months.  Good 
chance  on  one  side  for  a  grist  mill,  or  other  machinery.  The 
forest  adjacent  consists  of  pine,  about  3,000,000  or  4,000,000,  white 
and  red  oak,  maple,  birch,  &c. 

Second,  two  miles  above ;  grist,  carding  and  fulling,  stave  and 
shingle  mills ;  fall  ten  feet ;  water  to  grind  most  of  the  time. 

Third,  above,  an  old  saw  mill  about  rotted  down  ;  a  good  privi- 
lege ;  fall  nine  feet.  It  is  the  outlet  of  Dyer's  pond.  The  pond  is 
three  by  one-half  miles,  with  another  pond  tributary  to  it,  one  by 
one-half  miles. 

Fourth  and  Fifth,  on  the  brook  connecting  the  ponds,  one  seven 
feet,  the  other  ten  feet. 

Sixth  and  Seventh,  on  the  Weeks  stream  ;  two  saw  mills ;  fall 
eight  feet.     The  two  could  saw  about  500,000  a  year. 

Eighth,  "  Jackson's  Mills,"  on  Jackson's  stream,  head  and  fall 
12  feet,  dam  flows  pond  one-half  mile  long;  saw,  and  stave 
machine ;  400  square  inches  water ;  Ave  months. 

Ninth,  below,  "Bond  &  Jackson's  Grist  Mill,"  eight  feet  head 
and  fall,  144  square  inches  of  water. 

Tenth,  below,  "  Deshon's  Mills,"  eight  feet  head  and  fall,  stave 
and  threshing  machines,  operating  eight  months  and  three  months, 
respectively. 
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Eleventh,  below,  grist  mill,  eight  feet  head  and  foil,  operates 
nearly  all  the  year. 

The  foregoing  mills  on  Jackson's  stream  have  stone  dams  'On 
ledge  foundation. 

Twelfth  and  Thirteenth,  etc.,  good  sites  below. 

Fourteenth,  "  B.  Weeks'  Saw  Mill,"  above  Dyer's  Long  pond ; 
small  mill  pond. 

Fifteenth,  "Caldwell  &  Brown's  Mill,"  stave,  on  a  branch  of 
this  stream. 

Sixteenth  and  Seventeenth,  stave  and  shingle  mills,  small 
capacity. 

Jerusalem  TowNsmp — Fbakkun  County. 

Statement  of  Abner  Toothaker,  Esq,,  of  Phillips. 
One  Power. 

Dam  at  the  forks,  flows  river  back  one  and  one-half  miles ;  also 
Beddington  pond  is  raised  several  feet  for  a  reservoir. 

JONESBOROUGH — ^WASfflNGTON   CoUNTY. 

From  a  Plan  of  Oie  Streams  furnished  by  J.  D.  Parker,  Esq.,  of 

Steuben. 
Three  Powers. 

First,  the  "  Great  Falls,"  on  Chandler's  river,  a  dam,  no  other 
improvements. 

Second,  "  The  Mills,"  at  the  village,  and  at  the  head  of  tide. 

Third,  on  a  creek  tributary  to  the  estuary  of  Chandler's  river,, 
near  the  village,  a  mill. 

JONESPORT — WASmNGTON   CoUNTY. 

From  Selectmen's  Betume, 
One  Power. 

On  Indian  river ;  fall  10  feet ;  only  partially  improved,  in  dams- 
and  mills ;  mills  operate  half  the  time.  Turbine  wheel.  No  ponds. 
No  artificial  reservoirs  feasible. 

Underlying  rock,  syenite.  Little  forest.  Market,  all  points,  by 
sea. 

K  TowKsmp — Aroostook  County. 

From  the  Statement  of  Dominicus  Harmon,  Esq.,  of  ForestmUe 

Plantation. 
Two  Powers, 

First,  on  the  Little  Madawaska  river,  a  good  mill  site ;  fall  ten* 
feet.    Unimproved. 

21 
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Second,  on  the  same  river,  a  good  mill  site.    Unimproved. 

The  river  has  a  large  and  comparatively  steady  volume  of  water, 
as  it  drains  250  square  miles  of  territory.  The  Madawaska  lake, 
four  square  miles,  can  be  dammed  eight  feet,  making  the  powers 
constant  throughout  the  year.     Vast  amount  of  lumber. 

Kenduskeag — Penobscot  County. 

From  ihe  Selectmen's  Returns,  and  a  Plan  of  the  Streams. 

Pour  Powers. 

First,  "  Kenduskeag  Village  Power ;"  "  Garland's  Mills"  on  the 
east  side,  "Hodsdon's  Mills"  on  the  west  side  of  the  stream,  fall 
11  feet;  water  at  medium  stage  of  the  river,  600  square  inches ; 
width  at  dam,  200  feet. 

"Garland's  Mills;"  production,  1,500,000  feet  board  measure, 
4,000,000  shingles,  40,000  bushels  grain.  ''Hodsdon's  Mills;" 
production,  1,000,000  shingles,  300,000  staves,  100,000  heading 
boards,  12,000  pounds  wool,  carded. 

Second,  "Higgins'  Mill,"  one  and  a  quarter  miles  above  the 
foregoing  power;  production,  700,000  board  measure,  1,500,000 
shingles ;  fall  nine  feet ;  600  square  inches  of  water  at  medium 
stage ;  width  at  dam,  200  feet. 

Third,  "Young's  Mills,"  on  Bog  brook;  production,  800,000 
shingles. 

Fourth,  "Piper's  Mills,"  on  Bog  brook;  production,  200,000 
aboard  measure. 

Grist  mills  work  all  the  year;  the  others  might,  but  do  not 
•probably  more  than  half  the  year.  Machinery  of  the  best  construc- 
tion.    Tuttle's  centre-vent  wheel. 

"  For  the  last  five  years  all  the  mills  on  Kenduskeag  river  could 
have  run  all  the  year  round.  The  volume  of  the  stream  seems  to 
'liave  increased." 

Market,  Bangor,  by  turnpike,  ten  miles  distant. 

Kennebunk — ^YoRK  County. 

From  Selectmen's  Returns. 
'Seven  Powers. 

First,  Second  and  Third,  "  Mousam  Village  Falls,"  at  the  head  of 

tide  on  Mousam  river,  two  and  a  hsdf  miles  from  the  sea.    Divided 

into  three  pitches ;  total  height  of  fall  40  feet.    The  lower,  to  the 

foot  of  which  the  tide  flows,  has  no  dam.    The  second  has  a  sash 

and  blind  factory,  machine  shop,  saw  mill,  shingle  machine,  with 
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circular  saws.  The  upper  has  17  feet  fall ;  two  cotton  mills  and  a 
grist  mill. 

Fourth,  two  miles  above,  on  the  same  stream,  "  Lord's  Ootton 
MUls,"  eight  feet  fall. 

Fifth,  one-half  mile  above,  "Davis'  Lumber  Mill,"  nine  to  ten 
feet  fall. 

Sixth,  one  mile  up,  "  Vamey's  Falls ;''  12  feet  fall. 

Seventh,  one  mile  further  up,  "Great  Falls,"  fall  45  feet,  with  a 
natural  stone  dam  and  some  "  twelve  hundred  horse-powers ;  one 
of  the  best  powers  in  the  State;"  entirely  idle;  owne4  by  Dana, 
Fitch  &  Thompson. 

From  Great  falls  to  Mousam  Village  falls,  is  150  feet  descent,  the 
distance  five  miles.  In  this  distance  the  gross  power  is  estimated, 
including  Great  Falls,  to  be  about  3,600  horse  power,  or  144,000 
spindles,  for  11  hours  a  day,  312  days  per  annum. 

The  stream  is  very  constant.  See  page  147,  Part  II.  The  power 
could  be  increased  one-fourth  by  the  improvement  of  the  ponds  for 
reservoirs ;  total  range  of  water  from  low  to  high,  3.5  feet.  The 
falls  are  bounded  aU  about  with  ledge ;  one-fourth  of  the  basin 
covered  with  woods. 

Market,  Boston  and  Portland,  by  rail,  also  all  parts  by  sea. 


Kennebunkpobt — ^ToRK  County. 

From  Selectmen's  Befuma, 
Sight  Powers. 

First,  John  Smith's  saw  mill ;  fall  10  feet ;  saws  quite  an  amount 
of  lumber. 

Second,  Jacob  Curtis'  saw  and  shingle  mill ;  fall  10  feet ;  both  in 
middle  part  of  town,  on  small  streams. 

Third,  Moses  Nason's  saw  and  carding  mill,  on  Kennebunk  river. 

Fourth,  Edwin  Hutchins'  shingle  and  clapboard  mill;  saws 
50,000  per  year ;  on  a  small  stream. 

Fifth,  Goff 's  mills,  Andrew  Merrill's  shingle,  saw  and  grist  mill. 

Sixth,  Perkins'  mill ;  fall  12  feet ;  near  the  sea. 

Seventh,  Goodwin's  mill ;  saw  mill ;  small  stream ;  does  but  little. 

Eighth^  tide  mill,  James  D.  Perkins,  in  village;  grist  mill, 
valuable. 

Some  of  the  above  operate  only  at  high  water. 
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£aNOFiELD — ^Franklin  County. 

Statement  of  WiUiam  DoUner,  Esq. 

Thirty  Fowers,  or  More. 

The  Carrabasset  river  from  the  north  line  of  the  town  to  below 
the  village,  a  distance  of  five  miles,  is  exceedingly  rapid,  and  good 
sites  for  mills  are  found  at  nearly  every  point,  the  whole  number 
available  is  not  less  than  20,  of  10  feet  fall  each. 

On  the  lower  privilege  at  the  village,  a  fall  of  12  feet  in  50  rods, 
four  saws  can  be  driven  the  year  through.  Only  a  part  of  the 
power  has  ever  been  used.  The  mills,  burned  last  year,  are  now 
rebuilding. 

The  river  is  connected  with  several  lakes  and  ponds,  which  are 
already  in  part,  and  can  be  in  a  higher  degree  improved  for 
reservoirs.  The  sum  of  available  power  is  great,  as  the  fall  is 
v^ry  large,  and  the  bottom  and  banks  of  the  stream  admit  of  cheap 
improvement. 

Several  located  on  the  outlet  stream  of  Tuft's  pond,  300  acres, 
and  can  be  flowed  several  feet. 

Several  on  the  outlet  stream  of  Dutton  pond ;  on  one  a  saw  mill ; 
^ond  is  flowed  several  feet ;  one  of  the  falls  is  50  feet  perpendicular. 

This  pond  and  stream  are  tributary  to  the  powers  on  the 
Carrabasset. 

Several  on  Rapid  stream,  and  one  or  more  on  Indian  stream. 
As  a  whole,  the  water-power  of  this  town  is  of  quite  unusual 
dimensions,  considering  the  size  of  the  streams.  The  streams  are 
subject  to  considerable  rise,  but  hold  out  well,  being  fed  by  springs 
about  the  bases  of  the  mountains  and  by  ponds. 

A  large  proportion  of  the  basin  of  the  stream  still  wooded.  Total 
yearly  products,  $8,000. 

Market,  Farming^n,  by  road. 

Kingsbury — Piscataquis  Countt. 
Stcttement  of  Leonard  HxUon,  Esq. 

Six  Powers,  and  More. 

Three  situated  on  the  outlet  stream  of  the  Kingsbury  pond,  or 
ponds,  three  square  miles,  fed  by  a  large  extent  of  tributary 
country,  and  an  excellent  and  copious  reservoir. 

First,  at  the  foot  of  the  pond,  fall  14  feet ;  saw,  clapboard,  grist, 
shingle  and  lath  mills. »  Power  is  sufficient  to  drive  double  the 
machinery  the  year  through. 
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Second  and  Third,  on  the  same  stream,  not  improved ;  stone  and 
lumber  close  at  hand  for  building,  fall  16  feet  each. 

Fourth,  Fifth  and  Sixth,  on  Thorn  stream,  fall  14  feet  each. 

Vast  quantities  of  spruce  and  cedar  in  the  vicinity  of  the  above 
powers. 

Market,  now  Skowhegan,  28  miles ;  will  be  at  Solon  as  soon  as 
railroad  is  built,  12  miles  by  road. 

KiTTBRY— YOBZ   OoUNTY. 

Statement  of  J.  H.  Sanborn,  Esq. 

Two  Powers. 

First,  a  tide  power  on  Spruce  creek,  sufficient  for  a  saw  and 
grist  mill. 

Second,  a  tide  power,  at  Gate's  island,  sufficient  for  a  grist  mill. 
Operate  the  whole  year. 

Lagrange — Pbkobscot  County. 

Digested  from  Selectmen's  Returns. 
Four  Powers. 

First  and  Second,  on  Dead  stream ;  Third,  on  Birch  stream ; 
Fourth,  "Slate  Falls,"  upon  Hemlock  stream.  Fall  at  each 
averages  eight  feet  in  three  rods. 

Two  mills  on  Dead  stream,  valuable  powers;  operate  three 
fourths  of  the  year ;  capacity  not  known  to  the  reporter.  No  mill 
on  Hemlock  stream.  Formerly  a  mill  on  Birch  stream,  not  now  in 
use. 

Two  small  ponds  conilected  with  Birch  stream.  They  can  be 
improved  for  reservoirs.  Dead  stream  connected  with  lake  Boyd 
which  covers  two  or  three  square  miles  and  is  a  capacious  reser- 
voir.   The  basin  of  Hemlock  stream  heavily  wooded. 

Market,  Bangor,  by  road.     Bailroad  is  building  into  the  region. 

Lebanon — York  County. 

From  Selectmen's  Returns. 
Three  Powers. 

Situated  on  the  Salmon  Falls  river.  The  upper  is  opposite  the 
Three  Ponds  village  in  Milton,  and  is  known  as  the  "  Three  Ponds 
Privilege."  Two  miles  below,  is  the  "  Skates  &  Lyman  Privi- 
lege.'' Below  this,  directly  opposite  East  Rochester,  is  the  "  East 
Bochester  Privilege." 
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Upon  the  lower  fall,  on  the  Rochester  side,  are  two  woollen 
mills,  one  of  brick,  the  other  wooden ;  each  four  stories  high,  150 
feet  in  length,  and  54  feet  wide,  in  which  are  11  sets  of  woollen 
machinery.  These  mills  run  the  whole  year  and  have  a  fiill  sup- 
ply of  water.  The  capital  is  $100,000,  and  $500,000  worth  of 
goods  are  manufactured  per  year.  The  Gocheco  Manufacturing 
Company  own  these  mills. 

The  total  height  of  the  falls,  on  each  of  these  powers,  is  20  feet 
to  about  900  feet  in  running  distance.  The  power  is  not  all  im- 
proved. There  are  a  saw  mill,  g^st  mill,  &c.,  on  the  upper,  and 
nothing  on  the  two  lower,  on  the  Lebanon  side.  Each  of  the  pow- 
ers is  capable  of  carrying  as  much  machinery  as  is  now  used  at 
East  Rochester ;  there  are  two  dams  now  constructed.  The  mills 
work  all  the  year.  The  machinery  is  of  the  best  construction. 
The  upper  dam  is  owned  by  the  Great  Falls  Manufacturing  Com- 
pany ;  the  middle  by  Skates  &  Lyman,  and  the  lower  by  the 
Cocheco  Manufacturing  Company.     For  reservoirs  see  page  149. 

The  rocks  about  the  falls  are  not  suitable  for  building  purposes ; 
the  land  would  be  convenient  to  locate  mills  upon.  The  forests 
about  the  stream  have  been  considerably  cut  off.  The  building  of 
mills  on  the  New  Hampshire  side,  has  increased  the  population  in 
our  town  and  made  the  real  estate  more  valuable.  The  land  and 
farms  in  the  vicinity  of  the  power,  have  already  increased  one-half 
in  value.    Market,  Great  Falls  and  East  Rochester. 

Lee — Penobscot  County. 
From  Selectmen's  Betuma. 
Four  Powers. 

On  the  west  branch  of  the  Mattakeunk  river,  the  "  Mattakeunk 
Falls."    Total  descent  100  feet  in  two  and  a  half  miles. 

Only  a  small  part  of  the  power  is  improved,  in  dams  and  mills ; 
part  of  the  mills  operate  all  the  year,  part  one-half,  part  one-fourth. 
Stream  fed  by  Mattakeunk  lake,  which  covers  1,000  acres.  Its 
capacity  can  be  readily  increased.  No  rocks.  One-half  of  the 
basin  of  the  stream  covered  with  woods. 

Market,  Bangor,  by  road. 
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Leeds — ^Androsgoggin  Ooxjntt. 
From  Selectmen's  Returns. 

[See  also  "Leeds  and  Turner.*^ 

Eight  Powers. 

First,  on  Cushman's  Mill  stream ;  grist  mills ;  in  former  years 
used  also  for  saw  mills. 

Second,  fifty  rods  below ;  shingle  machine,  etc. 

Third,  on  Coffin's  Mill  stream ;  saw  and  shingle  mills. 

Fourth,  on  Bridgham  stream,  unimproved ;  formerly  grist  mill 
and  carding  mill.     A  considerable  pond  connected. 

Fifth,  on  Mason  brook,  not  used,  formerly  a  grist  mill. 

Sixth,  on  a  small  stream  in  the  north  part  of  the  town ;  a  shingle 
mill. 

Seventh,  not  used,  in  northwest  part  of  the  town ;  operates  a 
shingle  mill. 

Eighth,  a  small  but  good  power  in  southwest  part  of  the  town ; 
formerly  a  saw  mill.     Not  used. 

The  Androscoggin  pond,  on  the  confines  of  Leeds,  is  connected 
with  the  Androscoggin  river  by  Dead  stream,  and  the  pond  lying 
upon  the  same  level  as  the  river,  the  waters  flow  in  and  out  accord- 
ing to  the  stage  of  the  river.  Could  be  stored  at  high  water,  and 
held  for  reserve. 

The  water-powers,  though  not  large,  are  susceptible  of  much  more 
use  than  is  now  made  of  them. 

Market,  Lewiston,  by  road  or  rail. 

Leeds  and  Turner — ^Androscoggin  County. 
From  (he  Returns  of  Leeds  and  Turner,  and  of  M.  T.  Ludden,  Esq, 

[See  also  <«  Leeds,"  and  "  Turner."] 

One  Power. 

The  "North  Turner  Falls,''  at  North  Turner  bridge,  16  miles 
above  Lewiston,  fall  13  feet.  The  natural  force  of  the  water  is  so 
great  that  a  saw  mill  has  been  run  here  by  its  means. 

Sites  for  mills  excellent.  Facilities  for  canals  first-class.  Build- 
ing materials  abundant.  An  island  in  the  river  diminishes  the 
required  length  of  dam.  Firm  bottom  and  banks  for  dams,  and 
other  structures.     BaHroad  station  within  four  miles. 

If  the  volume  of  water  at  low  run  be  assumed  10  per  cent,  less 
than  at  Lewiston,  or  84,600  cubic  feet  per  minute  for  11  hours  a 
day,  the  gross  power  of  the  fall,  at  13  feet,  is  2,080  horse-power, 
or  83,200  spindles. 
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For  reservoirB  tribataiy  to  ibk  power,  see  pages  84r-86,  Part  II. 
Unimproved. 

Levant — ^Penobscot  County. 

From  Selectmen's  Behims. 
Five  Powers. 

On  Black  stream,  and  its  tributaries. 

First,  '' Wiggin's  Mills/'  at  Levant  village,  fall  ten  feet  in  125 
rods.  Saw,  shingle,  and  lath  machines,  run  six  months,  and  some 
of  the  machinery  the  whole  year,  manufacturing  long  and  short 
lumber  of  an  aggregate  value  of  $7,000. 

No  natural  lakes  or  ponds,  but  by  constructing  a  dam  half  a  mile 
above  the  mills,  thereby  forming  an  artificial  pond  several  miles  in 
length,  the  power  would  be  available  throughout  l^e  year,  and 
one  of  the  best  in  the  State.  The  stone  about  the  falls  is  a  coarse 
slate,  easily  rifted,  used  in  the  vicinity  in  the  construction  of  dams, 
cellar  walls,  &c.  The  land  slopes  gently  for  ten  rods  to  the  brink 
of  the  stream,  and  is  quite  favorable  to  the  erection  of  mills,  work- 
shops, &c.;  about  one-half  the  basin  of  Black  stream  is  covered 
with  forest. 

Second,  at  South  Levant,  "  Weston's  Mills,"  fall  15  feet  in  200 
rods.  Saw,  shingle,  grist,  and  clapboard  mills,  which  run  about  half 
the  year,  employing  nearly  all  the  power,  excepting  at  times  of  high 
water,  and  manufacture  about  $7,500.  Ponds  and  lay  of  land  as 
at  Wiggin's. 

Third,  shingle  mill,  on  "Horseback  Road";  fall  eight  feet  in  100 
rods,  can  cut  yearly  about  500,000  shingles,  but  at  present  is  not 
employed  to  any  extent. 

Fourth,  at  West  Levant,  "White's  Mill,"  fall  20  feet  in  half  a 
mile;  saw  and  shingle  mill,  800,000  long  lumber  and  300,000 
shingles,  capable  of  doing  much  more.     Operates  five  months. 

Fifth,  in  the  west  part  of  Levant,  "Emerson's  Mills,"  fall  22  feet 
in  20  rods,  saw  mill,  formerly  two  saw  mills ;  will  operate  one  mill 
four  months  per  year.  Manufactures  200,000  to  300,000  feet  of 
long  lumber. 

Market  for  lumber,  Bangor,  by  road. 

Lewiston — Andeosooggin  County. 
Digested  from,  Memoranda  furnished  by  A.  D.  Locktoood,  Esq, 

Five  Powers. 

First,  "  Lewiston  Palls,"  on  the  Androscoggin  river,  20  miles 
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above  its  junction  with  the  Kennebec,  and  40  miles  by  the  river 
from  the  ocean. 

Sow  Formed. — By  a  ledge  of  gneiss  and  mica  schist,  crossing 
the  river  diagonally,  which  is  so  extended  as  to  form  the  bottom 
and  sides  of  the  stream  both  above  and  below  the  falls,  and  which 
projects  above  the  level  of  the  water  in  several  small  rocky  islets, 
that  serve  as  abutments  to  the  dams. 

Height. — Of  the  natural  &11,  38  feet,  which  with  dams  of  an 
average  height  of  about  12  feet,  produces  an  available  power  of 
fiilly  50  feet  head.  This  descent  is  attained  in  a  horizontal  dis- 
tance of  600  feet. 

Volume  of  Water. — Volume  at  lowest  stage,  94,000  cubic  feet  per 
minute,  11  hours  a  day.  The  water  is  under  such  perfect  control 
that  the  total  run  of  the  river  in  drouth  is  economized,  none  going 
to  waste  by  night  or  Sundays.  The  enormous  increase  in  the 
volume  of  water  that  can  be  realised  at  this  point  may  be  seen 
upon  reference  to  Part  II,  pages  84~8T.  The  volume  of  water 
now  used  is  58,000  cubic  feet  per  minute. 

Power. — At  lowest  run,  8,900  horse,  gross  measurement,  or  356,- 
000  spindles.  Of  this  5,450  horse  are  now  in  use.  The  available 
power  can  be,  as  shown  in  Part  II,  doubled  or  trebled,  as  required. 
It  is  perfectly  secure  against  all  possible  contingencies  of  ice  or 
flood.  Total  range  from  lowest  to  highest  water  on  the  dams, 
about  eight  feet. 

Lay  of  the  Land. — Exceedingly  favorable  for  the  location  of 
manufacturing  establishments,  there  being  two  natural  levels  on 
the  margin  of  the  river,  the  lower  allowing  22  feet  fall,  the  upper 
28  feet ;  and  there  being  also  abundant  room  for  factories  employ- 
ing the  whole  power.  The  levels  are  sufficiently  distant  from  the 
river  and  from  each  other  to  a£ford  ample  space  for  the  largest 
establishments,  with  their  yard  room,  boarding-houses,  etc. 

The  territory  removed  from  the  river  is  favorably  disposed  for  the 
location  of  streets  and  building  lots,  and  for  the  growth  of  a  large 
ci1;y.    Seven  acres  have  been  elegantly  laid  out  as  a  public  square. 

Incidental. — ^Firm  foundations  for  the  large  mills  are  easily  ob- 
tained at  trifling  cost.  Bricks  of  the  best  quality  are  made  close 
at  hand.  Stone  is  procurable  in  unlimited  quantities.  Lumber  is 
supplied  by  the  country  above  and  adjacent.  The  surrounding 
native  population  of  farmers  furnishes  the  operatives  for  the  greater 
part. 

Accessibility. — Lewiston  is  connected  with  the  seaboard  by  two 
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lines  of  railway,  and  is  within  six  and  a  half  hours  of  Boston,  one 
and  a  half  of  Portland,  and  one  hour  and  a  quarter  of  Bath.  Gotr 
ton  can  be  brought  to  its  warehouses,  from  Mobile  or  New  Orleans, 
as  cheaply  as  to  Lowell  or  Lawrence ;  and  transportation  of  either 
raw  material  or  manufactured  goods  can  be  effected  at  as  little  cost, 
as  to  or  from  any  other  of  the  large  interior  manufacturing  towns 
of  the  country. 

Improvements, — ^Four  dams,  850  feet  in  aggregate  length.  Guard 
locks,  with  seven  sluiceways,  9  by  12  feet ;  main  canal  64  feet  in 
average  breadth  in  the  clear,  and  designed  for  12  feet  depth  of 
water.  Cross  canal  40  feet  broad  in  the  clear,  10  feet  of  water. 
The  dams  and  guard  locks  are  constructed  of  split  granite,  in  the 
most  solid  and  substantial  manner. 

Proprietorship. — ^The  power  is  owned  by  the  Franklin  Company. 
OflSce  at  Lewiston;  agent,  A.  D.  Lockwood. 

Corporations, — The  various  manufacturing  companies  now  in 
occupation  of  the  power,  are  as  follows,  viz : 

Bates  Manufacturing  Company,  David  M.  Ayer,  Agent.     Incorpo- 
rated 1850.     Commenced  operations  1852. 
Capital  stock, $1,000,000 

Mill      i  Cotton,  2, 40,000  spindles. 

®'    (  Woollen,  1, 8  sets  machinery. 

Females  employed, 850 

Males,  "     350 

Horse-power, 800 

Water-wheels, 6  turbines. 

Buildings, Brick. 

Goods  manufactured, Cotton  and  woollen. 

Production-Cotton,     |  JlJJJfJ^  yaMs^cloti.  per  year. 

•^jrr    ^1        C  226,155  yards  cloth  per  year, 

woouen,  I  146,912  pounds  "  •    "      " 

HiU  Manufacturing  Company,  Josiah  G.  Coburn,  Agent.     Incorpo- 
rated 1850.     Commenced  operations  1854. 

Capital  stock, $'700,000 

MiUs, 2 

Spindles, 51,200 

Females  employed, 800 

Males,  " 200 

Horse-power, 800 

Water-wheels, 4  turbines. 
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BuildiDgs, Brick. 

Goods  manufactured, Cotton. 

ProducUo..     {  IS???  ^'^1°'^?' C  ^r- 

Androscoggin  Mills,  Amos  D.  Lockwood,  Agent.     Incorporated 

1860.     Commenced  operations  1860. 

Capital  stock, $1,000,000 

MiUs, 2 

Spindles, 60,000 

Females  employed, T88 

Males,  "      312 

Horse-power, 800 

Water-wheels, 6  turbines. 

Buildings, ; Brick. 

Goods  manufactured, Cotton. 

6,&00,000  yards  cloth  per  year. 
1,760,000  pounds  '' 
1,800,000  grain  bags 
1,800,000  pounds  " 


Production, 


tt  it 
tt  tt 
tt      tt 


Continental  Mills,  Stephen  I.  Abbot,  Agent.      Incorporated  1866. 

Commenced  operations  1866. 

Capital  stock, $900,000 

Mills, 1 

Spindles, 27,360 

Females  employed, 396 

Males,  " 176 

Horse-power, 440 

Water-wheels, 3  turbines. 

Buildings, Brick. 

Goods  manufactured, Cotton. 

Production      i  6,600,000  yards  cloth  per  year, 

rroauction,     |  1,400,000  pounds  "      "      *' 

Franklin  Company,  A.  D.  Lockwood,  Agent.    Incorporated  1864. 

Commenced  operations  1867. 

This  company  owns  the  water  power,  canals  and  the  adjoining 
land  around  the  falls  on  both  sides  of  the  river,  also  several  hun- 
dred acres  of  land  in  and  around  the  more  thickly  settled  portion 
of  the  city.    They  also  own  the  following  property,  viz : 
Lincoln  Mill,  J.  K.  Piper,  Agent. 
Mills, 1 
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Spindles, 20,000 

Females  employed, 286 

Males,  "         143 

Wheels, 2  turbines. 

Buildings, Brick. 

Ooods  manufactured, Cotton. 

Production      i  2,800,000  yards  cloth  per  year, 

rroaucuon,     |  750,000  pounds  "      "     " 

Orist  Mill  building,  occupied  by  Bradley  &  Co.,  manufacturers  of 
flour  and  meal. 

D.  Cowan  &  Co.,  manufacturers  of  woollen  goods,  also  dyeing  and 
bleaching  woollen  and  cotton  yams,  employing  27  females,  25 
males. 

H.  H.  Dickey,  manufacturer  of  belting  and  covering  rollers,  em- 
ploying 10  men. 

Wheels, 3  turbines. 

Saw  mill,  occupied  by  S.  R.  Bearce  &  Co.,  manufacturers  of  lumber. 

Water  wheels, 5 

Lewiston  Bleachery  and  Dye  Works,  occupied  by  H.  W.  Farrell. 

Capacity  for  bleaching  and  dyeing, 8  tons  per  day. 

Females  employed, 14 

Males, 204 

Water-wheels, 1  turbine. 

Mechanic  shops,  occupied  by  0.  B.  Morse,  stair  builder ;  David 
Scott,  manufacturer  of  weaver's  reeds ;  0.  H.  Littlefield,  doors, 
sash  and  blinds ;  L.  W.  Oilman,  bobbins  and  spools ;  Rufus 
Stevens,  machinist. 

Water  wheels, 2  turbines. 

Letoiaton  Mills,   Marshall   French,   Agent.      Incorporated   1853. 

Commenced  operations  1853. 

Capital  stock, $500,000 

Mills, 2 

Spindles, 17,880 

Females  employed, 460 

Males, 211 

Horse  powers, 450 

Water-wheels, 3  turbines. 

Buildings, Brick. 

Goods  manufactured, Cotton  and  Jute. 

P^^^««+;^r.     Or.^^^       i  764,619  yards  cloth  per  year. 

Production-Cotton,     }  1,241,776  founds  -      "      " 
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Jate  used, 1,679,281  pounds  per  year. 

Cotton  and  jute  bags 1,233,428  per  year. 

Lewiston  Falls  Manufacturing  Oo,,  John  M.  Frye,  Agent.     Incor- 
porated 1834.     Commenced  operations  1834. 

Capital  stock, $60,000 

MiUs, 2 

Sets  machinery, 6 

Females  employed, 45 

Males,  "        40 

Horse-power, .100 

Water-wheels, '. *. 2 

Buildings, Brick  arid  Wood. 

Ooods  manufactured, Woollen. 

Production      i  225,000  yards  cloth  per  year, 

rroaucnon,     |  200,000  pounds  "      "      " 

Oerveral  StatisticB  and  Summary. 

Number  of  manufacturing  companies,    15 

Capital  invested $6,000,000 

Number  of  cotton  mills, 9 

Spindles, 220,000 

Water-wheels, 33 

Power  used  for  cotton  mills,       3,666,   ) 

"        "      "    other  purposes,    500,    V   6,666  horse. 
Power  not  used,  2,500   ) 

Females  employed, 3,664 

Males, 1,660 

Annual  production — ^28,409,344  yards  cotton  cloth;  8,313,495 

pounds  cotton  cloth ;  451,155  yards  woollen  cloth ;  346,912  pounds 

woollen  cloth ;  3,033,423  grain  bags ;  1,6*79,281  pounds  jute  used. 

Population  of  Lewiston, 13,000 

"    Auburn,.*. 8,000 

Valuation  of    Lewiston, $5,500,000 

"      Auburn,.. $1,680,000 

Number  of  churches  in  Lewiston, 7 

"        "  school-houses, 27 

"        "  schools, 38 

Expenditures  for  school  purposes,  1866-7, $53,278.58 

In  1850,  when  operations  commenced  for  the  improvement  of  the 
power,  the  population  was  only  about  4,000,  and  the  total  valua- 
tion $626,596.    It  is  not  presumed  that  the  growth  of  the  oily  has, 
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by  any  means,  reached  the  limit  due  to  even  the  present  improve- 
ment of  the  power ;  but  even  at  its  present  stage  it  strikingly 
illustrates  the  rapidity  with  which  water-power,  when  adequately 
improved,  under  favorable  conditions,  accumulates  wealth  and 
augments  population.  If  all  the  available  lake  surfaces  of  the 
Androscoggin  were  as  thoroughly  improved  as  those  of  the  Merri- 
mac  now  are,  the  population  of  the  city  would  probably  go  up  to 
over  40,000,  and  with  Auburn,  which  is  divided  irom  Lewiston 
only  by  the  Androscoggin,  would  probably  reach  at  least  50,000. 

It  will  be  seen  that  the  population  of  Lewiston  and  Auburn  is 
21,000,  and  a  part  .of  the  growth  of  Auburn  is  the  result  of  the 
improvement  of  the  water-power  here,  for  though  there  are  no 
factories  there,  many  live  on  that  side  of  the  river  who  do  busi- 
ness in  Lewiston. 

Second,  "  Lewiston  Lower  Power,"  two  miles  below  Lewiston 
Falls,  on  the  Androscoggin  river,  of  1500  horse,  which  has  not 
yet  been  improved. 

Third,  two  miles  up  the  river,  at  "Deer  Rips,''  there  is  unim- 
proved power  of  at  least  2,500  horse ;  the  two  together  being  suf- 
ficient to  drive  cotton  mills  containing  about  250,000  spindles. 

Fourth,  "Barker's  Mills,"  on  Barker's  Mill  stream;  fall  20  feet 
in  20  rods,  saw  and  grist  mill ;  both  operate  three  months,  and  the 
grist  mill  nearly  the  whole  year.  Stream  fed  by  Berry  pond.  J. 
B.  Ham  &  Co. 

FiHh,  at  the  outlet  qf  Noname  pond,  fall  12  feet  in  12  rods, 
power  suflScient  to  drive  one  run  of  stones  the  whole  year.  Pond 
is  flowed  a  little,  can  be  flowed  so  as  to  cover  SOO  acres,  with  con- 
siderable damage. 

Lexington — Somerset  County. 
Several  Powers. 

First,  a  saw  mill  on  Sandy  stream  in  the  north  part  of  the  town. 

Second,  on  Alder  brook,  the  outlet  of  Butler  and  other  ponds,  a 
saw  mill. 

Other  powers  not  improved.  A  large  extent  of  pond  surface 
available  for  reservoirs  to  any  desired  extent. 

Libbrtt — Waldo  Countt. 

From  Selecimen's  Betums. 

Twenty-Five  Powers. 
On  the  St.  George  and  Sheepscot  rivers.    First  to  the  Fifteenth 
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(inclueive)  iu  the  first  mile  below  the  outlet  of  St.  George's  pond. 
The  fall  in  that  mile  is  150  feet.  Improvements,  tanneries,  saw 
mills,  grist  mills,  stave  and  shingle  mills,  shovel  handle  factoiy, 
and  many  others.  Part  of  the  mills  operate  all  the  year ;  a  part 
stop  two  or  three  months  for  want  of  water. 

Streams  connected  with  many  lakes  and  ponds ;  artificial  reser- 
voirs feasible ;  freshets  not  very  destructive ;  few  rocks.  The  use 
of  the  power  has  greatly  benefited  the  town. 

Market,  Belfast,  by  road. 

LiMEBiCK — York  Countt. 

From  a  Statement,  and  a  Flan  of  the  Streams  furnished  by 

JET.  JET.  Burbank,  Esq. 

[See  also  "  Limeriok  and  Waterborongh."] 

Sifipht  Fowersy  or  Hore. 

First,  "Holland's  Factory,''  on  Brown's  brook ;  woollen  goods; 
fall  of  12  feet  in  five  rods,  with  a  dam  of  12  feet  head  besides. 
About  half  of  the  power  is  improved ;  works  the  year  round ;  runs 
1,144  spindles,  could  carry  2,300  spindles;  iron  machinery;  breast 
wheel,  20  feet.  Stream  is  connected  with  three  ponds,  two  of  which 
are  one  and  one-half  by  one  and  one-half  miles ;  and  one  is  one  by 
one-half  miles.  At  the  outlet  of  two  of  these,  dams  could  be  easily 
constructed ;  the  other  has  a  dam ;  granite  around  the  falls ;  good 
location  for  shops  and  houses  near  the  mill;  basin  of  stream  nearly 
all  cleared.  Twelve  years  ago  the  owner  bought  the  power,  then 
not  in  use  for  some  years ;  he  now  pays  heaviest  tax  in  town. 
Annual  value  of  his  manufactures,  $150,000 ;  made  for  Boston  and 
New  York  markets ;  situated  ten  miles  from  line  of  Portland  and 
Rochester  Railroad ;  and  30  miles  from  Portland. 

Saw  mill  on  the  same  fall,  and  shingle  machine,  both  working 
the  year  round ;  each  having  one  saw. 

Second,  "  Bradbury's  Mill,"  one-fourth  mile  below,  grist  mill 
and  shingle  machine ;  two  feet  fall,  (natural,)  in  eight  rods ;  small 
dam  of  three  feet  head ;  mainly  worked  with  waste  water  of  Hol- 
land's ;  could  be  much  improved ;  good  banks ;  worked*  the  year 
round. 

Third,  "  The  Enterprise,"  formerly  "Old  Poster  MiU  Privilege," 
about  one  mile  below ;  unimproved ;  fall  five  feet  in  20  rods ;  once 
used ;  had  dam  with  ten  feet  head  in  fair  condition ;  stream  about 
two  rods  wide,  steep  banks,  rocks  enough  for  building  purposes. 

Fourth,  "  Folsom's  Mill,"  grist  mill,  runs  about  three-fourths  of 
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the  year ;  proprietor  intends  to  improve  the  power  and  build  saw 
mills. 

Fifth,  "The  old  Jackson  Mill  Privilege,"  on  Staples' brook ; 
formerly,  but  not  now,  improved.  Fall  11  feet  in  12  rods ;  steep 
banks ;  excellent  opportunity  for  building  dams ;  plenty  of  rocks ; 
small  stream ;  not  connected  with  lakes  or  ponds ;  good  location 
for  shops. 

Sixth,  "  Durgin's  Mill,"  on  Staples'  brook ;  small  power,  for 
sawing  lumber. 

Seventh,  on  Fogg's  brook,  "  The  Fogg  Mill  Privilege,"  not  now 
improved;  fall  16  feet  in  80  rods,  with  quick  water  above  and 
below ;  narrow  current ;  steep  banks  for  8D  rods  or  more ;  any 
quantity  of  rocks  on  and  in  the  banks ;  the  old  dam  had  head  of 
11  feet. 

Eighth,  a  mile  below,  "Dole  &  Gilpatrick's  Saw  Mill,"  cutting 
lumber  nearly  the  year  round ;  three  feet  fall  in  ten  rods. 

There  are,  besides  the  estimated  powers,  some  privileges  for 
sawing  lumber  and  grinding  grain  sufficient  for  the  adjacent  neigh- 
borhood, but  not  worthy  of  note  in  this  communication. 

Ldcebick  and  Watekborough — ^YoRK  County. 
From  the  Returns  of  H.  H,  Burbank,  Esq,,  of  Limerick. 

[See  also  **  Limerick,"  and  **  Waterborongli.'l 

Two  Powers. 

First,  on  Little  Ossipee  river ;  privilege  occupied  by  the  Water- 
borough  Manufacturing  Company  on  the  south  side,  and  by  Stim- 
son's  grist  mill  on  the  north  or  Limerick  side ;  grist  mill  has  three 
runs  of  stones ;  operates  the  year  through.  Two  feet  fall  in  20 
rods ;  dam,  seven  feet  head ;  gradual  rapids  for  some  distance  be- 
low points  measured,  (in  the  survey  made  by  Mr.  Burbank.) 

Second,  the  "  Scratch"  privilege,  on  the  same  river ;  unimprov- 
ed ;  formerly  used.  Natural  f4ll,  four  feet  in  20  rods,  with  rapids 
above  and  below.  For  a  mile  above  the  termini  of  the  20  rods, 
the  river  rises  six  feet,  and  for  a  mile  below  falls  10  feet;  all  quick 
water ;  s^eep  banks ;  no  damage  will  be  done  by  flowage ;  narrow 
current. 

Limestone  Plantation — Aroostook  Oountt. 

Statement  of  E,  J.  PaUee,  Esq, 
Two  Powers. 

First,  "  Oetchell's  Mill,"  on  Limestone  stream,  saw  and  clap- 
board mill. 
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Second,  "  Pattee  &  Jones'  Mill/'  saw  and  clapboard  mill.  The 
lafcter  is  new ;  the  power  has  beensufiScient  to  drive  the  clapboard 
mill  all  smnmer,  and  saw  mill  part  of  the  time. 

LHONGTON — ^TORK  OOUNTT. 

From  Selectmen's  Betums. 

[See  ftiM  "Baldwin  ud  lamlngten,"  and  « Limington  and  Btondish."] 

"Five  Powers. 

First,  on  Little  Ossipee  river,  in  the  southeast  part  of  the  town, 
''Nason  Falls '';  height,  60  feet;  length,  one-fourth  of  a  mile; 
width  of  the  river,  175  feet.  Improvements,  grist,  shingle  and  saw 
mills  on  each. 

■ 

Second,  three  miles  further  down  and  near  Limington  falls, 
"Chase's  Falls";  height  35  feet;  length  40  rods;  width  of  the 
river,  1*75  feet.   Improvements,  saw,  box  and  shingle  mills  on  each. 

Third,  on  "  Small's  Mill  Pond,"  at  the  outlet  of  Horn  pond ; 
length,  350  feet ;  width  30  feet ;  height  20  feet ;  saw  mill  and  grist 
mill. 

Fourth,  a  power  on  Salmon  brook ;  grist  mill  and  tannery. 

Fifth,  a  power  on  Kellick  pond ;  saw  mill,  clapboard  and  shingle 
machine. 

The  power  is  not  all  improved.  The  mills  on  the  river  work  all 
the  year ;  on  the  ponds,  nearly  all  the  year. 

Large  ponds  connected  with  the  stream,  which  can  be  converted 
into  reservoirs  at  little  expense.  Bee  page  *!*!.  Bocks,  granite, 
suitable  and  close  at  hand  for  building,  on  the  rivers. 

Market,  Portland. 

LnuNGTON-— York  County;  and  Standish — ^Cukberland  County. 
From  Retama  of  the  Boards  of  Selectmen. 

[See  alM  t<  limington,''  and  «  StRndiih."] 

Three  Powers. 

First,  "  Steep  Falls,"  at  the  northeast  comer  of  Limington,  four 
miles  below  the  rips  between  Baldwin  and  Limington,  on  the  Saco 
river ;  height,  40  feet  in  three-fourths  of  a  mile.  Biver  at  this  point 
160  feet  wide  and  10  feet  deep.  Improvement,  a  bor  machine, 
formerly  a  double  saw.    Two  million  feet  lumber  sawed  annually. 

If  the  volume  of  water  at  this  point  be  assumed  to  be  5,000  cubic 
feet  per  minute  less  than  at  Saco,  or  13,000  per  minute  for  the  24 
hours,  the  gross  power  day  and  night  due  to  40  feet  fall,  is  about 
1,000  horse  power,  40,000  spindles;  or  about  2,180  horse  power, 
87,200  spindles,  for  11  hours  a  day. 

22 
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Second,  **  Union  Falls/'  on  the  Saco  river,  in  the  close  vicinity 
of  Steep  faUs ;  height,  26  feet  in  80  rods ;  width  of  the  river,  200 
feet. 

The  power  at  this  point,  with  water  as  above,  is  650  horse  power 
gross,  day  and  night,  or  over  1,400  for  11  hours  a  day. 

Third,  "  Limington  Falls,''  one  mile  further  down ;  height,  65 
feet  in  one-third  of  a  mfle ;  width  of  the  river  250  feet.  Improve- 
ments, a  saw  mill,  a  box  machine  and  shingle  machine. 

The  estimated  power  on  this  fall  is  1,625  horse  power  gross  for 
24  hours,  or  3,540  horse  power  for  11  hours  a  day,  or  141,600 
spindles. 

Total  power  of  the  several  falls,  7,120  horse  power,  gross,  for 
11  hours  a  day,  or  284,000  spindles.  An  insignificant  portion 
of  the  power  is  now  used.  The  greater  part  of  it  can  be  put  to 
use  with  ease,  the  lay  of  the  land,  the  state  of  bottom  and  banks 
all  favoring  development. 

Kailroad  communication  with  Portland  is  confidently  looked  for. 


Lincoln — ^Penobsoot  County. 

From  Selectmen's  Betume. 
Seven  Powers. 

First,  Second  and  Third,  on  the  Mattanawcook  stream  at  and  near 
Lincoln  village,  and  all  within  one  mile  of  the  Penobscot  river.  Dams 
are  erected  on  two  of  these,  each  with  15  feet  head  and  fall ;  and 
the  same  head  and  fall  might  be  secured  upon  the  third  by  a  dam. 

The  power  is  used  only  in  part ;  grist  mill  and  cabinet  maker's 
shop  on  one  dam;  on  the  other,  saw,  clapboard,  shingle,  and 
carding  mills. 

There  are  four  lakes  upon  this  stream,  one  flowed  by  the  grist 
mill  dam,  and  covering  600  acres ;  the  others  flowed  by  reservoir 
dams  of  about  the  same  extent  of  flowage.  The  stream  is  exceed- 
ingly constant ;  freshets  harmless. 

Fourth,  a  fall  of  60  feet  in  the  first  60  rods  below  the  upper  and 
longest  lake  on  the  Mattanawcook  stream ;  not  improved  at  all. 

Fifth  and  Sixth,  on  the  Gambolasse  stream,  which  has  about 
half  the  capacity  of  the  former  stream ;  saw,  clapboard  and  shingle 
mill,  upon  one  dam ;  grist  mill  upon  the  other  dam,  with  a  reservoir 
dam  above.  This  stream  is  connected  with  several  large  ponds, 
and  is  very  constant. 

Seventh,  at  the  outlet  of  Second  Gold-Stream  pond,  dam  flows 
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both  lakes,  above,  eight  feet ;  saw  mill ;  lakes  have  an  area  of 
1.75  sqnare  miles. 

All  the  lakes  and  ponds  are  capable  of  great  improvement  as 
reservoirs.  Granite  abundant  in  the  form  of  boulders ;  ledges  of 
slaty  rock  suitable  for  building.  Basin  of  streams  nearly  all 
covered  with  woods. 

Market,  Bangor;  the  European  &  North  American  Railway 
crosses  the  Mattanawcook  between  the  mills.  Also  via  Penobscot 
river. 

LiNCOLNVILLE — ^WaLDO    CoUNTY. 

From  Selectmen's  Returns, 
Six  FowerB. 

First,  "Ducktrap  Palls,"  on  Ducktrap  stream,  the  outlet  of 
several  large  ponds.  Descent  of  the  stream  nearly  300  feet  in 
three  miles.  The  power  in  question  is  situated  about  20  rods 
above  Ducktrap  bridge,  and  40  rods  from  high  water  mark.  There 
is  now  a  wooden  dam  upon  it,  built  in  1852,  about  13  feet  high ; 
the  banks  of  the  stream  are  high,  and  the  dam  can  be  raised  to 
any  required  height,  "short  of  100  feet,"  at  comparatively  small 
expense. 

A  canal  could  be  made,  at  little  outlay,  to  conduct  the  water 
below  the  bridge,  where  factories  could  be  built  close  upon  tide 
water,  so  that  vessels  could  load  and  unload  by  their  immediate 
side.    The  harbor  receives  vessels  drawing  12  feet. 

Power  upon  this  river  within  two  miles  of  its  mouth,  with  feasi- 
ble improvement,  estimated  equal  to  75,000  spindles. 

Twenty-eight  hundred  acres  of  pond  surface,  all  within  a  few 
miles,  are  available  for  reservoir  purposes.  The  capacity  of  the 
ponds  could  be  greatly  increased  by  dams. 

One  grist  mill  on  this  power;  no  other  improvements;  the 
proprietor  will  give  the  privilege  outright  to  any  responsible  party 
who  will  improve  it.     Proprietor,  D.  Howe. 

Second,  a  power  on  the  McOobb  stream. 

Third,  a  power  at  the  outlet  of  Kendal  pond ;  stave  mill. 

Fourth,  a  power  at  Gould  pond ;  saw  mill. 

Fifth,  a  power  at  Andrews'  point,  owned  by  David  P.  Andrews ; 
a  saw  mill. 

Sixth,  a  power  at  Stetson's  pond ;  a  stave,  shingle  and  saw 
mill. 
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The  mflls,  on  the  greater  part  of  the  before  mentioned  powers, 
work  only  a  portion  of  the  year,  the  water  being  drawn  down  on 
account  of  flowage,  there  not  being  work  enough  for  the  mills,  at 
present,  to  pay  damage  for  flowing.  No  damage  ever  occurs  on 
the  stream  from  freshets ;  no  power  in  the  State  can  be  superior 
in  this  respect. 

Abundance  of  excellent  granite ;  and  the  best  lime,  the  Coleman 
white  lime,  in  the  market ;  also  abundant  clay  of  the  best  quali^ 
for  brick  at  tide  water ;  convenient  locations  for  mills. 

LiNNEUs — Aboostooe  Countt. 

Statement  of  P.  P.  Burleigh,  Esq. 
Four  Powers. 

First,  on  Either  brook ;  not  improved. 

Second,  on  Mill  brook ;  not  improved ;  will  operate  3  months. 

Third,  on  Beaver  brook,  in  the  southwest  part  of  the  town,  small 
pond  above,  flowed  by  a  dam ;  a  large  tract  of  bog  also  can  be 
flowed.    Unoccupied. 

Fourth,  on  Meduxnakeag  stream,  in  the  northwest  part  of  the 
town ;  quite  a  large  stream  ;  will  saw  six  months.     Unoccupied. 

Lisbon — Androscoggin  County. 

From  the  Statement  of  O.  G,  Moses,  Esq.,  of  BoUh,  and  the  Retttms 

of  ^  Selectmen  of  Lisbon. 
Eight  Powers. 

First,  **  Lisbon  Falls,"  on  the  Androscoggin  river,  in  the  south- 
east comer  of  the  town  of  Lisbon ;  11  miles  from  Lewiston,  1?  from 
Bath,  and  30  from  Portland. 

Height  and  Formation. — ^There  were,  originally,  two  falls  about 
900  feet  apart,  giving  together  a  natural  fall  of  31  feet  in  the  dis- 
tance of  1,800  feet,  which  fall  is  increased  by  the  elevation  of  the 
dam  to  33  feet. 

The  upper  fall,  just  below  which  the  dam  was  located^  is  foimed 
by  a  ledge  of  granite  making  directly  across  to  an  island  about  300 
feet  distant,  thence  to  the  opposite  shore,  650  feet  farther.  This 
ledge  extends  for  more  than  half  a  mile  down'  the  riv^r,  on  both 
sides,  giving  the  best  possible  foundation  for  manufiictiiring 
establishments. 

The  dam  is  in  two  sections,  each  resting  on  the  island.  It  is  built 
on  the  ledge  about  eight  feet  lower  than  the  brow  of  the  natural 
fall,  and  being  an  average  height  of  ten  feet,  raises  the  water  but 
two  feet  above  its  natural  level.    It  is  constructed  of  hewn  timber, 
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in  the  form  of  crib-work,  the  lower  tier  of  which  is  fitted  to  all  the 
irregularities  in  the  surface  of  the  ledge,  and  firmly  secured  with 
bolts.  The  cribs  are  filled  with  rock  ballast  and  covered  with  hard 
wood  plank.  The  whole  work  and  materials  were  designed  to  make 
it  equal  or  superior  to  any  dam  in  the  country  not  built  of  stone. 
It  is  believed  to  be  strong  enough  to  withstand  any  force  to  which 
it  may  be  subjected. 

Volume  of  WcUer. — Volume  in  the  dry  season  of  the  year, 
estimated  from  the  volume  at  Lewiston,  with  allowance  for  the 
additions  of  the  little  Androscoggin  and  Sabattus  rivers,  122,000 
cubic  feet  of  water  per  minute,  during  working  time  of  II  hours 
per  day,  six  days  in  the  week.  The  improvement  of  the  lakes,  by 
which  the  run  of  water  at  Lewiston  would  be  increased,  would 
operate  to  the  same  extent  in%favor  of  the  power  at  this  point. 
See  pages  83-86. 

Power, — Without  any  increase  as  above  named,  in  the  dry  sea- 
son, equal  to  7,623  horse  power,  gross,  or  305,000  spindles.  But 
a  trifling  amount  of  this  large  power  is  yet  in  use.  The  expense 
of  making  the  balance  available  has  been  pronounced,  by  competent 
engineers,  very  small,  compared  with  the  expenditure  at  other 
points  of  corresponding  importance  as  to  extent  of  power. 

Lay  of  the  Land. — Favorable  for  manufacturing  establishments, 
with  sufficient  room  for  using  the  whole  power.  The  surrounding 
territory  is  inhabited  by  farmers  who  furnish  abundance  of  produce 
for  the  support  of  a  large  population. 

Accessibility. — The  Androscoggin  Railroad  runs  through  the  land 
of  the  company,  giving  ample  conveniences  in  the  way  of  side 
tracks,  to  warehouses  for  storage  of  raw  materials,  fuel,  &c.,  and 
for  shipment  of  manufactured  goods  without  dray  age.  By  railroad 
Lisbon  Falls  is  30  minutes  from  Lewiston,  one  hour  from  Bath,  one 
and  a  half  hours  from  Portland,  and  six  hours  from  Boston.  Raw 
materials  and  manufactured  goods  can  be  transported  to  and  from 
the  mills  as  cheaply  as  from  other  interior  manufacturing  towns. 

Proprietorship. — The  power  is  owned  by  the  AndroscogginWater 
Power  Company,  Oliver  Moses,  President;  G.  0.  Moses,  Treasurer. 
This  company  also  own  the  real  estate  along  the  river,  the  toll 
bridge,  saw  and  grist  mill  on  the  lower  fall,  and  other  property  in 
the  vicinity. 

Improvements. — The  only  company  now  in  occupation  of  the 
power  is  the  Worumbo  Manufacturing  Company,  F.  Gutmann, 
Agent.     Incorporated  1864. 
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Capital  stock, $250,000 

Ntimber  of  mills, 2, — 10  sets  of  cards. 

Goods  manufactured, All-wool  beavers. 

Females  employed, YO 

Males  "  100 

Power  used, 160  horse. 

Wheels, 2  turbines. 

Buildings, Brick. 

T>     ,     X.  (  120,000  yards  6-4. 

Production  per  annum,     {  ^26,000  pounds  of  finished  cloth. 

Incidentals, — Building  materials  of  all  kinds  are  to  be  obtained 
in  the  immediate  vicinity  at  reasonable  cost.  The  Water-Power 
Company  own  two  saw  mills,  supplied  with  abundance  of  pine  and 
hemlock  from  the  surrounding  country.  Brick  of  excellent  quality 
are  made  upon  the  land  of  the  company.  Abundance  of  stone 
suitable  for  foundations  and  canal  walls  can  be  had  on  the  spot 
where  it  is  wanted.  The  village  is  yet  small,  but  growing,  and  a 
commendable  improvement  in  schools  and  churches  is  already 
manifest.  To  make  an  increased  supply  of  water  at  Lewiston 
available  at  this  point,  it  would  only  be  necessary  to  provide  means 
to  hold  back  the  water,  left  in  the  river  between  the  two  places  after 
close  of  work  at  Lewiston,  for  use  the  next  day,  as  the  arrange- 
ments there  would  of  course  be  complete  for  holding  all  the  water 
coming  down  to  that  point  in  the  night.  The  reservoir  above  the 
dam  at  Lisbon  falls  being  very  large,  but  slight  elevation  would 
be  requisite.  With  this  increase  the  power  would  be  nearly  double 
that  now  used  at  Lewiston,  and  would  support  a  population  of 
40,000  persons. 

Second  and  Third,  at  Factory  village,  on  Sabattus  river,  owned 
by  N.  W.  Farwell  of  Lewiston.  The  upper  one  has  a  fall  of  10 
feet ;  is  under  improvement ;  double  turbine  wheel ;  power  175 
horse.  Lower  fall  not  improved,  save  in  an  old  grist  and  saw  mill. 
Fall,  20  feet ;  power,  326  horse.  Stream  connected  with  the 
Great  Sabattus  pond ;  water  constant ;  freshets  not  destructive. 

Fourth,  at  Lisbon  plains,  on  the  same  river,  about  one-third  of  a 
mile  from  the  Androscoggin  river ;  20  feet  fall ;  imimproved ; 
owned  by  B.  Fams worth  and  others. 

Fifth,  about  one-fourth  mile  above ;  fall  12  feet ;  the  property  of 
the  Paper  Company;  mill  built  1866;  manufactures  one  and  a 
half  tons  newspaper  per  day ;  machinery  best  quality. 
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Sixth,  next  above,  the  property  of  the  Famsworth  Manufactur- 
ing Company ;  fall,  13  feet ;  woollen  mill,  built  1865 ;  first-claee 
machinery;  manufactures  30,000  yards  per  month  of  ''three- 
fourths  ^*  goods ;  spare  power  except  in  droutb. 

Seventh  and  Eighth,  on  Little  River  stream,  near  its  junction 
with  the  Androscoggin.    No  details. 

LrrcHnBLi>— Keknebko  County. 
From  Selectmen's  Returns. 

Sight  Powers,  or  Hore. 

First,  on  Patten  Mill  stream,  which  rises  in  swamps ;  a  saw 
mill ;  operates  six  months. 

Second,  Third,  Fourth  and  Fifth,  on  Potter  Mill  stream,  the 
outlet  of  Loon  pond ;  not  improved  by  reservoir  dams,  but  holds 
out  well  in  dry  seasons.  On  the  lower  dam  a  grist  mill ;  above  on 
the  other  dams,  are  carding,  shingle,  saw,  and  grist  mills.  The 
lower  privilege  is  a  good  one ;  12  feet  head  and  six  feet  fall. 

Sixth,  Seventh,  and  Eighth,  on  the  outlet  of  Purgatory  ponds, 
four  in  number,  which  cover  over  a  thousand  acres  and  drain 
three  thousand  acres.  A  dam  at  the  outlet  of  the  lower  pond, 
holds  back  a  part  of  the  surplus  water.  The  outlet  channel  might 
be  deepened  and  a  higher  dam  built  at  no  great  cost,  and  the 
power  rendered  available  all  the  year. 

The  upper  power  has  12  feet  head  and  six  feet  fall ;  saw  mill, 
200,000  feet  of  long  lumber,  and  a  shingle  machine  about  200,000 
shingles ;  grist  mill,  large  custom. 

The  lower  power  is  operated  by  E.  Plimpton  &  Sons,  in  the 
manufacture  of  forks  and  hoes ;  12  feet  head  and  four  feet  fall. 
The  machinery  is  run  from  October  to  July. 

Several  smaller  powers  in  town,  capable  of  operating  small 
machinery  a  portion  of  the  year. 

Littleton — Aboostook  County. 

From  Selectmen's  Returns, 
Several  Powers. 

Three  on  the  Big  brook,  "  several "  on  the  South  branch  of  the 
Meduxnakeag  river,  and  one  on  a  branch  thereof 

The  powers  on  Big  brook  are  each  sufficient  to  drive  a  saw  mill 
or  grist  mill  the  year  round.  Those  on  the  Meduxnakeag  "  can 
propel  any  amount  and  size  of  machineiy.'' 
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Only  one  of  the  powers  is  improyed ;  a  saw  mill  operates  part  of 
the  year,  for  local  and  settlers'  uses. 

The  Meduxnakeag  drains  a  large  area  of  country  and  is  ooii- 
nectcd  with  several  large  ponds ;  artificial  reservoirs  of  veiy  large 
capacity  can  be  cheaply  constmcted  on  Big  brook,  and  doubtless 
on  the  river  also.  Freshets  are  not  very  heavy ;  lay  of  the  land 
about  the  powers  most  excellent  for  mills  and  workshops ;  basin 
mostly  wooded. 

Market,  Houlton,  and  Bichmond  station. 


LrvERKORE — Andboscogoin  Oountt. 
From  the  Statement  of  HoUia  Turner,  Esq, 

[8m  alio  '*  BmI  LL^ennore  tad  IdTMaMffe."] 

Twelve  Powers. 

Five  on  a  stream  from  Long  pond. 

First,  a  saw  mill,  near  the  outlet ;  fall  nine  feet ;  square  inches 
of  water  in  use,  600. 

Second,  a  grist  mill,  below ;  fall  12  feet ;  300  square  inches  of 
water. 

Third,  pill-box  factory ;  fall  10  feet. 

Fourth,  rake-factory ;  fall  12  feet* 

Fifth,  saw  mill ;  15  feet  fall. 

On  a  stream,  from  Turner  pond,  are  two  powers,  improved; 
also,  three  unimproved,  as  follows : 

Sixth,  at  the  outlet,  unimproved ;  fall  eight  feet ;  capacity  1,200 
square  inches ;  ownership,  Hollis  Turner. 

Seventh,  a  short  distance  below,  a  grist  mill;  fall  16  feet; 
capacity  1,200  square  inches  of  water ;  Hollis  Turner;  centr^vent 
wheels. 

Eighth,  just  below,  various  saws  in  one  building ;  fall  nine  feet ; 
capacity,  2,500  square  inches;  ownership,  Lewiston  Company. 
This  mill  does  a  good  business  at  flood  of  water,  spring  and  fall. 

Ninth,  about  a  half  a  mile  below,  on  the  same  stream,  the  same 
company  own  another  water-power,  not  improved,  equal  to,  or 
better,  in  many  respects,  than  that  before  described. 

Tenth  and  Eleventh,  smaller  powers,  on  separate  streams;  a 
shingle  mill  on  each. 

Twelfth,  on  the  ^ame  stream,  upon  which  is  the  last  mentioned 
grist  mill;  opposite  the  mill  is  another  privilege  not  improved, 
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with  a  capacity  equal  to  that  of  the  grist  mill.   Ownership,  Hollis 
Turner. 


Long-Pond  Township — Somerset  County. 

Statement  of  J,  M.  Haynea,  Esq,,  of  Augusta,  and  HemUn  Whip- 
ple, Esq.,  of  Solon, 
Four  Powers. 

First,  on  the  Lower  Ohnrchill,  "  Lower  Churchill  Falls/'  40  rods 
from  lake,  10  feet  fall ;  dam ;  good  site. 

Second,  above,  good  site.    Ponds  above,  flowed  for- reservoirs. 

Third,  "  Parlin  Stream  Falls,"  on  Parlin  pond  outlet,  near  the 
line  of  the  town,  15  feet  fall.  Solid  ledge ;  land  favorable.  An 
excellent  privilege.  Paiiin  pond,  above,  covers  2.75  square  miles, 
and  has  been  flowed  five  feet  and  can  be  flowed  three  feet  more. 

Fourth,  at  the  outlet  of  Long  pond,  which  covers  eight,  square 
miles,  a  dam  giving  eight  feet  head.  Twenty  square  miles  of 
ponds  above  this  point  that  can  be  flowed  for  reservoirs.  See 
reservoirs,  middle  table,  page  95. 

LovELL — Oxford  County. 

From  (ke  Statement  of  the  Selectmen. 
Six  Fowers. 

First,  "  Lovell  Village/'  on  Kezar  river ;  an  excellent  privilege ; 
numerous  sawd  and  a  grist  mill  with  four  sets  of  stones.  Water 
more  than  abundant  through  the  year.  Fall  15  feet;  width  of 
stream  at  dam,  100.    Power  not  all  improved. 

Second,  Alder-brook  privilege  at  "Number  Four/'  10-acre 
pond ;  a  superior  power  for  one  of  its  capacity,  can  furnish  an 
ordinary  power  aU  the  year.  Fall  eight  feet ;  carriage,  gun,  plan- 
ing and  turning  machines.    Power  not  wholly  improved. 

Third,  "Kezar  Palls/'  on  Kezar  river;  fall  20  feet,  nearly  per- 
pendicular ;  entirely  unoccupied. 

Fourth,  at  "  Slab  City;"  Heald's  pond  the  reservoir,  30  acres; 
grist,  saw,  and  stave  mUls,  run  all  the  year. 

Fifth, ' '  Succor  Brook ;"  small  pond ;  can  run  in  spring  and  fiJl ; 
saw  mill. 

Sixth,  at  outlet  of  Andrew's  pond,  "Cushman's  Mills";  stare 
and  shingle. 
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''Lovell  Village''  is  fed  by  the  ponds  called  Five  Eezars.  See 
Part  II,  page  11. 

Bock  abundant  for  building  purposes.  Lay  of  the  land  con- 
venient.   The  power  is  as  a  whole  comparatively  undeveloped. 

Market^  at  home.  Nothing  is  carried  beyond  a  circuit  of  15 
miles. 

LowBLL— Pkkobscot  Cotott. 

From  Selectmen's  Betuma. 
Ten  Powers. 

First,  on  Passadumkeag  river,  ''Passadumkeag  Bips,'^  16  feet 
fall ;  not  improved. 

Second,  on  Passadumkeag  river,  "Little  Falls,''  16  feet  fall. 
Improvements,  "  Lord's  Mill"  and  "Webb  &  Co.'s  tannery."  Pall 
extends  one  mile ;  dam  has  12  feet  head. 

Third,  on  Passadumkeag  river,  "  High  Ledge,"  9  feet  fall ;  not 
improved. 

Fourth,  on  Passadumkeag  river,  "  Lightning  Bips,"  1  feet  fall; 
not  improved. 

Fifth,  on  Eskutassis  stream,  "  Yamey's  MiUs,"  fall  14  feet ;  mill 
not  now  in  use. 

Sixth,  "  Porter's  Grist  Mill,"  fall  10  feet ;  grist  mill  and  shingle 
machine. 

Seventh,  "  Porter's  Saw  Mill,"  faU  10  feet. 

Eighth,  "  Woodman's  Mill,"  10  feet  fall;  mill  not  now  in  use; 
"mill  and  dam  both  run  down." 

Ninth  and  Tenth,  sites,  unoccupied. 

The  total  fall  on  Eskutassis  stream  is  70  to  80  feet  in  four  and  a 
half  miles ;  total  fall  on  the  Passadumkeag  not  known. 

No  estimate  of  the  power  has  ever  been  made  by  accurate 
measurement. 

Each  power  on  the  Passadumkeag  will  run  four  saws  through  the 
whole  sawing  season.  Those  on  the  Eskutassis  will  run  one  saw 
four  months  of  the  year.  The  grist  mill  and  tannery  woik  all  the 
year ;  machinery  not  of  the  best  construction. 

The  capacity  of  both  streams  can  be  greatly  increased  by  the  use 
of  the  connected  lakes  for  reservoirs.     See  Part  II,  page  lOT. 

Granite  abundant  for  all  building  purposes ;  the  leading  rock, 
slate.  Lay  of  the  land  about  the  sites,  level  and  good  ;  99  hund- 
redths of  the  basin  of  the  Passadumkeag  covered  with  forests ; 
annual  product  about  $100,000. 
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Market,  Bangor,  by  county  road  to.  Paseadamkeag,  thence  by 
boat  to  Oldtown,  and  by  railroad  to  Bangor ;  or  by  rafts  direct 
from  Lord's  mill  to  Bangor,  by  the  river. 


Lowell  TowNSHnF — Somerset  County. 

Statement  of  Eeman  Whipple,  Esq,,  of  Solon. 

Several  Powers. 

First,  "  Lowell  Falls,''  on  Moose  river,  a  mfle  from  the  town  line, 
30  feet  fall  in  60  rods.  Most  excellent  site  for  dam  and  mills ; 
ledge  bottom  and  banks;  dam  would  make  considerable  dead 
water  above. 

Second,  above,  about  midway  the  town,  50  feet  fall  in  about  a 
mile.    Hard  bottom,  good  banks. 

Ponds  in  the  Gore  above  which  can  be  made  reservoirs ;  also  in 
the  township. 

Good  sites  on  the  "Upper  Gulf  Stream.''  Little  ponds  above, 
which  can  be  danmied. 


LUBEC — WASmNGTON   CoUNTT. 

Statement  of  E.  A.  Davis,  Esq. 
Eight  Powers. 

First,  at  West  Lubec,  a  tide  saw  mill. 

Second,  on  the  tributary  to  the  pond  of  the  above,  formerly  lath 
and  box  mills ;  now  unoccupied ;  will  run  eight  months  in  the  year. 

Third  and  Fourth,  on  McDaniel's  stream ;  unoccupied ;  formerly 
operated  saw  mills. 

Fifth,  at  the  mouth  of  the  same  stream,  a  dam,  not  now  used. 

Sixth  and  Seventh,  near  West  Quoddy  head,  sufficient  to  carry 
a  saw  mill  each. 

Eighth,  at  "  Lubec  Mills,"  a  tide  power,  formerly  plaster  mills ; 
the  largest  power  in  town ;  pond  over  100  acres ;  head  about  16 
feet.  "  Power  here,  100  horse,  and  the  others  combined  as  much 
more." 

Ludlow-^Aboostook  County. 

Selectmen's  Statement. 
One  Power. 

One  small  power  on  Small's  mill  brook ;  a  saw  mill  that  works 
fall  and  spring  and  during  occasional  seasons  of  high  water. 
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Lyman — ^Yobk  Oouwtt. 

fitefemcnl  0/  J^.  -ff.  Tripp,  Esq. 
Eight  Powers. 

First,  "  Goodwin's  Mills,"  on  Wadlin-pond  stream,  saw  and  two 
grist  mills,  shingle  machine,  etc.  Operate  all  the  year,  in  part. 
Pond  covers  0.35  square  miles,  flowed  10  feet,  can  be  raised  more 
at  some  expense,  covering  a  large  tract  of  land. 

Second,  two  miles  above,  a  shingle  machine. 

Third,  at  the  outlet  of  the  pond,  saw  mill. 

Fourth  and  Fifth,  on  the  southern  outlet  of  Kennebunk  pond ; 
one  formerly  used ;  mill  burned ;  both  good  privileges ;  five  feet 
fall  each. 

Sixth,  on  the  northern  outlet  of  the  pond,  various  mills ;  operate 
two-thirds  of  the  year  on  both  outlets.  Kennebunk  pond  covers 
0.60  square  miles,  and  is  flowed  four  feet. 

Seventh,  one  and  one-half  mile  below  the  point  of  junction  of 
the  outlets,  five  feet  fall ;  saw  mill. 

Eighth,  a  mile  below ;  fall  six  feet ;  mills  going  up. 

Ltndon — Aboostook  County. 
From  the  Statemeni  of  J.  B.  Hayes,  Esq. 

Seven  Powers. 

Four,  upon  Caribou  stream,  at  Caribou  village,  and  within  half 
a  mile  of  its  moutli.    Height  of  the  series,  50  feet. 

First,  (upper)  saw,  clapboard  and  lath  machine. 

Second,  grist  mill,  three  runs  of  stones,  operates  all  the  year ; 
planing  mill. 

Third,  unoccupied  at  present;  privilege  sold  and  a  woollen 
factory  to  be  erected  next  season. 

Fourth,  very  good;  dilapidated  grist  mill,  unused;  shingle 
machine  in  operation  part  of  the  year. 

Very  small  proportion  of  the  power  now  used ;  the  grist  mill 
alone  now  operates  all  the  year ;  the  others  might  so  far  as  regards 
supply  of  water.  The  stream  is  connected  with  only  one  pond  1.5 
by  0.5  miles  in  extent.  On  one  branch  a  small  artificial  reservoir 
might  be  constructed ;  on  the  other  a  very  large  one.  The  basin 
of  the  river  is  large  and  lies  in  easy  swells,  consequently  freshets 
are  neither  high  nor  sudden;  no  damage  from  high  water  for 
twenty  years.  By  means  of  artificial  reservoirs  a  great  amount  of 
machinery  might  be  run  all  the  year. 
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XTnderlying  rocks,  a  miztmre  of  slate  and  lime,  not  suitable  for 
building  purposes,  yet  the  bed  of  the  stream  and  the  banks,  (which 
are  all  solid  ledge,)  endure  aqueous  and  atmospheric  action  per- 
sistently. The  slate  stands  fire  well  also.  The  lay  of  the  land 
about  the  fklls,  the  very  best  possible  for  the  location  of  mills, 
shops,  etc. 

Seren-eighths  of  the  basin  of  the  stream  are  covered  with  woods. 
"  Climate  rendered  singularly  humid  by  the  lakes  and  surrounding 
rivers  and  adjacent  high  ridges  of  land.'' 

Influence  of  the  improvement  of  the  power  upon  the  town  vety 
great.  A  thriving  and  beautiful  village  has  sprung  up  within  the 
last  four  years ;  several  buildings  now  going  up ;  a  church  erecting 
to  cost  $2,500,  "  all  paid  for  in  advance  by  ourselves."  An  Academy 
in  contemplation. 

Market,  Tobique,  on  the  St.  John  river,  15  miles,  thence  by  river 
to  the  seaboard,  or  by  State  road  to  Houlton ;  thence  to  Bangor 
by  said  road ;  or  by  St.  Andrews  Railroad,  to  the  ocean.  Trade 
mostly  by  the  latter. 

Fifth,  Sixth  and  Seventh,  upon  brooks,  operating  a  saw  mill 
each,  about  half  the  year. 

MAcmAs — WAsmNOTON  County. 
From  (he  Statement  o/H,  L.  Hill,  Esq, — Endorsed  by  the  Selectmen, 

Pour  Powers. 

The  water-power  in  this  town  consists  of  a  series  of  fells  on  the 
Machias  river,  naturally  divided  into  four  general  privileges,  each 
containing  from  one  to  three  special  privileges,  or  ownerships ;  and 
a  dam  thrown  entirely  across  the  river  a  distance  of  130  rods  up 
from  the  lower  falls,  making  a  second  fall,  12  feet  6  inches,  from 
the  sur&ce  of  the  lower  pond. 

These  privileges  are  located  at  the  head  of  navigation,  six  miles 
from  the  river's  mouth  and  three  miles  above  its  junction  with  the 
East  Machias  rixer.  The  difference  of  level  from  high  water  at 
average  tides,  to  sur&ce  of  lower  pond,  is  20  feet  6  inches.  The 
fidl  is  distributed  as  follows :  the  fall  at  upper  dam,  12  feet  6  inches; 
&11  at  extreme  lower  falls,  where  about  one-half  the  lower  machinery 
is  located,  20  feet  6  inches ;  the  remaining  one-half  a  fall  of  15  feet. 
There  is  a  canal  from  the  upper  dam,  running  parallel  to  the  river 
bank,  a  distance  of  60  rods,  upon  which  are  a  planing  mill,  and 
sash,  door  and  blind  factory.    The  embankment  of  this  canal  is 
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lower  than  the  dam,  but  the  conformation  of  the  river  bank  is  snch 
that  two-thirds  its  length  may  be  raised  to  the  same  level  as  the 
dam,  thereby  making  the  fall. from  the  canal  eqnal  to  that  from  the 
npper  pond. 

The  vojume  of  the  river  at  lowest  run,  is  15,000  cnbic  feet  per 
minute,  which,  with  the  use  of  wheels  that  will  give  70  per  cent, 
of  the  theoretic  power  of  water,  yield  630  horse-power ;  the  gross 
power  is  about  937  horse.  The  whole  amount  of  long  lumber  and 
laths  sawed  in  1866  by  water-power,  (allowing  500  feet  cut  surfiioe 
per  1000  laths,)  was  38,266,000  feet,  allowing  that  amount  of 
work  to  be  done  in  182  days  of  10  hours  each,  (which  is  maximum 
length  of  sawing  season,)  requires  350  horse-power.  Allow  for 
driving  grist,  carding,  and  planing  mills,  and  sash,  door  and  blind 
factory,  50  horse-power,  makes  an  aggregate  of  400  horse-power, 
leaving  a  balance  of  230  horse-power  for  the  182  days,  and  the 
whole  power  the  balance  of  the  year  surplus. 

It  is  not  to  be  understood  that  there  is  a  surplus  of  power  dur- 
ing all  the  working  season,  as  the  wheels  in  use  are  not  generally 
of  the  best  construction  for  economizing  power,  nor  has  full 
advantage  been  taken  of  the  fall  in  their  location.  The  wheels  in 
use  are  all  of  the  turbine  class,  i:epresenting  (comparatively)  a 
large  variety  of  style,  amongst  which  are  the  Perry,  Steams, 
Union,  Close  &  Bider  wheels ;  the  last  two  being  considered  best. 

The  power  is  owned  in  town. 

For  reservoirs  tributary  to  this  power,  see  Part  II,  page  132, 
second  table. 

No  material  damage  of  property  caused  by  freshets ;  total  range 
from  high  to  low  water,  eight  feet. 

Extreme  low  water  prevails  one-sixth  of  the  year ;  extreme  high 
water,  one-twelfth ;  the  balance  of  the  year  the  volume  is  from  two 
to  three  times  the  before  given  estimate.  The  outcropping  and 
underlying  rocks  are  trap,  but  there  is  an  extensive  granite  quarry 
within  three  miles  of  the  falls.  The  lay  of  the  land  in  reference  to 
the  erection  of  mills  and  workshops,  is  favorably. 

Total  length  of  the  river  is  70  miles,  draining  15  towns  and 
townships,  eight  of  which,  except  locally,  are  still  entirely  covered 
by  forest,  from  which  an  average  of  40,000,000  feet  of  lumber  are 
taken  per  annum ;  a  bountiful  supply  still  remains.  The  residue 
of  towns  and  townships  also  retain  upon  their  surface  a  large 
portion  of  forest. 
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Annual  export,  by  sea,  to  Boston,  New  York,  the  West  Indies 
and  South  America,  $660,000  worth  of  lumber.  This  amount 
shows  no  failing  oflF  from  former  years,  either  in  total  annual 
product  or  value,  but  rather  an  increase.  Vessels  of  600  tons 
burthen  lie  at  the  lower  falls  with  full  cargo. 

Within  the  last  17  years  the  capacity  of  the  town  to  accommo- 
date its  growing  population  has  been  increased  three-fiflhs,  yet  the 
demand  for  tenements  is  greater  than  ever  before ;  our  mechanics 
and  laborers  are  constantly  employed,  and  our  business  men  invite 
capitalists  to  unite  with  them  in  opening  new  avenues  of  industry. 

Maohiasport — ^WAsmNOTON  County.  * 

Selectmen's  Statement, 
There  is  no  water-power  in  this  town. 

Madawasea — Aroostook  County. 
One  Power. 

A  grist  mill  and  saw  mill  on  a  stream  tributary  to  the  St.  John 
river. 

Madison — Somerset  County.  ^ 

From  Selectmen's  Returns. 

[See  also  **  Aneon  and  Madiaon,''] 

five  Powers. 

Five  dams  upon  the  outlet  of  Madison  pond,  furnishing  a  fall  of 
50  feet  within  a  running  distance  of  one  mile  from  the  outlet. 

For  half  the  year  the  pond  would  supply  1,000  inches  of  water; 
the  remaining  part  of  the  year  it  would  average  300  inches  for  10 
hours  per  day. 

One  fall  of  10  feet  is  not  improved.  '  Two  saw,  four  shingle,  and 
two  grist  mills,  one  sash  and  blind  factory,  several  lath  machines, 
and  a  tannery  in  operation. 

The  grist  mill  and  sash  and  blind  factory  operate  nearly  all  the 
year ;  the  shingle  mills  run  over  three-fourths  of  the  time ;  saw 
mills  run  about  three-fourths  of  the  time.  Machinery  good; 
Gould  wheels. 

Madison  pond  contains  2,000  acres,  flowed  six  feet  by  a  dam  at 
the  outlet.  Freshets  are  controlled,  stream  is  perfectly  safe  and 
very  constant.  Bocks  about  the  falls,  hard  slate.  Market,  for 
the  products  of  the  mills,  Skowhegan  depot,  six  miles  distant,  by 
road. 
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Madbid — ^Fravkun  County. 

From  Selectmen's  Returns. 
Five  Powers. 

First,  on  the  west  branch  of  Sandy  river;  grist,  and  varioos 
mills ;  fall  seven  feet.  Power  in  the  drouth  of  smmner  or  in  the 
dead  of  winter,  is  now  scarcely  sufficient  to  cany  more  than  one 
run  of  burr  stoties.  Stream  rises  in  several  ponds,  500  acres,  near 
Saddleback  mountain,  whose  storage  capacity  might  be  doubled 
by  dams.  Seven-eighths  of  the  basin  of  the  stream  covered  witii 
forest. 

Second,  on  the  Perham  stream ;  various  saws ;  the  head  is  pro- 
duced solely  by  the  dam.  No  chance  for  artificial  reservoirs.  Mills 
run  three  months,  and  cut  300,000  of  lumber.  Nineteen-twentieths 
of  the  basin  of  the  stream  covered  with  forest,  a  large  part  of  which 
is  spruce. 

Third,  on  the  Oberton  stream,  "Great  Falls";  unoccupied ;  fall 
100  feet  in  10  rods.  Volume  of  water  small, — ^would  in  a  drouth 
all  run  through  a  spout  less  than  10  inches  square,  without  head. 
The  entire  basin  of  the  stream  is  an  unbroken  wilderness.  A  good 
location  for  a  lumber  mill,  and  about  11  miles  from  Phillips  village. 
An  artificial  reservoir,  50  acres,  might  be  constructed  on  this  stream 
at  small  cost. 

Fourth,  on  the  Sargent  stream ;  unoccupied ;  volume  of  water 
smaller  than  the  last  mentioned ;  fall  about  eight  feet.  No  chance 
for  artificial  reservoirs. 

Fifkh,  various  saws,  above ;  seven-eighths  of  the  basin  of  the 
stream  wooded. 

So  steep  are  the  water  declivities  in  this  town,  that  a  head  of 
water  might  easily  be  raised  almost  anywhere  on  the  streams, 
sufficient  to  carry  a  saw  mill  or  other  machinery.  The  volume  of 
water  in  all  the  streams  varies  greatly  from  lowest  to  highest  water. 

Old-fashioned  flutter  wheels.  Each  of  the  three  saw  mills  cuts 
200,000  feet  of  boards  per  year.  With  improved  machinery,  they 
might  do  double  the  amount.     Rock,  the  coarsest  granite. 

Makcheoter — ^Keknbbec  Ooxjntt. 
From  Selectmen's  Behims, 

Three  Powers,  or  More. 

First,  in  the  north  part  of  the  town,  saw  mill,  two  months ; 
80,000  feet. 
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Second,  near  centre  of  town ;  carriage  factory ;  overshot  wheel, 
circular  saw  and  other  machinery. 

Third,  on  the  Oobbosseecontee  river.  An  excellent  dam  across 
the  stream,  a  few  rods  below  the  ontlet.  This  wonld,  undoubtedly 
be  a  valuable  power,  holding  as  it  does  such  large  reservoirs  of 
water.     See  page  97,  second  Table. 

"  Several  small  streams  could  be  made  usefhl  in  driving  machinery 
for  a  portion  of  the  time,  by  forming  ponds  and  reservoirs ;  they 
are  all  of  very  gradual  descent,  without  any  very  considerable  falls 
or  rapids." 

Maplkton  Plantation — Aroostook  Cotjnty. 
From  Assessors^  Betums  and  a  Plan  of  the  Streams. 

Three  Powers. 

First,  on  the  Presque  Isle  stream,  about  midway  its  course  in 
the  township,  a  rapid,  ten  feet  fall  might  be  had,  a  valuable  privi- 
lege ;  unoccupied. 

Second,  two  miles  above,  "  BalPs  Mills,"  10  feet  fall,  saw  mill ; 
3,000  feet  of  boards,  10,000  shingles,  and  1,500  clapboards  per 
day ;  operates  nine  months  per  year ;  abundant  lumber  in  the 
vicinity. 

Third,  on  a  brook  tributary  to  the  Presque-Isle  stream,  would 
operate  part  of  the  year. 

Market,  Presque  Isle,  by  road. 

Maria viLLE — ^Hancogk  County. 

From  Selectmen's  Betums, 
Five  Powers, 

First  and  Second,  on  West  brook,  one  improved  in  tannery  and 
saw  mill ;  the  other,  in  saw  mill  and  shingle  mill. 

Third,  on  East  brook,  saw  mill. 

Fourth,  on  Hopkins'  brook,  saw  mill  and  shingle  mill. 

Fifth,  on  the  west  branch  of  Union  river ;  unimproved. 

West  brook  is  connected  with  two  quite  large  ponds;  their 
capacity  can  be  much  increased. 

Market,  Bangor,  20  miles ;  Ellsworth,  13  miles,  by  road. 

Marion — WAsmNOTON  Ootintt. 

From  Selectmen's  Betwms, 
Nine  Powers. 

First,  on  the  Cathance  river ;  10  feet  head ;  saw  and  lath  mill, 
28 
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old  wooden  machinery;  600,000  long  lumber  per  year.  With 
improved  machinery,  would  yield  four-fold.  Owned  by  T.  W. 
Allan  &  Son  of  Denny sville. 

Second,  three-quarters  of  a  mile  above ;  rips  of  10  feet  fall ; 
unimproved.    Owned  by  John  Smith  of  Dennysville. 

Third,  '^  Lath  Mill  Dam,"  one-quarter  of  a  mile  above ;  head 
13  feet ;  natural  privilege — scarce  any  dam  needed ;  shingle  millB 
and  lath  mills.     Owned  by  Allan  &  Smith. 

Fourth,  "  Saw  Mill  Dam,"  10  rods  above ;  nine  feet  head ;  saw 
mill ;  owned  by  T.  W.  Allan  of  Dennysville. 

Fifth,  Sixth,  etc.,  on  Clifford's  stream,  on  which  are  G.Ye  falls  or 
pitches,  with  no  lakes  or  ponds  above.  A  chance  to  flow  a  small 
pond  at  each  fall.     Stream  exceedingly  variable. 

The  falls  on  Clifford's  stream  with  improvements  and  modem 
machinery,  would  run  mills  two-thirds  of  the  time. 

The  Cathance  stream  is  the  outlet  of  Cathance  lake,  which 
covers  seven  square  miles.  There  is  a  dam  at  the  outlet  which, 
holds  in  check  six  feet  depth  of  water,  so  that  the  powers  are 
comparatively  constant,  and  may  be  rendered  still  more  so. 

Marshfield — WAsmNOTON  County. 

From  Selectmen's  Betuma, 
Eight  Powers. 

On  Marshfield  stream ;  from  the  tide  two  miles  by  the  county 
road  to  Mark  Longfellow's  lake. 

At  the  different  mills  the  head  and  fall  are  from  seven  to  ten 
feet.  The  power  is  only  partially  improved,  in  saw  lath  and  grist 
mills,  flour  mill  and  carding  machine  ;  the  grist  mill  alone  operates 
all  the  year;  wheels  mostly  old  style;  some,  Stearns'  cistern 
wheel. 

The  stream  is  connected  with  four  ponds;  one  a  mile  long, 
which  flows  a  large  body  of  water.  The  power,  if  improved 
.properly,  would  furnish  abundant  water  all  the  year;  slight 
damage  from  freshets.  The  best  of  granite;  lay  of  the  land 
convenient. 

Market,  Machias,  by  land  or  sea. 

The  privilege  at  T.  B.  Getchell's  mill,  at  the  outlet  of  the  lake, 
is  a  good  site  for. a  woollen  factory  or  other  machinery. 
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Mars  Hill — Aroostook  County. 

Statement  of  H,  0.  Perry ^  Esq. 
Several  Powers. 

The  Presque  Isle  of  the  St.  John  runs  three  miles  in  this  town 
and  is  a  rapid  stream  in  the  whole  distance.  Abundant  water  the 
year  round  to  run  a  large  factory.  Artificial  reservoirs  are  feasible, 
but  there  are  no  lakes  or  ponds. 

The  privilege  that  could  be  at  present  most  advantageously  im- 
proved is  near  the  stage  road.  At  least  12  feet  fall.  Rocky  bottom 
and  good  banks ;  a  privilege  that  can  be  readily  and  cheaply 
improved! 

There  are  several  other  sites  that  can  be  developed  without  dif- 
ficulty. 

Two  sites  on  the  Rocky  brook,  both  improved,  saw  mills,  lath 
mill,  planing  machine,  etc. 

A  grist  mill  is  very  much  needed ;  the  proprietors  of  the  privi- 
lege near  the  road  will  give  the  site  and  land  adjacent  to  any  party 
who  will  build  and  carry  on  a  really  good  mill  of  this  sort.  Citizens 
also  will  cooperate  substantially.  A  woollen  mill  also  will  do  well; 
vast  quantities  of  wool,  and  good  market  for  the  manufactured 
goods. 

Masardis — Aroostook  County. 

From  Selectmen's  Betums. 
Three  Powers. 

First,  "  Reed  &  Clayton's  Privilege,"  on  the  Masardis  stream,  a 
branch  of  the  Aroostook  river,  ten  feet  head  above  low  water  mark. 

Second,  "Trafton's  Privilege,"  on  Squawpan  stream ;  Squawpan 
lake  is  ten  miles  long,  and  can  be  flowed  three  feet  by  a  dam,  form- 
ing a  great  reservoir. 

Third,  " Clayton's  Privilege,"  on  the  Aroostook  river.  "Pall 
sufficient  for  any  machinery." 

No  improvement  of  any  kind.  No  mills  of  any  sort  in  the  town, 
except  a  circular  saw  on  a  little  brook  for  sawing  sash  and  other 
small  stuff.  "Sum  of  power  unknown,  but  it  is  very  great;" 
Water  abundant  and  constant. 

Nearly  all  the  lakes  and  ponds  on  the  Aroostook  and  tributaries 
above  this  point,  can  be  dammed  and  a  vast  body  of  water  held  in 
reserve,  including  the  Milliiiokett,  Little  Millinokett,  Mooseleuk, 
Sapompeag  and  other  considerable  lakes.    See  Part  II,  page  124. 
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Masok — Oxford  County. 

From  Selec(men*8  SUUemerU. 
Four  Powers. 

All  upon  Reasant  river ;  chief  Mi,  35  feet  in  20  rods.  Grist, 
saw,  and  two  skingle  mills ;  operate  all  the  year  on  the  largest  fall ; 
on  the  others,  six  months ;  centre-vent  and  Rose  wheels. 

No  lakes  or  ponds.  No  artificial  reservoirs  feasible.  Basin  seven- 
eighths  covered  with  woods. 

Market,  Portland,  by  Grand  Trunk  Railroad. 

MATiincus  Plantation — Knox  County. 

Statement  of  (he  Assessors, 

This  is  an  island  at  the  mouth  of  Penobscot  bay,  800  acres  in 
extent ;  has  no  water-power,  but  fish  innumerable  in  the  surround- 
ing sea;  natural  cranberry  meadows,  and  a  glorious  prospect. 
There  could  be  no  finer  summer  resort. 

Mattawamksaq — Penobscot  Countit. 
From  the  Statement  of  Oeorge  W.  Smith,  Esq. 

[Sm  alM  "MftttawunkMg  and  Winn."] 

Seven  Powers. 

First,  "  Slugunda  Falls,"  on  the  Mattawamkeag  river,  above  the 
mouth  of  the  Gordon  brook.    A  dam  is  built  to  facilitate  the  driving 

of  logs. 

Second,  "  Scataract  Falls,"  about  a  mile  above.  A  dam  is  built 
part  way  across  the  river  for  log-driving  purposes. 

Third,  a  short  distance  above,  a  mill  privilege,  no  improvement. 

Fourth,  above,  a  short  distance  below  the  mouth  of  Whitten 
brook,  "  Ledge  Falls,"  no  improvement. 

Fifth,  above,  and  a  short  distance  above  the  mo6th  of  said  brook, 
a  mill  privilege     No  improvement.    Ledge  bottom. 

The  rise  from  Gordon  brook  to  Mattagordus  stream  on  the  line 
of  the  European  &  North  American  Railway  is  70  feet,  and  this 
amount  of  fall  is  to  be  distributed,  as  is  presumed,  amongst  the 
powers  above  noted,  and  the  "  Jimsketticook  Falls"  in  Indepen- 
dence Plantation. 

The  Mattawamkeag  here  drains  about  1,200  square  miles,  is  a 
comparatively  constant  stream,  and  can  be  made  by  the  use  of 
reservoirs  to  fUmish  a  vast  amount  of  power  at  low  run. 

The  several  falls  are  nearly  all  underlaid  with  ledge,  so  that  stone 
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dams  could  be  built  for  iudeiSuite  duration.  The  lay  of  the  land 
about  the  several  falls  is  excellent  for  the  location  of  milljs  and  work 
shops. 

Sixth,  on  Mattaceunk  stream,  just  below  ihe  military  road,  saw 
mill,  which  operates  half  of  the  year. 

Seventh,  on  Mattaceunk  stream,  just  above  the  military  road. 
No  improvement. 

Tenth,  two  miles  above,  no  improvement. 

Mattaceunk  pond  covers  2.50  to  3  square  miles,  is  fed  by  a  large 
tributary  country,  is  dammed  10  feet,  "  could  be  14  or  16  feet," 
and  thus  forms  a  capacious  and  valuable  reservoir.  See  Part  II, 
page  108,  for  reservoirs  of  the  Mattawamkeag. 

The  country  all  about  is  nearly  covered  with  woods,  and  vast 
amounts  of  lumber  remain  to  be  worked  up. 

Market,  Oldtown  and  Bangor,  by  road ;  and  by  the  river, 
"running  lumber  in  rafts,  or  singly  by  the  log." 

Mattawamkeag  and  Winn — Penobscot  County. 

From  the  Statement  offhe  Selectmen  of  Winn,  and  of  George  W. 

SmiOif  Esq,,  of  Mattawamkeag. 

[Seea]ao  "Mattawamkeag,"  and  "Winn.''] 

Two  Powers. 

The  "Gordon  Falls"  extend  for  a  considerable  distance  along  the 
Mattawamkeag  river,  which  at  this  point  crosses  the  town  lines 
four  different  times.  The  total  rise  between  Mattakeunk  stream 
and  Gordon  brook  on  the  line  of  the  European  &  North  American 
Railway  is  32  feet,  and  this  fall,  it  is  presumed,  is  available  on  the 
river  also  and  constitutes  the  Gordon  falls. 

First,  "Lower  Pitch,"  where  the  river  for  the  second  time  passes 
into  Winn  from  Mattawamkeag;  a  dam  has  been  constructed  at 
this  point  to  facilitate  the  driving  of  logs. 

Second,  "  Upper  Pitch,"  at  the  point  where  the  river  first  passes 
from  Winn  into  Mattawamkeag.    No  improvement. 

For  reservoirs,  see  Part  II,  page  108. 

Eiver  underlaid  with  ledge,  lay  of  the  land  favorable  for  the  es- 
tablishment of  mills  and  workshops. 
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Maxpield — Penobscot  County. 

From  Selectmen's  Returns. 
Three  Powers. 

First,  "Mcintosh's  Falls/'  on  the  Rscataquis  river;  height,  eight 
feet  in  20  rods.     No  improvement. 

Second,  "  Whitney's  Falls,"  on  the  Piscataquis  river;  height, 
eight  feet  in  20  rods.     No  improvement. 

The  enormous  development  of  which  these  powers  are  capable 
by  the  use  of  reservoirs,  may  be  seen  upon  reference  to  Part  II, 
page  lOT. 

Third,  a  power  on  Hardy  brook,  fed  by  a  lake.    No  improvement. 

Market,  Oldtown  and  Bangor,  by  road  and  river. 

Mayfield — Somerset  County. 

Selectmen's  Statement, 
Five  Powers. 

First,  operating  a  saw  and  shingle  mill  four  months  yearly,  in 
the  southeast  part  of  the  town. 

Second,  shingle  and  lath  mill  in  the  southwest  part  of  the  town, 
operates  four  months. 

Third,  Fourth  and  Fifth,  good  mill-sites  on  the  Austin  stream,  in 
the  northwest  part  of  the  town.  Unoccupied.  Stream  fed  by  four 
ponds,  whose  area  is,  all  together,  three  square  miles,  all  of  which 
can  be  flowed  for  reservoirs. 

Maysvtlle — Aroostook  County. 
From  the  Statement  of  Solomon  Parsons,  Esq.,  of  Bangor. 

Two  Powers. 

First,  on  the  Presque  Isle  river,  three-quarters  mile  below  the 
mills  at  Presque  Isle,  ledge  on  one  side,  gravel  bank  on  the  other, 
power  sufficient  for  a  factory,  saw  mill  or  grist  mill.  In  freshet 
flows  back  to  the  Presque  Isle  mills.  Some  back  water  from  the 
Aroostook  for  a  few  days  in  high  freshets.  Privilege  formerly  im- 
proved, not  now  in  use.  It  is  an  excellent  location  for  a  woollen 
factory,  also  for  shingle  machines  for  sawing  cedar,  which  may 
easily  be  run  down  the  Aroostook,  and  taken  in  rafts  to  the 
machines. 

Second,  on  a  brook,  fails  in  drouths,  and  is  stopped  by  back 
water  in  moderate  rises  of  the  Aroostook,  "  Kennedy's  Mill,"  for 
sawing  small  lumber. 
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Meddtbemfs — Washington  County. 

From  Selectmen's  Returns. 
Two  Powers. 

First,  at  the  outlet  of  Meddybemps  lake ;  fall  20  feet  in  one- 
eighth  of  a  mile.  Power  will  carry  three  gangs  of  12  saws  each ; 
operates  all  the  year;  owned  by  Benjamin  Lincoln  &  Co.,  of 
Dennysville.  The  lake  which  feeds  this  power  has  16  sqaare 
miles  of  surface,  upon  which  seven  feet  of  storage  are  raised.  See 
also  pages  129-130,  Part  II. 

Second,  "  Bearce's  Privilege,"  at  the  outlet  of  Bearce's  lake ; 
faU  about  20  feet  in  one-eighth  of  a  mile  ;  will  carry  a  gang  of  12 
saws  for  the  whole  year.     Lake  is  raised  by  dam  —  feet. 

Overshot  and  vent  wheels.  No  damage  from  freshets.  Kange 
of  water  six  feet  from  highest  to  lowest.  Granite  abundant  and 
good ;  lay  of  the  land  good ;  basin  mostly  cleared. 

Medford — Piscataquis  County. 

From  Selectmen's  Betums  and  a  Plan  of  the  Streams. 
Four  Powers. 

First,  "  Schoodic  Palls,"  on  Piscataquis  river,  just  below  the 
mouth  of  the  Schoodic  stream,  fall  15  feet  in  100  rods.  Stream  15 
rods  wide,  18  inches  deep  at  low  water;  ledge  bottom,  projecting 
above  the  surface,  at  points,  at  high  water.  "  One  of  the  best 
privileges  in  the  State,  safe  and  convenient  for  manufacturing." 
It  is  unimproved. 

Second,  "Little  Palls,"  on  Piscataquis  river,  below  Meadow 
brook,  fall  10  feet  in  30  rods ;  13  rods  wide,  14  inches  deep  at  low 
water.     It  is  unimproved. 

Third,  "  Schoodic  Stream  Falls,"  on  the  outlet  of  the  Oreat 
Schoodic  lake ;  fall  22  feet  in  35  rods.    It  is  unimproved. 

Fourth,  on  Cold  brook,  about  a  mile  above  its  junction  with 
Piscataquis  river,  fall  10  feet  in  30  rods ;  saw  mill  and  shingle 
machine  ;  operate  about  half  the  year.     Steams'  wheel  used. 

The  power  on  the  Piscataquis  is  sustained  by  the  whole  volume 
of  the  river  which  is,  in  this  town,  not  far  from  its  mouth,  draining 
a  very  large  area  of  country,  and  is  fed  by  numerous  large  lakes 
and  ponds^    See  page  107,  Part  II. 

The  Schoodic  lake  alone  stored  to  the  depth  of  six  feet,  would 
yield  on  the  "  Schoodic  Stream  Falls  "  and  the  "  Schoodic  Falls  " 
combined,  a  gross  power  of  about  1,000  horse,  for  the  working 
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hours  of  the  year.  But  the  storage  could  be  used  in  six  months  if 
needed,  the  natural  run  of  the  streams  sufficing  all  demands  for 
the  other  six,  thus  doubling  the  power. 

Artificial  reservoirs,  also,  are  feasible  at  small  expense.  Slate 
rock ;  lay  of  the  land  level  and  favorable. 

Market,  Bangor,  by  road. 

MbBCBR — S6ICKBSST   COVKTT. 

From  Selectmen's  Returns. 

[See  also  "Meroer  and  Starks."] 

Two  Powers* 

On  Bog  stream ;  first  fall  15  feet  in  10  rods ;  the  other  not  so 
great.  Improvements,  mills,  tannery,  and  starch  factory.  Machin- 
ery will  operate  about  eight  months.  Kocks,  "  flint ;''  lay  of  the 
land  good. 

Market,  Skowhegan,  by  road. 

Mercer  and  Stares — Somerset  County. 
From  Returns  of  the  Roards  of  Selectmen. 

[See  also  "Meroer,''  and  «Starks.''] 

One  Power. 

"Dickerson's  Rips,"  on  Sandy  river;  in  two  pitches ;  first,  3.6 
feet  in  20  rods;  second,  4.5  feet  in  30  rods,  and  fall  continued  a 
long  distance  below.  Owned  by  James  Davis.  Formerly  mills 
upon  the  privilege ;  dam  fallen  to  decay.    Eange  of  water  six  feet. 

Upon  comparison  with  the  power  estimated  and  realized  upon 
the  same  river  at  New  Sharon,  it  may  be  inferred  that  the  power 
at  this  point,  if  fully  developed,  and  if  10  feet  of  fall  be  available, 
would  be  not  less  than  500  horse-powers  gross,  or  20,000  spindles. 

Privileges  are  but  a  few  miles  from  th6  Somerset  Railroad  now 
constructing. 

Mexico— Oxford  County. 

Statement  of  Selectmen. 
One  Power. 

"Kimbairs  MiUs,"  on  Swift  river;  fall  60  feet  in  half  a  mile. 

Only  improvement,  a  saw  mill,  which  works  all  the  year,    A  large 

amount  of  power  unused. 

MiLFORD — Penobscot  Oountt. 

[See  Appendix.] 
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MiLLBBIDGE — WAaSINGTON   CoFNTT. 

Selectmen's  Statement. 

No  water-power  in  town,  except  upon  small  brooks,  and  none 
sufficient  to  drive  a  mill  for  grinding  grain. 

MiLo — Piscataquis  County. 

From  the  Statement  of  Phineae  Totman,  Esq. 

Two  Powers. 

First,  the  ''  Sebec  Falls,''  at  Milo  village ;  nine  feet  head  and  a 
fall  of  14  feet  in  the  distance  of  about  20  rods  below  the  dam. 
Grist,  saw,  and  shingle  mills,  and  small  woollen  factory,  occupied 
by  James  &  William  Gifford,  all  in  operation. 

The  power  is  fed  by  Sebec  lake,  14  square  miles,  Ship  pond, 
three  square  miles,  and  many  square  miles  of  smaller  ponds,  18  or 
more  in  number.  A  storage  of  six  feet  on  Sebec  lake  alone  would 
furnish,  10  hours  per  day  for  the  year,  662  gross  horse  powers,  22,- 
000  spindles  on  a  total  fall  of  23  feet.  Not  one-tenth  of  the  power 
is  now  improved. 

The  stream  is  always  warm,  the  water  being  derived  from  the 
lakes.    There  is  no  trouble  from  ice. 

The  land  about  the  stream  is  very  convenient  for  building.  Slate 
rook.  No  machinery  has  ever  been  injured  or  carried  away  by 
freshets. 

Second,  on  the  Pleasant  river,  on  the  road  from  Milo  to  Brown- 
ville,  about  two  miles  from  Brownville  village;  not  occupied; 
judged  to  be  a  very  good  one.  It  was  reserved  by  Mr.  J.  Lake  for 
power  purposes,  when  he  sold  the  land  near  it. 

Pleasant  river  at  this  point  drains  235  square  miles,  and  has  ten 
or  more  square  miles  of  lakes  and  ponds  tributary  to  it,  so  that  a 
large  supply  of  water  can  be  had  at  low  run. 

An  immense  amount  of  lumber  about  the  Sebec  lake  and  its 
tributaries. 

Milton  Plantation — Oxford  County. 

From  the  StcUem^ent  of  the  Assessors. 
Four  Powers. 

On  Concord  river,  the  outlet  of  Great  and  Little  Concord  ponds; 
water  enough  to  drive  a  saw  mill  most  of  the  year;  by  damming 
the  pond,  capacity  might  be  much  increased.  In  the  driest  time 
known,  stream  carries  water  enough  to  grind  40  bushels  per  day. 
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First,  on  the  Great  Concord  river,  in  the  northerly  part  of  the 
plantation,  ''  Swett's  Saw  Mill  and  Shingle  Machine;"  a  carriage 
shop  now  building. 

Second,  about  half  a  mile  above,  is  ''The  Falls ;"  descent  30  to 
40  feet  in  about  20  rods ;  is  called,  by  mill-men,  a  grand  water- 
power.     Unimproved. 

Third,  about  a  mile  above,  a  fall  of  some  20  feet;  is  called  a  good 
water  privilege.     Unimproved. 

There  is,  in  the  vicinity  of  the  powers,  timber  enough  to  wear 
out  quite  a  number  of  mills ;  mainly  spruce, ,  hemlock,  and  hard 
wood.  The  mills  are  situated  about  eight  miles  from  Bryant's  Pond 
station,  on  the  Atlantic  &  St.  Lawrence  Railroad,  by  a  level  road. 
The  country  around  is  well  adapted  to  fanning  purposes. 

MiNOT — Androscoggin  County. 
From  Selectmen's  Beturns. 

[See  also  "MiDOt  and  Poland.''] 

Three  Powers. 

First,  on  Bog  brook,  "Faunce's  Mill ;''  fall  12.5  feet  in  60  feet; 
operates  part  of  the  year. 

Second,  "  West  Minot  Falls,''  on  Bog  stream ;  fall  22.6  feet  in 
600  feet. 

Third,  "  Hillburn  Falls,"  on  Bog  stream ;  power  not  used. 

First  and  Second  partially  improved  in  saw  mills  and  a  planing 
mill.  Stream  will  run  the  planing  mill  all  the  year.  One-third  of 
the  basin  covered  with  woods. 

Market,  Portland  and  Lewiston,  by  rail  and  road. 

Minot  and  Poland— Androscoggin  County. 

From  Joird  StcUement  of  (he  Boards  of  Selectmen,  based  upon  the 
Survey  of  S,  F.  Waterman,  Civil  Engineer. 

[See  also  «  Minot/'  and  "  Poland."] 

Four  Powers. 

Situated  on  the  Little  Androscoggin  river. 

First,  "Mechanic  Falls,"  fall  37  feet  in  960  feet  distance ;  velocity 
of  current  96  feet  per  minute.  Area  of  cross  section  270  square  feet. 
Power  not  half  improved ;  partially  improved  in  paper  making.  A 
first-class  stone  dam  at  the  head  of  the  fall ;  a  wooden  dam  midway 
and  space  for  another  dam  below.  Turbine  wheels.  Power  owned 
by  A.  0.  Denison  &  Co.;  mills  operate  all  the  year. 
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On  the  upper  dam,  14  feet  head,  11  turbine  wheels  now  operate, 
of  406  horse-powers ;  hence  the  volume  of  water,  for  the  working 
hours  of  the  day,  must  be  equal  to  20,000  cubic  feet  per  minute, 
and  the  power  of  the  whole  fall,  for  the  same  hours,  1,053  horse. 

Second,  "Page's  Mills,"  fall  14  feet  in  1,600  feet  distance. 
Volume  of  water  same  as  at  Mechanic  Falls,  less  Waterhouse 
brook,  which  is  3,000  cubic  feet  per  minute.  Power  partially  im- 
proved in  sawing  lumber,  in  the  manufacture  of  sash  and  doors, 
and  grist  mill ;  mills  operate  all  the  year ;  power  owned  by  Moses 
Page  and  A.  A.  Buckman. 

Third,  "Hackett's  Mills,"  fall  13  feet  in  260.  Volume  of 
water  same  as  at  Mechanic  Falls,  plus  Bog  brook,  1,600  cubic  feet 
per  minute.  Improved  in  part  in  saw  mills ;  power  owned  by  J. 
T.  Waterman  and  Willard  Buck ;  mills  operate  all  the  year. 

Fourth,  "  Minot  Comer,"  fall  11.6  feet  in  600  feet  run. .  Volume 
of  water  same  as  at  Hackett's  mills,  with  the  addition  of  a  small 
tributary.  Improved  in  part  in  saw  and  grist  mills ;  mills  operate 
all  the  year.     Owned  by  A.  S.  Freeman,  Willard  Buck,  et.  al. 

For  reservoirs  tributary  to  these  powers,  see  Part  II,  page  83. 

Sites  for  building  upon  the  privileges  excellent.  Freshets 
harmless,  the  reservoirs  holding  back  the  great  body  of  the  water. 

Market,  all  points,  by  rail. 

Monmouth — Kennebesc  County. 

From  Selectmen's  Returns, 
Nine  Powers. 

Four  on  Wilson  stream,  at  North  Monmouth ;  total  descent,  60 
feet  in  one-third  mile. 

First,  on  the  upper  dam,  webbing  factory,  $26,000  per  annum ; 
also,  a  shovel-handle  factory,  40  dozen  shovel  handles  per  day ; 
shoe-peg  factory,  3,000  bushels  pegs  annually ;  saw  mill,  300,000 
of  lumber  annually. 

Second,  on  the  second  dam,  webbing  factory,  heel-iron  works, 
and  spinning-frames  for  spinning  woollen  yarn,  the  latter  two 
doing  $25,000  per  annum. 

Third,  1,200  to  1,600  dozen  of  shovels,  and  some  800  dozen 
hoes,  annually. 

Fourth,  grist  mill,  custom  business. 

Wilson  stream  is  very  safe ;  no  damage  has  occurred  by  freshets 
for  60  years ;  double  the  business  could  be  done  that  is  now,  if  the 
water  were  properly  husbanded.    Some  160  men  and  women  are 
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engaged  in  the  several  shops  and  mills.  Stream  is  fed  by  three 
ponds,  area  three  or  more  sqnare  miles.  Mills  operate  the  whole 
year. 

Fifth,  Sixth,  Seventh  and  Eighth,  on  the  Oochnewagan  stream  at 
Monmouth  Center,  four  dams,  fall  60  feet  in  one-fourth  mile.  On 
the  first,  a  grist  mill ;  on  the  second,  20  rods  below,  a  shingle  and 
jobbing  mill,  which  runs  two-thirds  of  the  time ;  on  the  third,  a 
sash,  door  and  blind  factory ;  on  the  fourth  and  last,  a  saw  mill, 
which  cuts  from  300,000  to  500,000  feet  of  boards,  &c.,  during 
the  year.  Double  the  business  might  be  done  on  this  stream  that 
there  now  is.  In  moderately  favorable  seasons  there  is  water 
enough  to  run  the  mills  the  entire  year.  Pond  one  and  one-half  by 
three-fourths  miles.  The  several  mills  are  worth  about  $9,000 ; 
operate  about  three-fourths  of  the  year. 

The  Juggernaut  stream,  at  East  Monmouth,  has  one  dam,  saw 
and  shingle  mill  upon  it.  Most  ample  supply  of  water  furnished 
by  some  eight  or  more  ponds  of  the  Cobbosseecontee  series.  The 
dam  might  be  raised  so  as  to  give  10  feet  head  and  fall,  with  some 
damage  for  flowage,  and  then  a  large  fadory  might  be  run  the 
entire  year. 

The  Blake  wheel  is  chiefly  used ;  a  small  amount  of  stone  suitar 
ble  for  building ;  lay  of  the  land  for  building  quite  good ;  no  forests 
of  importance.     Annual  production,  $125,000. 

Market,  all  points,  by  rail. 

Monroe — ^Waldo  County. 

From  Selectmen's  Returns. 
Fifteen  Powers. 

First,  "  Willis'  Mills,"  on  Marsh  river,  head  and  fall  15  feet ; 
wood  and  stone  dam  on  ledge  foundation;  saw  mill,  400,000 
lumber,  800,000  shingles ;  grist  mill,  four  runs  of  stones,  etc. 
A  good  privilege  for  a  small  factory. 

Second,  half  a  mile  above,  head  and  fall  10  feet,  saw,  fulling  and 
carding  mills. 

Third,  half  a  mile  above,  saw  and  stave  mill,  10  feet  head  and 
fall.  Dam  of  wood,  on  ledge  foundation ;  excellent  and  safe  water- 
power. 

Fourth,  two  miles  above,  saw  and  shingle  mills ;  15  feet  head  and 
fall ;  plenty  of  lumber  at  hand.  Several  good  reservoirs,  two  to 
three  miles  up  the  stream.     Mill  runs  a  large  portion  of  the.year. 

Fifth,  a  little  below,  fall  16  feet  in  10  rods ;  unimproved.  The 
above  powers  are  all  very  safe,  as  respects  freshets. 
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Sixth,  "Thurlough  Mill,"  on  the  outlet  of  Northern  pond; 
good  stone  dam,  eight  feet  high,  at  the  head  of  the  fall ;  water  is 
taken  from  the  pond  to'  a  point  120  feet  below,  where  is  a  fall  of 
18  feet.  The  water  ponds  back  one  and  a  half  miles.  Pond 
contains  70  acres,  and  could  be  flowed  to  cover  100  acres,  by  a 
dam  eight  feet  high  ;  also,  another  pond  and  bog  might  be  flowed 
to  cover  25  acres  or  more ;  the  dams  would  not  be  expensive. 
Capacity  of  this  power,  200,000  of  lumber. 

Seventh,  10  rods  below,  chance  for  a  dam  12  feet  high ;  imim- 
proved ;  also,  other  powers  below,  on  the  same  stream. 

Eighth,  at  the  outlet  of  the  Thomas-Chase  bog ;  stone  dam  eight 
feet  high,  which  ponds  the  water  over  several  hundred  acres,  two 
hundred  of  which  are  flowage,  constituting  a  valuable  reservoir. 
The  bog  has  the  drainage  of  the  Dixmont  hills.     Unimproved. 

Ninth,  one  mile  below,  formerly  a  saw  mill.     Unimproved.* 

Tenth,  half  a  mile  farther  down,  formerly  saw,  lath,  shingle  and 
stave  mills.     Unimproved. 

Eleventh,  "  Mayo  Mills,"  a  first-class  grist  mill,  12  feet  head 
and  fall.     Fond  and  reservoir  in  the  town  of  Swanville. 

Twelfth,  "  Emery  Mills  Privilege,"  on  the  Emery  Mills  stream, 
near  the  centre  of  the  town.  A  dam  could  be  built  between  two 
ledges  with  but  little  expense,  to  raise  a  head  of  15  feet  at  head  of 
falls,  and  flow  some  30  acres.     Saw  and  stave  mill. 

Thirteenth,  20  rods  below,  a  dam  could  be  raised  to  give  a  head 
of  10  feet. 

Fourteenth,  in  the  next  20  rods  below,  ahead  and  fall  of  40  feet, 
or  more,  could  be  secured.  This  is  one  of  the  best  chances  for  a 
factory  that  can  be  found  in  the  State ;  and  flowing  a  bog  a  half 
mile  above  the  falls,  would  be  very  much  such  a  water-power  as 
that  in  the  town  of  Dexter,  where  they  have  so  many  factories. 
It  will  be  seen  that  in  a  distance  of  some  40  rods  there  are  from  55 
to  60  feet  head  and  fall.  Years  past,  there  was  a  grist  mill  here 
that  operated  the  year  round,  and  a  few  years  since  a  pail  factory. 

FiAeenth,  half  a  mile  above,  and  at  the  outlet  of  Jones'  bog ; 
formerly  a  saw  mill.  A  suitable  dam  at  the  outlet  would  raise  a 
head  of  ten  feet,  and  flow  some  TOO  acres. 

With  this  reservoir  in  connection  with  several  others  in  the  town 
of  Brooks,  which  are  now  used,  machinery  on  the  falls,  twelfth  to 
fifteenth  inclusive,  could  be  driven  the  year  round,  and  would  be 
one  of  the  safest  series  of  water-powers  that  could  be  found. 

"  The  town  will  remit  taxes  upon  capital  invested  in  the  improve- 
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ment  of  the  water-power.  The  people,  also,  would  be  disposed 
to  render  direct  aid.  The  town  has  paid  all  its  debts  and  is 
above-board  in  all  financial  respects  ;  this,  in  connection  with  our 
large  water-power  and  opportunities  for  reservoirs,  make  our 
facilities  worthy  the  attention  of  manufacturers.'' 

Market,  Bangor,  Winterport,  Bucksport,  Searsport.  Railroad 
soon  to  Belfast. 

MoNsoN — Piscataquis  County. 
From  Selectmen's  Returns, 

Ten  FowerSy  or  More. 

First,  Second,  Third,  Fourth,  and  Fifth,  on  the  outlet  stream  of 
Hebron  pond,  pond  is  three  by  one  miles.  All  good  privileges. 
Other  sites  on  the  same  stream,  below.  Grist  mill,  two  saw  mills 
and  two  shingle  machines,  the  only  improvements. 

Sixth,  Seventh,  Eighth,  etc.,  on  the  "Rapids"  at  the  mouth  of 
Spectacle  pond,  total  fall  70  feet  in  70  rods. 

Ninth,  on  the  same  stream,  a  short  distance  above  Monson  pond, 
a  good  power. 

Tenth,  "  Barrow's  Falls,"  on  Piscataquis  river,  good  banks  of 
solid  ledge,  and  a  large  volume  of  water.  This  is  regarded  a  valu- 
able privilege,  and  capable  of  a  large  amount  of  manufacturing. 

No  damage  from  freshets  except  upon  the  Piscataquis  river. 
Rocks,  slate.     The  country  mainly  covered  with  forests. 

Market,  Bangor,  by  road,  and  rail  from  Dexter,  and  soon  from 
Foxcroft. 

MoNTicELLo — Aroostook  County. 

Statement  of  H,  0,  Hussey,  Esq. 
Three  Powers. 

First,  the  "  Wellington  Mills,"  at  Monticello  village,  on  the 
Meduxnakeag ;  saw,  grist,  clapboard  and  shingle  mills.  Sufficient 
water  to  carry  this  machinery  the  whole  year,  by  keeping  the  dam 
in  good  condition.     Mill  and  dam  now  badly  out  of  repair. 

Second,  on  Dead  stream,  an  old  saw  mill ;  but  little  is  done  or 
has  been  for  several  years. 

Third,  on  Dead  stream,  two  miles  above ;  new  building  for  saw, 
clapboard  and  shingle  machines. 

The  mills  on  Dead  stream  are  close  by  the  line  of  New  Bruns- 
wick. 

Lumber  in  great  abundance  on  these  streams  bat  few  miles  above 
the  mills. 
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MONTVILLE — ^WaLDO    CoUNTY. 

From  Returns  of  Hon.  Ebenezer  KnowUon, 
Two  Powers. 

First  and  Second,  "  True's  Mills,"  in  the  south  part  of  the  town; 

upper  fall,  ten  feet ;  lower,  seven  feet ;  grist  mill  that  will  grind 
15,000  bushels  per  annum ;  carding  machine  that  will  card  15,000 
pounds  wool;  saw,  stave  and  shingle  mills  that  will  cut  600,000  of 
lumber.  Grist  mill  operates  all  the  year;  carding  machine,  five 
months ;  lower  saw  mill  and  stave  machine,  all  the  year. 

Stream  connected  with  three  ponds,  four  square  miles,  and  there- 
fore quite  uniform. 

Granite  abundant  and  good  for  building;  lay  of  the  land  con- 
venient ;  basin  one-fourth  covered  with  woods.  The  power  has 
made  seven-eighths  of  the  business  of  the  place.  Annual  product 
of  the  power,  $150,000  to  $200,000. 

Market,  Belfast,  Camden  and  Kockland,  by  road. 

Morrill — Waldo  County. 

From  Selectmen's  Beiums,  and  a  Flan  of  (he  Streams. 
Four  Powers. 

Three  on  the  Sacasawakie  stream.  The  fall  upon  two  of  the 
privileges  is  ten  feet  each,  upon  the  other  two  about  nine  feet  each. 
Improved  in  part  by  saw,  shingle  and  stave  mills ;  about  500,000 
shingles  and  200,000  boards  are  or  can  be  cut  at  each  mill  yearly ; 
mills  operate  six  months  in  the  year. 

About  half  of  the  power  is  used.  Atkins,  Breast,  and  Tuttle 
wheels ;  Atkins  considered  best.  One  small  pond ;  range  from 
lowest  to  highest  water  on  the  stream,  six  to  ten  feet.  One-half  of 
the  basin  of  the  stream  covered  with  woods. 

Market,  Belfast,  by  road. 

Moscow — Somerset  County. 

■ 

Statement  of  the  Selectmen. 

[See  alio  *<  Bingham  and  Momow,"  and  **  Mosoow  and  Pleasant  Bidge  Plitntation.'*] 

Nineteen  Powers. 

First,  "  Austin  Palls,"  near  the  eastern  line  of  the  town,  fall  100 
feet  in  half  a  mile.  «  Powers  sufficient  to  saw  many  millions  of 
lumber  in  a  year.  A  dam  has  been  constructed  near  the  head  of 
the  falls,  which  flows  the  stream  back  morje  than  two  miles,  creat- 
ing a  pond  of  a  thousand  or  more  acres.  Saw,  shingle,  clapboard 
and  planing  mills  were  in  operation  here  for  a  number  of  years, 
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but  a  short  time  ago  they  were  destroyed  by  fire,  and  have  not 
since  been  rebuilt.     Water  enough  all  the  year. 

For  reservoirs  tributary  to  this  power,  see  Part  II,  page  96. 
An  inexhaustible  supply  of  water  can  be  had,  and  the  faM  being 
so  great,  a  vast  amount  of  power  realized. 

Rocks  about  the  falls,  hard  slate.  The  lay  of  the  land  about  the 
head  of  falls  is  fevorable  for  the  erection  of  mills  and  dwellings  ; 
but  at  the  foot,  is  rough  and  less  favorable. 

Second  to  Thirteenth,  inclusive,  below  the  "Falls,"  good  and 
economical  powers. 

Fourteenth,  "Temple's  Mills"  and  ''Temple's  Wagon  Works/' 
on  a  brook  emptying  into  the  Kennebec  river.  Mills  run  spring 
and  fall ;  fall  50  feet ;  pond  contains  some  25  acres,  with  oppor- 
tunities for  creating  other  reservoirs. 

Fifteenth,  "  Basset's  Shingle  Mill,"  on  the  east  branch  of  Chase 
stream. 

Sixteenth,  a  few  rods  below,  fall  30  feet  in  200  rods.  Artificial 
reservoirs  could  be  created  above,  covering  100  acres,  with  slight 
expense ;  country  densely  wooded. 

Seventeenth,  "  Chase  Mill,"  on  Chase  stream,  near  the  centre  of 
the  town,  old  saw  mill  with  a  12-foot  fall.  Chase  pond,  half  a  mile 
above,  200  acres,  a  short  dam  at  the  foot  of  the  pond  would  raise 
the  water  eight  or  ten  feet.  Another  reservoir  might  be  had 
by  damming  the  little  Baker  pond,  situated  a  mile  above — and  a 
mile  in  length. 

Eighteenth,  "  Great  Falls,"  below,  fall  40  feet ;  never  has  been 
improved. 

Nineteenth,  "  Carney's  Saw  Mill,"  on  Carney's  brook,  not  fer 
from  the  Kennebec  river ;  fall  12  feet  in  10  rods.  Several  large 
ponds,  above,  for  reservoirs. 

Nineteen-twentieths  of  the  whole  region  covered  with  heavy 
forests.  The  rocks  are  a  hard  slate,  with  veins  of  qua^,  which 
yield  small  quantities  of  gold.     Rose  water-wheel. 


Moscow  AKD  Pleasant  Rmos — SomcRSBT  County. 
Statement  of  the  Belectmen  of  Moscow, 

[See  also  **  Mosoow,"  and  **  Pleasant  Ridge.'' 

Several  Powers. 

"The  Kennebec  river  flows  some  eight  miles  between  Moscow 
and  Pleasant  Ridge,  and  in  the  distance  there  are  several  points 
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where  the  river  could  be  tapped  by  canals,  and  the  whole  volume  of 
the  river  used  for  power  purposes. 


Mount  Chase  TowNsmp — Penobscot  Count^. 

[Monterey  PlAntaiion  on  the  Map.] 

Statement  of  John  Oardner,  Esq.,  ofPaUen. 

One  Power,  or  More. 

On  the  outlet  stream  of  the  Upper  Shin  pond,  a  fall  of  12  to  20.' 
feet  in  60  rods ;  banks  rather  low ;  bottom  rocky.  The  pond 
above  covers  1.30  square  miles,  and  can  be  flowed  12  to  20  feet. 
A  large  extent  of  territory  tributary  to  the  pond. 

Mount  Dbsebt — ^Hancock  County. 

From  Selectmen's  Betuma. 
Four  Powers. 

On  the  Somes  stream ;  fall  30  feet  in  50  rods. 
'  Power  improved  by  mills ;  mills  work  about  10  months  of  the 
year.     Old-style  flutter,  tub,  and  Stearns'  centre-vent  wheels. 

The  stream  is  connected  with  three  ponds ;  the  largest,  five  by 
one  and  one-half  miles ;  the  others  each  three  and  one-fourth  by 
one-half  miles.  The  power  could  be  increased  very  considerably, 
and  is  in  fact  sufficient  for  mills  of  any  description,  by  using 
the  best  styles  of  wheel  and  machinery.  Freshets  harmless,  the 
water  being  kept  back  by  dams. 

An  excellent  harbor  at  the  place,  vessels  can  load  and  unload 
within  10  rods  of  the  outlet  of  the  stream,  nine  or  ten  months  of 
the  year ;  for  the  other  two  or  three  months  there  is  some  obstruc- 
tion by  ice,  but  the  place  can  at  all  seasons  be  approached  by  sea 
within  five  miles.  Packets  are  plying  continually  between  this 
point  and  Boston,  Portland,  etc.,  for  nearly  the  whole  year. 

Mt.  Vernon — ^Kennebec  County. 

Fr<ym  Selectm^en's  Returns, 
Eight  Powers. 

First,  the  "  Village  Mills,"  on  the  Whitten  stream,  at  the  outlet 
of  Flying  pond ;  grist  mill ;  saw  mill,  with  five  saws ;  carriage 
and  repair  shop,  a  spade-handle  factory,  tannery,  and  various  saws. 
An  excellent  privilege,  in  the  midst  of  a  wealthy  agricultural 
community. 

24 
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Second,  a  mile  below,  buildings  suitable  for  a  tannery.  Un- 
used water-power,  with  good  facilities  for  building. 

Third,  two  miles  below,  the  ''  Walton  Privilege,"  at  the  outlet 
of  Parker's  pond.  A  very  superior  privilege,  with  15  feet  head, 
an  abundanoe  of  water  in  the  driest  time,  building  material  and 
firewood  plenty  and  cheap,  with  an  excellent  site  for  a  cotton  or 
woollen  mill,  or  other  machinery,  which  can  be  bought  for  a  fair 
price.     On  this  privilege  is  a  lumber  mill  with  various  saws. 

Fourth,  60  rods  below,  is  a  large  building,  in  which  are  a  grist 
mill,  a  planing  mill  and  a  boot  and  shoe  box  factory,  operating 
three  circular  saws.  The  dam  and  buildings  here  are  all  nearly  new. 

Fifth,  about  half  a  mile  below  the  junction  of  the  Walton  and 
Whitten  streams,  saw  mill,  eight  saws,  and  handle  factory,  repair 
shop  and  pump  factory,  carding  and  clothing  mill.  Abundance  of 
water  at  all  seasons ;  some  trouble  by  back  water. 

Sixth,  on  the  Quimby  stream,  grist  mill ;  water  for  about  two- 
thirds  of  the  year. 

Seventh,  one  mile  below,  lumber  mill,  five  saws.  The  water  here 
is  all  economized  and  the  mill  does  a  large  business. 

Eighth,  below  the  outlet  of  Long  pond,  new  first-class  lumber 
mill,  does  a  large  business ;  chiefly  timber  for  railroad  cars.  Unlimi- 
ted amount  of  water  for  all  purposes,  a  very  beautiful  site  for  build- 
ing a  first-rate,  permanent  dam,  and  a  plenty  of  available  land, 
adjoining,  for  all  purposes.  This  is  one  of  the  most  desirable  open- 
ings for  capital  that  can  be  found  in  this  part  of  the  State.  It  is 
situate  on  the  McG-affey  road,  10  miles  from  Augusta. 

See  Part  II,  page  84,  for  reservoirs  tributary  to  these  powers, — 
Parker's  Long,  and  other  ponds. 

Naples — Cumberland  Countt. 
From  Selectmen's  Returns, 

[See  also  "  Casoo  and  Naples."] 

Six  Powers. 

First,  "Edes  Falls,''  upon  Crooked  river,  in  the  easterly  part  of 
the  town,  power  all  taken  up,  works  all  the  year. 

Whole  fall  in  Crooked  river,  from  top  of  dam  at  Edes  falls  to  low 
water  mark  in  Son  go  lock,  36.19  feet.  Perpendicular  height  from 
top  of  dam  to  the  mudsills  of  the  old  George  Pierce  dam,  19.22  feet. 

The  volume  of  water  equals  1,593  inches,  or  11.625  feet,  flowing 
under  a  head  of  9.5  feet ;  being  equal,  rejecting  fractional  estimate, 
to  110  horse-powers.    This  is  at  the  mean  flow  of  the  river. 
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Second,  "Chapjin's  MiUs,"  upon  Muddy  river.  Power  all  taken 
up. 

Third,  " Sy mm' b  Mills,"  upon  Muddy  river ;  a  dam;  no  othier 
improvements. 

Fourth,  "Berry's  Falls,"  upon  Muddy  river;  a  dam;  no  other 
improvements. 

Fifth,  "  Songo  Kips,"  upon  Songo  river ;  a  dam ;  no  other  im- 
provements. ^ 

Sixth,  "MitcheFs  Mills,"  at  the  outlet  of  Trickey  pond.  Power 
all  improved.     Works  part  of  the  ^ear. 

All  the  streams  fed  by  ponds ;  Crooked  river  is  very  constant. 

Bock,  granite  wholly,  abundant  and  good. 

Market,  Portland,  by  road  and  Cumberland  &  Oxford  Canal. 

Newburgh — Penobscot  Oountt. 

^rom  Selectmen's  Returns, 
Four  Powers. 

"Gilknore's,"  " Bickford's,"  "Adams',"  and  "Rogers'." 

Improvements,  saw,  shingle,  fulling  and  cloth-dressing,  two  saw, 
and  two  shingle  mills. 

Fall,  of  Adams',  60  feet  in  12  rods ;  of  the  others,  8  to  16  feet  in 
about  the  same  distance.  300,000  feet  lumber,  600,000  shingles, 
8,000  pounds  wool,  carded.  Net  earnings,  including  labor,  about 
$1,500. 

Power  nearly  all  improved ;  works  from  four  to  six  months. 

Market,  Bangor,  Hampden,  e|c. 

Newcastle — Lincoln  County. 
From  Selectmen's  Returns. 

[See  also  <*  Newcastle  and  Nobleboroagh."] 

Six  Powers. 

Two  on  Mill  brook,  formerly  two  saw  mills  and  one  grist  mill ; 
not  employed  at  all  now.  The  mills  operated  the  greater  part  of 
the  year. 

Two  upon  Dyer's  river;  saw  and  shingle  mill,  and  match  factory; 
mills  operate  most  of  the  year. 

Fifth,  a  tide-power  at  Sheepscot. 

Sixth,  grist  and  bark  mills,  upon  Meadow  brook,  that  operate 
about  eight  months  of  the  year. 

Market,  Boston  and  Portland,  by  water.  Abundant  and  good 
granite. 
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Newcastle  and  Noblbbobough — ^Likcoln  County. 
From  the  Statement  of  the  Boards  of  (he  Selectmen, 

[8m  Alio  *<  NewOMtie/'  and  «  Nobl«bonragh.1 

One  Power. 

''Damariscotta  Fresh-water  FaUs/'  at  the  outiet  of  Damariscotta 
pond ;  height  52  feet  in  20  rods.  The  stream  is  22  feet  wide  and 
2.5  feet  deep. 

The  power  now  operates  two  saw  mills,  two  grist  mills,  and  a 
match-splint  Kictory,  the  year  through.  The  machinery  is  all  old- 
fashioned.  * 

As  shown  on  page  140,  the  storage  alone  of  the  pond,  would 
operate  22,880  spindles  for  the  working  hours  of  the  year.  The 
storage  could  however  he  used  in  six  months  or  less,  the  natural 
run  suflScing  for  the  rest  of  the  year.  Undoubtedly  60,000  spindles 
could  be  operated  on  the  privilege  in  the  driest  time. 

The  power  is  unaffected  by  freshets.  Granite,  in  the  vicinity, 
suitable  for  building.  This  is  a  most  admirable  site  for  a  cotton 
factory. 

Newfield — York  County. 
From  Selectmen's  Betums, 

[See  also  «Aotonand  Newitold,''  ud  "Nowflaldaod  Shapleigli.''] 

Five  Powers. 

First,  "  Dam's  Mills,"  on  the  Little  Ossipee  river ;  six  mills  and 
two  carriage  shops ;  ten  feet  head  and  fall,  and  if  the  dam  were 
suitably  located  there  would  be  12  feet. 

Second,  TO  rods  above,  the  best  privilege  on  the  river;  formerly 
a  saw  mill ;  not  now  improved. 

Third,  about  30  rods  below  Dam's,  "Ham  Mills;"  grist  and 
carding  mill ;  nine  feet  head  and  fall. 

Fourth,  saw  and  grist  mill,  in  the  western  part  of  the  town,  on 
a  small  stream ;  water  spring  and  fall.    Ten  feet  head  and  fall. 

Fifth,  shingle  and  clapboard  mill,  on  a  small  stream  in  the  south- 
east part  of  the  town ;  11  feet  head  and  fall.  Water  spring  and  fall. 

Newpield  and  Shapleigh — YoBK  County. 
From  the  Betums  of  Newfield  and  Shapleigh, 

[Bee  alM  •«  N«wfleM,*  and  •«  Shapleigh.*^ 

Three  Powers. 

First,  on  the  Little  Ossipee  river,  head  and  &h  eleven  feet. 
" Hargrave's  Woollen  Mills/'  on  the  Shapleigh  side;  four  sets 
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machinery;  cassimeres and  flannels ;  annnal production^  $125,000. 
On  the  Newfield  ride,  a  good  building,  30  by  80  feet,  formerly  used 
for  iron  work ;  not  now  used.     About  80  horse-power. 

Second,  80  rods  below,  "Twombly's  Privilege,''  14  feet  fall. 
Formerly  a  grist  mill  and  saw  mill  on  the  Newfield  side ;  not  occu- 
pied, except  by  a  shingle  mill.   Owned  by  the  Paper  Mill  Company. 

Third,  Newfield  Paper  Company's  privilege,  60  rods  below,  18 
feet  head  and  fall ;  stone  dam  12  feet ;  mill  30  byv  80  feet,  with 
wings  30  by  50  feet ;  manufacture  leather  board  for  inside  soles, 
ton  a  day ;  $45,000  per  annum. 

Stream  very  constant ;  Balch  pond  at  the  source,  with  ten  feet 
head,  commanded  by  a  dam. 

New  Glouckstkb — Cumberland  County. 
From  Selectmen's  Returns, 

Nine  Powers,  or  More. 

Eight,  on  Royal  river,  and  all  within  a  running  distance  of  one- 
fourth  of  a  mile ;  total  descent,  50  feet. 

The  power  ia  only  partially  improved,  in  mills;  centre-vent 
wheels  employed. 

Some  small  ponds  are  connected  with  the  stream  which  can  be 
used  for  reservoirs.  The  improvement  of  the  power  has  operated 
favorably  for  the  wealth  of  the  town. 

Market,  Portland  and  Lewiston,  by  rail. 
*     One  power  on  Lovewell's  brook. 

New  LiicERicK — Aroostook  County. 

From  Selectmen's  Returns, 
Nine  Powers. 

Six,  on  the  north  fork  of  the  south  branch  of  the  Meduxnakeag 
river. 

First,  12  feet  head  and  fall ;  saw  mill. 

Second,  at  the  foot  of  Berry's  lake,  10  feet  head  and  fall ;  shingle 
machine,  with  power  to  drive  a  great  amount  of  machinery. 

Third,  Fourth,  Fifth  and  Sixth,  below,  all  of  them  capable  of 
doing  good  service  with  any  kind  of  machinery. 

Seventh,  Eighth  and  Ninth,  on  the  south  fork  of  the  Meduxna- 
keag stream,  supported  by  Drew's  lake,  2,000  acres ;  dam  at  the 
outlet  can  be  raised  four  feet  without  damage.  On  the  Seventh 
are  saw,  shingle,  and  lath  saws;    an  excellent  privilege;    lime 
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quarry  close  at  hand.     The  Eighth  is  not  occupied.     The  Ninth  is 
a  good  privilege  for  small  machinery.     Not  occupied. 

Enormous  quantities  of  timber  in  all  the  region.  Granite  suffi- 
cient for  building.  Excellent  limestone.  Overshot  wheels  used 
on  all  the  privileges. 

Newport — Penobscot  County. 

From  Selectmen's  Betums. 
Three  Powers. 

First,  on  the  Stetson  stream ;  saw  n^ill  and  shingle  mill. 

Second,  on  the  Milliken  stream ;  saw  mill  and  shingle  mill. 

Third,  by  far  the  most  important,  the  "  Newport  Village 
Power,"  at  the  outlet  of  Newport  pond;  fall  14  feet  in  T8  rods. 
It  is  improved  in  part,  in  flour,  saw,  and  shingle  mills.  The 
power  was  formerly  wholly  used  by  a  tannery  and  foundry.  The 
power  can  operate  all  the  year,  though  it  is  not  now  generally 
used  throughout  the  year. 

Wheels,  turbine,  tub  and  Gould.  The  power  is  sustained  by 
the  Newport  pond,  which  covers  eight  square  miles.  Dam  now 
raises  a  head  of  four  feet  on  the  pond ;  can  be  raised  still  higher ; 
entire  safety  from  freshets ;  no  damage  has  ever  been  done ; 
granite  abundant  and  good ;  lay  of  the  land  convenient  for 
improvement ;  basin  one-fourth  wooded.  The  power,  though  inad- 
equately .improved,  has  built  up  a  flourishing  village ;  annual 
production,  $76,000. 

Eight  feet  of  storage  on  the  pond  would  give  262  horse-power, 
gross,  on  the  whole  fall  for  10  hours  a  day,  312  days  in  the  year, 
or  about  10,000  spindles.  The  storage  could  however  be  used  in 
six  months  or  less,  the  natural  run  sufficing  the  rest  of  the  year ; 
thus  giving  power  for  perhaps  30,000  spindles. 

Market,  Portland,  Lewiston,  etc.,  by  Maine  Central  Railroad ; 
junction  of  said  road  with  the  Dexter  &  Newport  Railroad,  is  at 
this  point. 

New  Portland— Somerset  County. 

JFVom  Selectmen's  Returns, 
Five  Powers. 

First,  "  Gilman  Stream  Falls,"  would  carry  a  saw,  shingle,  and 
grist  mill,  with  three  runs  of  stones,  all  the  year ;  saw  and  shingle 
mill,  carding  and  fulling  mill,  planing  machine,  circular  saws,  etc., 
now  upon  it. 


DiT.  n.]  THE  WATER  POWEBS.  3Y5 

Second,  "New  Portland  Falls,"  on  Carrabasset  stream,  would 
do  as  much  as  the  above ;  saw '  and  shingle  mill,  threshing 
machine. 

Third,  Fourth  and  Fifth,  on  Lemon  stream,  would  each  do  about 
half  as  much  as  either  of  the  above ;  saw,  shovel  handle,  and 
shingle  machinery  upon  one ;  grist  and  carding  and  clothing  mill, 
upon  another ;  saw,  shingle,  clover-seed,  and  threshing  machinery, 
upon  the  third. 

Gilman-stream  privilege  operates  all  the  year ;  the  others  about 
half;  undershot  and  centre-vent  wheels ;  Oilman  and  Lemon 
streams  connected  with  ponds;  as  Oilman  pond,  four  by  one- 
fourth  miles ;  Porter  pond,  two  by  one  miles ;  Lilly  pond,  .one  by 
one-half  miles.  The  latter  could  be  made  a  reservoir  at  little 
expense. 

Freshets,  on  the  Carrabasset  10  to  16  feet — have  been  destruc- 
tive; the  Oilman  stream  is  quite  constant.  Rock,  granite  and 
slate ;  two-thirds  to  three-fourths  of  the  basin  of  the  streams 
covered  with  woods.  The  powers  have  increased  the  wealth 
of  the  town  one-third  or  one-half. 

Market,  Skowhegan  and  Farmington. 

Newry — Oxford  County. 

From  SelectmeK^a  Returns. 
Three  Powers. 

First,  on  Bear  river ;  fall  suflScient  for  a  large  overshot  wheel ; 
grist  mill. 

Second,  on  the  east  branch  of  Bear  river ;  a  saw  mill. 

Third,  on  Sunday  river ;  mill,  dam. 

Streams  variable.  Several  millions  of  spruce  lumber  near  the 
water-powers  on  both  streams. 

Rocks,  granite,  and  the  town  ledgy  for  a  considerable  part. 
Amount  of  business,  far  less  than  might  be  with  the  power. 

Market,  Bethel  Hill,  10  miles  ;  a  good  road. 

New  Sharon — ^Franklin  County. 
From  Selectmen's  Betums,  and  a  Plan  of  the  Stream, 

Several  Powers. 

First,  "New  Sharon  Falls,'^  on  Sandy  river,  at  New  Sharon 
village ;  head  and  fall,  ten  feet.  Volume  of  water  stated  to  be 
2,722  inches  under  the  head  and  fall,  giving  a  gross  power  of  320 
horse,  12,800  spindles.     The  mills  now  in  use  are  estimated  to 
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require  160  horse  power.  With  a  tight  dam  the  available  power 
would  probably  be  nearly  or  quite  twice  greater.  On  the  south 
side  of  the  river  there  is  an  intervale,  which  would  be  an  excellent 
site  for  mills,  much  better  than  the  north  side,  on  which  they  now 
stand. 

Improvements, — A  dam  in  poor  order,  saw,  grist,  shingle,  chair, 
and  machine-shop  equipment.     Wheels,  Kendall  and  Tuttle. 

Second,  "Lower  Tails,"  below,  vastly  superior  in  every  respect. 

The  lay  of  the  land  hereabout  most  excellent  for  the  location  of 
bridge,  mills,  dwellings,  etc.,  far  better  than  at  the  upper  site. 
This  power  is  totally  unimproved. 

Third,  Fourth,  etc.,  below,  of  considerable  height,  with  con- 
venient locations  for  building ;  none  of  them  improved. 

For  the  lakes  and  ponds  connected  with  the  Sandy  river,  see 
Part  II,  page  94.  Artificial  reservoirs,  if  required,  could  be  con- 
structed without  large  expense.  No  damage  from  freshets  when 
the  dam  is  in  proper  order. 

Sixth,  "  Weeks'  Mill,"  on  Muddy  brook,  a  considerable  stream, 
issuing  from  Clear- Water  pond  in  Industry,  1.75  square  miles,  and 
raised  eight  feet  by  a  dam.     Saw  mill. 

Seventh,  Eighth,  etc.,  on  Muddy  brook;  none  of  them  employed. 

Rock,  gneiss,  slate,  and  an  inferior  limestone. 

Market, — "  We  are  about  five  miles  from  the  railroad  station  at 
Farmington." 

New  Vineyard — Franklin  County. 

From  Selectmen's  Returns,  and  a  Partial  Survey  under  their 

Direction, 
Twenty  Powers,  and  More. 

Six,  of  the  principal,  situated  on  the  outlet  stream  of  Porter's 
pond,  near  the  centre  of  the  town,  saws  in  successful  operation. 

First,  at  the  outlet,  head  and  fall,  ten  feet. 

Second,  20  rods  below ;  head  and  fall,  eight  feet. 
*  Third,  one  mile  below,  at  the  village  ;  head  and  fall,  nine  feet. 

Fourth,  one  hundreds  rods  below ;  head  and  fall,  nine  feet. 

Fifth,  half  a  mile  below  the  third ;  head  and  fall,  12  feet. 

Sixth,  one  and  a  quarter  miles  below  the  village  ;  head  and  fall, 
12  feet.  The  back  water  of  each  power,  except  No.  5,  at  high 
water,  extends  to  the  power  above;  (No.  5  may  b.e  easily  raised  to 
No.  4);  so  that  the  whole  stream  is  converted  into  a  series  of  falls 
and  reservoirs. 
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Seventh  and  Eighth,  "at  the  village,  coming  down  from  the 
mountain/'  No.  *l,  tannery,  fall  25  feet  in  six  rods.  Head  and  fall 
on  the  Eighth,  40  feet  in  seven  rods ;  volume  of  water  four  inches 
square  to  12  inches  square,  common  height. 

Ninth  and  Tenth,  not  now  in  successful  operation,  and  not  sur- 
veyed. 

Eleventh,  on  the  Barker  brook ;  12  feet  head  and  fall. 

Twelfth,  on  the  Hillman  Mill  stream ;  both  in  the  southwestern 
part  of  the  town,  and  both  streams  tributary  to  the  Fairbanks  mill 
stream.     Head  on  the  Twelfth,  IT  feet ;  fall  19  feet  in  two  rods. 

Thirteenth,  on  the  Fairbanks  mill  stream,  on  the  county  road. 

Fourteenth,  on  the  outlet  of  a  meadow  of  considerable  extent. 

» 

Fifteenth,  Sixteenth,  Seventeenth  and  Eighteenth,  below  No.  14, 
and  within  three-fourths  of  a  mile  of  it. 

Nineteenth,  on  the  McLerry  mill  stream. 

Power  No.  1,  at  the  outlet  of  the  pond,  will  run  the  saw  mill 
upon  it  three-fourths  of  the  year.  Power  No.  3,  at  the  village, 
runs  saw  mill  two  months  in  the  year,  and  the  grist  mill  during  the 
year.  Nos.  2,  4,  6  and  6,  though  having  more  water,  run  only  as 
the  business  requires.  None  of  the  powers  in  operation  are  fully 
improved ;  much  water  runs  to  waste. 

The  Bow  wheel  used  at  power  No.  1,  and  does  one-fourth  more 
work  than  the  old  paddle  wheel  formerly  used ;  the  other  powers 
use  the  centre-vent  wheel  chiefly. 

Porter's  pond  is  640  acres  in  extent,  and  the  flowage  around  is 
secured  to  the  original  proprietor ;  no  additional  reservoirs,  of  much 
extent,  could  be  constructed.  The  capacity  of  the  pond  could  be 
increased  by  raising  the  dam  at  the  upper  mill,  so  as  to  elevate  the 
whole  surface  four  feet  higher  than  it  now  is,  at  an  expense  of  $600. 

At  No.  14,  a  meadow  could  be  flowed  200  acres  in  extent,  for 
$200 ;  and  Nos.  15,  16,  1*1  and  18,  are  on  the  same  stream,  and 
within  three-fourths  of  a  mile.  All  the  other  powers  on  this  stream 
would  have  small  reservoirs. 

All  the  powers  are  safe  as  to  freshets,  except  No.  13 ;  all  except 
1, 2, 3,4, 5, 6  and  13,  would  be  inconstant,  and  would  run  machinery 
only  three  to  nine  months  in  the  year. 

Outcropping  and  underlying  rocks,  granite  boulders  and  lime- 
stone. Nos.  14, 15, 16, 17  and  18,  have  good  facilities  for  building 
stone  dams.     Considerable  forest  and  timber. 

Market,  Farmington,  4  to  11  miles  distant  from  the  powers. 
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NiCATOU  Township — Penobscot  County. 

Statement  of  Daniel  Barker,  Esq.,  of  Bangor, 

Four  Powers. 

First,  ''  Salmon  Stream  Falls/'  on  the  Penobscot  river  near  the 
mouth  of  the  Salmon  stream,  12  feet  fall  in  T5  rods.    Unimproved. 

Second,  above,  "Jo-Mary  Kips,"  fall  8  to  10  feet.  Unimproved. 

Third,  on  the  Upper  Penobscot  or  West  branch,  a  short  distance 
above  the  confluence  with  the  Mattagamon  or  East  branch,  "Rips,'* 
100  rods  long,  formerly  a  dam  12  feet  high  ;  rocky  bottom.  Unim- 
proved. 

Fourth,  above,  "  Rockabema  Rips,''  8  feet  fall  in  16  rods.  Un- 
improved. 

Each  of  the  foregoing  is  a  power  of  the  first  magnitude.  The 
lakes  and  ponds  above,  which  can  be  used  for  reservoirs,  cover 
many  scores  of  square  miles,  and  would  fiirnish  a  vast  supply  of 
water  at  all  seasons.  The  two  powers  on  the  main  river  would  be 
rather  expensive  to  improve ;  but  at  and  upon  all  the  sites,  dams 
can  be  placed  upon  rock  bottom  and  mills  upon  ledge  foundations. 

The  principal  reservoirs  tributary  to  these  powers,  either  wholly 
or  in  part,  may  be  seen  upon  reference  to  Part  II,  pages  108-9-10. 

NOBLEBOROUGH — LiNCOLN   CoUNTY. 

Froni  Selectmen's  Returns. 

[See  also  '*  Newovtle  and  Nobleboroogh."] 

Three  Powers. 

First,  on  Oyster  creek. 
Second,  on  Winslow's  stream. 
Third,  on  Jones'  stream. 

NORRIDGEWOCK SOMERSET    CoUNTY. 

From  Selectmen's  Returns,  and  the  Statement  of  E.  S.  Waters, 

Civil  Engineer. 
Two  Powers. 

First,  *'  Bombazee  Rips,"  on  the  Kennebec  river,  three  miles 
above  Norridgewock  bridge ;  total  height  from  the  foot  of  the 
rapids  to  the  head  of  the  upper  pitch,  precisely  8  feet.  There  is 
an  excellent  location  for  a  dam,  by  means  of  which  a  head  and  fall 
of  12  feet  can  be  secured. 

On  the  west  bank  the  land  lies  favorable  to  the  reception  of 
mills.     Range  of  water  at  this  point,  15  to  20  feet. 
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If  the  extreme  minimum  volume  of  watSr  for  the  summer  in  a 
dry  season  be  assumed  to  be  36  per  cent,  less  than  at  Augusta, 
or  108,800  cubic  feet  per  minute,  for  11  hours  a  day,  the  power 
with  a  head  and  fall  of  12  feet  would  be  2,472  horse,  or  98,880 
spindles. 

Second,  "  Sawtelle's  Mills,"  at  the  mouth  of  Sawtelle's  mill 
stream,  in  South  Norridgewock ;  fall  ten  feet  in  20  rods ;  power 
estimated  sufficient  to  grind  16,000  bushels  of  grain,  and  saw  some 
200,000  feet  of  lumber ;  saw  and  grist  mill  upon  it.  The  grist  mill 
operates  all  the  year ;  the  saw  mill  all  but  winters.  Occasional 
suspensions  of  both  in  very  severe  drouths. 

The  improvement  of  the  power  has  had  a  marked  influence, 
though  variously  estimated ;  as  having  built  up  a  village  of  300 
inhabitants ;  as  having  increased  the  value  of  real  estate  in  the 
vicinity  25  per.  cent.;  as  having  resulted  in  a  gross  increase  of 
property  of  $'?6,000. 

The  Somerset  Railroad  is  now  constructing  on  the  bank  of  the 
river. 

North  Berwick — York  County. 

From  Selectmen's  Returns, 
Ten  Powers. 

Eight  situated  upon  the  Great  Works  river,  and  two  upon  the 

Negutaquis  river.     They  vary  in  height  from  ten  to  36  feet,  in  a 

distance  of  10  to  25  rods. 

The  power  is  not  all  improved.  Partially  improved  in  saw  mills, 
grist  mills,  etc.,  and  one  cotton  factory.  The  mills  operate  nearly 
all  the  year;  the  machinery  employed  is,  in  part,  very  good; 
turbines. 

Power  is  owned  by  the  North  Berwick  Company  and  others. 

The  main  stream  is  connected  with  one  pond  which  contains  from 
two  to  three  square  miles.  Artificial  reservoirs  not  feasible.  Rocks 
excessively  hard ;  lay  of  the  land,  about  the  falls,  good.  One-third 
of  the  basin  of  the  stream  covered  with  forests.  The  improvement 
of  the  power  has  been  of  decided  advantage  to  the  town. 

Market,  Portland,  Boston,  by  railroad. 

NORTHPIBLD — WASfflNGTON    CoUNTT. 

From  Selectmen's  Returns, 
Four  Powers, 

First  and  Second,  "Holmes'  Falls,"  on  the  Machias  river,  which 
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consist  of  two  rapids  abont  half  a  mile  from  each  other,  the  upper 
having  a  fall  of  15  feet,  the  lower  of  13  feet ;  each  capable  of 
propelling  machinery  equivalent  to  eight  saws  for  manufacturings 
lumber. 

If  the  volume  of  water  be  assumed  to  be  10,000  cubic  feet  per 
minute  at  low  run,  that  at  Machias  being  15,000i  cubic  feet,  the 
gross  power  of  the  whole  fall  is  about  560  horse,  or  22,000  spin- 
dles.    For  reservoirs,  see  page  132,  Part  II. 

Third,  "  Black  Cow  Meadow  Rips,''  on  Bog  stream,  fell  13  feet. 
The  source  is  Bog  lake,  1,000  acres,  and  affording  power  for  two 
saws  the  year  round. 

Fourth,  on  Bog  stream,  near  its  exit  from  the  lake,  saw,  lath 
and  shingle  mills.  With  a  suitable  wheel  this  power  will  operate 
the  season  through. 

None  of  the  privileges  above  mentioned  are  put  to  use  except 
the  Third.  ^ 

Other  points  are  noted  as  having  power,  "Dick's  Falls," 
"  College  Rips,"  and  "  Brown's  Rips." 

North  Haven — Knox  County. 

From  Selectmen's  Betums. 
Two  Poweps. 
First,  saw  and  grist  mill  on  Luce's  tide  stream. ' 
Second,  at  the  outlet  of  Beaver  pond ;  by  the  construction  of  a 
dam,  a  fall  of  10  feet  could  be  secured,  without  serious  flowage  of 
the  surrounding  farming  land,  and  a  power  of  local  value  produced. 
Market,  Rockland,  12  miles,  by  sea. 
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From  the  Selectmen's  Statement 

Four  Powers. 

First,  on  Little  river,  at  the  head  of  tide ;  average  volume  of 
water  six  square  feet,  bottom  of  stream  solid  ledge,  banks  almost 
perpendicular  and  also  ledge,  head  and  fall  of  15  feet  feasible, 
excellent  chance  for  reservoirs ;  privilege  accessible  by  tide  water ; 
formerly  used,  not  now  improved. 

Second,  Third  and  Fourth,  on  Sucker  brook,  in  the  northwest 
part  of  the  town  ;  saw  and  shingle  mills ;  average  volume  of  water 
three  square  feet,  bottom  ledge,  fall  eight  to  12  feet. 
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North  Yarmouth — Cumberland  County.  , 

From  Selectmen's  Betuma, 
Two  Powers. 

First,  "  Porter's  Mills,"  on  Royal  river. 

Second,  "  Masters'  Mills,"  on  the  east  branch  of  Royal  river. 

The  power  is  sufficient  to  drive  a  saw  and  two  runs  of  stones 
the  year  round. 

Market,  Portland. 

Norway — ^Oxford  County. 

From  Selectmen's  Betuma. 
Sleven  Powers. 

The  ''Pennassawassa  Falls,"  on  the  outlet  stream  of  Pennassc^ 
wassa  pond,  in  Norway  village,  constitute  six  of  the  above.  Total 
fall  T6  feet  in  one  mile. 

First,  below  the  outlet,  "Bennett's  Mills,"  fall  13  feet;  saw, 
shingle,  and  flouring  mills. 

Second,  "  Pennassawassa  Mills,"  fall  11  feet ;  a  twoHset  woollen 
mill,  carding  and  cloth-dressing  mill,  (independent  of  the  others, 
for  custom  work,)  and  machine  shop. 

Third,  no  improvement  except  dam ;  15  feet  fall. 

Fourth,  fall  15  feet;  grist,  plaster,  shingle,  carding,  and  job 
mills. 

Fifth,  seven  feet  fall ;  no  improvement  except  a  dam. 

Sixth,  fall  15  feet;  saw  and  planing  mill,  kit,  shingle,  and  clap- 
board machinery. 

Seventh,  between  the  second  and  third  dams,  fall  four  feet ;  can 

be  made  available  only  by  flowing  the  meadows  west  of  and  con- 

•  tiguous  to  the  village.     The  last-named  five  powers  are  called 

"  Steep  Falls,"  and  are  all  within  a  horizontal  distance  of  15  rods. 

Volume  of  water,  with  11  feet  head  on  the  second  dam,  four  feet 
square,  (16  square  feet)  for  13  hours  per  day,  throughout  the  year. 

The  foregoing  powers  work  all  the  year ;  the  ponds,  three  in 
number,  connected  with  the  stream,  have  an  aggregate  surface  of 
2,500  acres,  upon  which  10  to  15  feet  depth  of  water  can  be 
commanded.  The  power  and  mills  are  owned  by  a  large  number 
of  different  owners.  Machinery  generally  good ;  wheels,  centre 
vent ;  one  overshot  on  the  fourth  dam. 

Freshets  entirely  indestructive  when  the  dams  are  kept  in  order ; 
total  range  of  water,  four  feet,  or  thereabout ;  supply  constant; 
even  when  all  other  powers  in  a  radius  of  16  miles  have  failed. 
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Eighth,  at  the  outlet  of  North  pond,  in  the  northeast  comer  of 
the  town,  with  constant  supply  of  water  and  a  fall  of  12  feet. 

Ninth,  Tenth  and  Eleventh,  upon  small  streams  in  different 
parts  of  the  town,  with  saw  mills  upon  them,  and  sufficient  water 
for  use  during  three  or  four  months  of  the  year. 

Market,  Portland  and  BostoQ;  station  of  the  Grand  Trunk 
Railway  distant  one  mile  at  South  Paris. 

Oldtown— Penobscot  County. 

[See  Appeadiz  ] 

Orland — Hancock  County. 

From  the  Selectmen's  Eetuma,  and  an  elaboraJte  Plan  of  the  Streams, 

prepared  by  B,  T,  Osgood,  Esq, 

Sixteen  Powers,  or  More. 

Several  of  these  are  situated  upon  the  outlet  stream  of  Toddy 
pond.  Said  pond  covers  an  area  of  5.33  square  miles  of  deep 
water,  nine  feet  of  the  depth  being  commanded  by  a  dam,  by 
which  the  powers  below  are  rendered  perfectly  constant  and 
secure  at  all  seasons  of  the  year,  as  well  as  furnished  with  a  great 
supply  of  water. 

First,  16  rods  below  the  outlet  dam,  mill,  12  feet  three  inches 
fall. 

Second,  22  rods  below,  mill,  14  feet  fall. 

Third,  22  rods  below,  mill,  12  feet  three  inches. 

To  this  point  there  is  a  total  head  and  fall  of  48  feet,  the 
distance  being  60  rods.  From  this  point  to  the  Great  pond  below 
is  a  distance  of  146  rods,  and  a  fall  of  99  feet  nine  inches,  making 
the  gland  total  from  the  surface  of  Toddy  pond  reservoir  to  the  - 
surface  of  Great  pond,  147  feet  nine  inches,  and  the  distance  206 
rods.  The  40  rods  of  the  distance  next  above  Great  pond  is  too 
flat  for  dams. 

In  this  whole  distance  the  opportunities  for  dams  are  unsur- 
passed, their  required  length  is  about  150  feet  each,  the  banks 
being  on  each  side  about  25  feet  high.  The  land  on  the  west  side 
of  the  stream,  from  Toddy  to  Great  pond,  slopes  gradually  and 
uniformly,  and  furnishes  an  unrivalled  field  for  building  operations. 
It  will  be  seen  that  there  is  sufficient  fall  for  eight  privileges,  over 
12  feet  each  in  height. 

Thirteenth,  at  the  foot  of  the  Great  pond,  where  the  Lock  and 
Sluice  Co.'s  mills  are  located,  head  and  fall  15  feet  eight  inches  to 
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the  stone  dam  at  tide  water.  The  pond  covers  1.90  square  miles 
and  receives  the  contributions  of  Toddy  pond,  of  two  streams,  one 
large  one,  and  of  various  small  ponds. 

Fourteenth,  the  dam  at  the  head  of  tide  is  substantially  built  of 
granite,  head  and  faU  10  feet,  ponding  the  water  back  two  miles 
to  the  Great  pond  dam ;  saw,  grist,  and  stave  mills. 

The  total  fall  from  Toddy  pond  to  the  tide  flats  is  174  feet. 

Fifteenth,  on  the  outlet  stream  of  Craig's  pond,  a  shingle  mill, 
head  and  fall  22  feet. 

Sixteenth,  "  Swazey  &  Oo.'s  Mills,"  on  Dead  river,  the  outlet 
stream  of  Long,  Fitz,  Hothole,  and  other  ponds ;  head  and  fall  12 
feet. 

^e  ponds  can  all  be  cheaply  improved  for  reservoirs,  their 
mouths  being  narrow.  Artificial  reservoirs  of  large  capacity  can 
"be  formed,  if  needed.  Freshets  entirely  harmless,  owing  to  the 
lakes  and  ponds.  A  very  insignificant  portion  of  the  power  now 
used.  Annual  product  about  $50,000.  Rocks  suitable  for  building 
purposes. 

The  power  is  eminently  accessible,  the  first  dam  being,  as  before 
stated,  at  the  head  of  tide.  PropriAors  will  cooperate  substan- 
tially for  the  improvement  of  the  power. 

Orneville — Piscataquis  County. 

Three  Powers. 

First  on  Dead  stream,  the  outlet  of  lake  Boyd,  which  covers 
two  or  three  square  miles,  and  is  a  capacious  reservoir,  "  Cush- 
man's  Grist  Mill."     Considerable  power  unappropriated. 

Second,  on  the  Middle  branch  of  Dead  stream,  "  Hall's  Shingle 
Mill ;"  stream  fed  by  Pleasant  pond,  which  covers  half  a  square 
mile. 

Third,  on  the  West  branch  of  Dead  stream,  saw  and  grist  mill. 

Ponds  can  be  used  for  storage,  and  the  available  power  greatly 
increased. 

Orono — Penobscot  County. 
From  the  Returns  of  N,  WiUon,  Esq, 

Five  Powers. 

First,  the  "Upper  Stillwater  Dam,"  on  the  western  chute, 
or  channel,  of  the  Penobscot  river,  which  here  is  divided  and 
broken  by  large  islands ;   said  channel  is  called  the  Stillwater 
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river,  and  is  fed  by  Pushaw  river,  the  ontlet  of  the  great  Puehaw  lake. 

Second,  the  "  Lower  Stillwater  Dam,"  upon  the  same  river. 
Total  head  upon  these  two  dams,  16  to  22  feet. 

Improvements ;  upon  these  two  dams  are  now  22  single  saws, 
10  gangs,  five  rotary  saws ;  12  lath,  three  shingle,  and  four  clap- 
board mills ;  also  two  planing  machines,  one  machine  shop  and 
one  grist  mill,  and  ample  space  and  power  for  more. 

Third,  "Ayer's  Falls,"  on  the  chute,  or  channel,  of  the  Penob- 
scot, lying  betwixt  Ayer's  island  and  the  right  bank  of  the  river. 
The  mills  upon  this  privilege  are  called  the  "  Basin  Mills."  Head, 
nine  to  14  feet.  The  total /aZ2  from  Hammett's  mill,  (so-called,)  to 
the  foot  of  Ayer's  island,  is  31.63  feet. 

This  power  commands  the  entire  volume  of  the  Penobscot,  by 
means  of  a  low  dam  extending  from  the  he^d  of  Ayer's  island  to 
the  left  bank  of  the  main  river,  which,  at  low  water  directs  the 
whole  current  down  the  channel  aforesaid. 

Improvements ;  eight  single  saws,  four  gangs,  two  lath^  two 
clapboard,  one  shingle,  two  rotary  saws  and  a  machine-shop. 

This  privilege  is  unsurpassed  in  respect  to  its  combined  advan- 
tages for  mills,  cheapness  df  dams,  security  from  freshets,  and 
amount  of  power.     Chief  owner,  heirs  of  Gen.  Samuel  Veazie. 

Fourth,  "The  Stillwater  Canal  Power;"  by  means  of  a  canal 
leading  from  the  Stillwater  channel  above  the  upper  dam,  to  the 
"  Basin,"  a  vast  amount  of  power  would  be  made  available,  as  the 
water  could  be  used  several  times  over. 

Fifth,  "  The  Basin  Canal  Power ;"  a  canal  extending  from  the 
Basin  down  the  right  bank  of  the  river  two  miles,  and  conveying, 
as  it  might,  the  total  volume  of  the  Penobscot,  would  afford  privi- 
leges for  mills  and  factories  its  whole  length,  totally  secure  from  ice* 
or  freshets.  The  improvements  upon  the  three  privileges,  as  above 
set  forth,  consume  but  a  small  part  of  the  available  power. 

The  mills  operate,  for  the  most  part,  only  from  April  to  December. 
Total  annual  production,  65,000,000  feet  of  lumber,  besides  laths, 
clapboards  and  shingles. 

Market,  Bangor,  seven  miles  distant,  by  canal,  by  the  river,  and 
by  the  European  &  North  American  Railway. 

Population  of  Orono,  3,300 ;  three  churches ;  the  best  of  public 
schools,  and  excellent  society.  The  State  College  of  Agriculture 
and  Mechanic  Arts  is  located  here,  about  one  mile  from  the  village, 
on  the  east  bank  of  the  Stillwater  river,  in  a  beautiful  and  com- 
manding situation. 
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Obbikqtok — ^Penob8cot  Couktt. 

From  SeUctmen^B  Returns. 
Six  Powers. 

On  Segeunkedunk  stream,  the  outlet  of  Orrington  Oreat  pond. 

The  "Fall  at  East  Orrington,"  is  the  most  important,  being 
about  16  feet;  upon  the  other  privileges  is  from  eight  to  12  feet. 
The  upper  fall  is  backed  by  about  two  miles  of  dead  water ;  the 
other  powers  by  from  one-fourth  to  three-fourths  of  a  mile. 

The  best  privilege  runs  two  saws  through  the  year ;  No.  2,  a 
tannery ;  Nos.  3  and  4,  grist  mills,  and  will  grind  an  indefinite 
amount.  Four  only  of  the  privileges  are  improved ;  smallest  are 
unimproved.  The  mills  operate  all  the  year,  except  in  very  dry 
seasons,  when  a  month  is  sometimes  lost.  The  powers  are  all 
owned  in  Brewer  and  Orrington. 

The  stream  is  connected  with  two  ponds ;  combiiied  area  accord* 
ing  to  the  county  map  3.50  square  miles,  by  the  State  map  six 
square  miles ;  12  square  miles  according  to  the  Selectmen.  There 
is  a  dam  at  the  outlet  of  Oreat  pond,  and  if  this  were  in  good 
repair,  the  water  would  be  ample  to  run  all  the  year,  however 
severe  the  drouth.  Stream  steady ;  freshets  in  spring  about  five 
times  ordinary  volume;  no  damage,  to  any  amount,  has  eter 
occurred. 

If  six  feet  head  can  be  commanded  upon  five  square  miles  of  the 
pond  surface,  the  storage  amounting  to  836,000,000  cubic  feet, 
would  furnish  on  the  series  of  falls,  their  combined  height  being 
assumed  at  46  feet,  for  ten  hours  a  day,  312  days  a  year,  893  horse- 
power gross,  or  15,720  spindles;  to  this  should  be  added  the 
natural  low  run  of  the  stream  to  arrive  at  the  low-run  power  avail- 
able. The  storage  could  however  be  used  in  three  or  four  months, 
at  least  doubling  or  trebling  the  power,  the  natural  flow  of  the 
stream  sustainipg  the  power  at  this  figure  for  the  rest  of  the  year. 

The  falls  are  protected  with  ledge,  but  rock  is  not  sufficient  m 
the  immediate  neighborhood  for  extensive  building.  The  lay  of  the 
land  is  excellent  in  every  locality. 

The  improvement  of  No.  1,  was  the  up-building  of  the  eastern 
portion  of  the  town ;  No.  2,  has  had  a  similar  effect ;  and  both 
together  have  increased  population  and  wealth  ten  per  cent. 

Market,  great  local  market,  lumber  shipped  at  Brewer  village 
and  Orrington,  by  hauling  one  and  a  half  miles ;  produce,  at  Bangor, 
by  road,  two  miles. 

Power  No.  1,  at  East  Orrington,  is  well  situated  in  the  centre  of 
25 
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the  village,  and  within  three  rods  of  the  road,  which  is  easy  of 
access  from  the  mill  at  all  times.  It  is  a  natural  site  for  a  mill, 
and  the  power  is  sufficient  to  run  a  first-class  factory.  It  is  con- 
sidered one  of  the  best  locations  for  the  investment  of  capital,  with 
profit,  that  there  is  in  the  State. 

The  other  powers,  between  East  Orrington  and  Brewer  village, 
are  excellent ;  grinding  40  bushels  of  com  per  hour,  at  a  single 
run  of  stones. 

Otis — ^Hanoock  County. 

From  Selectmen's  Returns, 
Six  Powers. 

First  "  Remick's  Falls,"  at  the  foot  of  Flood's  pond ;  fall  75 
feet  in  20  rods.  Clapboard  and  shingle  mill,  2,000,000  shingles, 
100,000  clapboards,  works  all  the  year,  machinery  not  of  the  best 
construction.  Not  one-fourth  part  of  the  power  employed. 
Flood's  pond  covers  one  square  mile  according  to  the  county  mi^; 
over  two  square  miles  according  to  the  State  map.  It  has  nine 
feet  head  of  storage  raised  by  a  dam,  and  can  have  five  feet  more. 

Second,  half  a  mile  below,  saw  mill,  can  run  all  the  year,  not 
soW  in  use. 

Third,  one  mile  below,  shingle  and  clapboard  machine ;  cuts 
about  the  same  as  the  first  mentioned.     Power  all  improved. 

Fourth,  at  the  outlet  of  Springy  pond,  formed  by  dams  which 
raise  the  surface  of  the  pond.  A  shingle  machine,  can  run  half 
the  year,  dam  now  out  of  repair,  power  not  in  use.  The  pond 
covers  0.60  square  miles  according  to  the  county  map ;  has  nine 
feet  head  of  storage,  and  can  have  five  feet  additional. 

Fifth,  at  the  foot  of  Beach-Hill  pond,  saw  mill,  500,000  long 
lumber,  board  measure,  per  annum.  Fall  20  feet  in  30  rods; 
power  about  half  improved.  The  pond  covers  1.86  square  miles 
according  to  county  map ;  8.00  square  miles  according  to  State 
map.     It  has  six  feet  storage,  and  can  have  14  feet  additional. 

Sixth,  at  the  foot  of  Mountain  pond,  fall  same  as  the  above. 
Shingle  and  clapboard  mill,  can  run  all  the  year,  and  cut  1,500,000 
shingles  and  100,000  clapboards.  The  pond  covers  1 .25  square 
mUes  according  to  county  map ;  has  six  feet  storage,  and  can  have 
14  feet  additional. 

Market,  Ellsworth  and  Bangor.  Ample  room  and  power  for 
other  mills  and  factories,  on  the  above  privileges.  Centre-vent 
wheel  employed. 
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.  Otibfield — Cumberland  County. 

Four  Powers. 

First  and  Second,  on  the  outlet  stream  of  Saturday  pond,  saw 
mills. 

Third,  saw  mill  in  the  southwest  part  of  the  town. 

Fourth,  one-half  of  Bolster's  mills  power,  on  the  Crooked  river, 
is  in  this  town. 

Oxbow  Plantation — ^Penobscot  County. 
Statement  of  W.  H.  Bowe,  Esq,  of  Maaardis, 

One  Power. 

On  the  Umcolcus  stream,  the  outlet  of  Umcolcus  lake  and 
several  ponds.  A  saw  mill.  Large  supply  of  water,  as  the 
Umcolcus  covers  three  square  miles,  and  the  other  ponds  about 
two  square  miles.  z 

Oxford — Oxford  County. 

From  the  Staiementa  of  Wm.  8,  Dodge,  Esq,,  and  of  the  Municipal 

Officers, 
Three  Powers. 

First,  at  Oxford  village,  at  the  outlet  of  "  Thompson  Pond," 
owned  and  improved  by  the  "Robinson  Manufacturing  Co.;" 
three  woollen  mills,  12  sets  machinery,  manufacturing  2,200  yards 
three-quarter  cloth  per  week;  one  saw  mill,  fall  13  feet;  pond  10 
miles  long,  average  width  one  and  one-fourth  miles ;  annual  pro- 
duct of  woollen  mills  $250,000.  Distance  from  mill  to  railway 
(Grand  Trunk)  one  and  one-half  miles ;  800  square  inches  of  water 
used,  more  might  be  had  liy  clearing  the  outlet  channel. 

Second,  below,  at  Oxford  village,  100  rods  easterly  from  the 
Robinson  Manu&cturing  Co.'s  privilege;  fall  10  feet;  owned  by 
Hon.  J.  J.  Perry,  and  improved  by  Messrs.  S.  Rawson  &  Co.  in 
the  manufacture  of  hoe,  shovel  and  fork  handles,  shingles,  staves, 
&c.  Annual  product,$50,000.  Also,  sash  and  blind  factory, 
grist  mill,  stave  machine,  &c.  Value  of  annual  productions, 
$26,000.     Uses  700  square  inches  of  water  when  in  full  operation. 

Third,  at  Welchville,  on  the  Little  Androscoggin  river,  10  feet 
fall,  never  failing  supply  of  water ;  owned  and  improved  in  part 
on  the  north  side  by  John  Harper,  Esq.,  proprietor  of  "  Monitor 
Woollen  Mills,"  four  sets  machinery ;  cassimeres,  tweeds  and 
repellants ;  annual  value,  $100,000.    On  the  south  side,  owned  by 
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Messrs.  A.  C.  Denison  &  Co.,  and  Emery  Andrews,  Esq.,  who 
are  now  preparing  to  set  up  a  paper  mill,  grist  mill,  &c. ;  distance 
from  railroad  (Grand  Trunk)  one  and  two-thirds  mile;  1,200 
square  inches  of  water. 

This  is  probably  the  most  valuable  privilege  on  the  river,  as  the 
supply  of  water  is  inexhaustible,  with  power  enough  to  operate 
six  or  eight  woollen  mills  of  four  or  six  sets  capacity. 

By  vote  of  the  town,  capital  invested  in  manufacturing,  to  the 
amount  of  $5,000  and  upwards,  is  exempted  for  10  years  from 
taxation. 

Market,  Portland,  Boston  and  New  York. 

Palbbmo— -Waldo  Ooukty. 
From  Selectmen's  Bourns, 

Ten  Powers,  or  More. 

First,  "  Marden's  Stave  and  Shingle  Mill ;''  power  to  drive  two 
runs  of  stones  eight  months  of  the  year. 

Second  and  Third,  on  Little  river. 

Fourth,  on  the  main  Sheepscot  river ;  fall  about  13  inches  to 
the  rod  for  15  rods  ;  dam  broken,  mills  in  decay.  Power  sufficient 
to  drive  four  runs  of  stones  nearly,  or  quite,  all  the  year ;  stream 
fed  by  ten  or  more  ponds.  The  privilege  is  about  a  quarter  of  a 
mile  below  Sheepscot  Great  pond;  three  by  one  miles;  stream 
ranges  from  six  to  eight  feet,  from  lowest  to  highest  water.  The 
lakes  can  be  improved  readily  for  reservoirs. 

Fifth  and  Sixth,  on  a  tributary  of  the  West  Branch  of  the 
Sheepscot ;  saw  and  shingle  mill. 

The  other  powers  are  not  specified. 

One-half  of  the  basin  of  the  stream  covered  with  woods ;  granite 
in  the  form  of  boulders ;  flint  rock,  and  a  sort  of  sandstone. 

Market,  Belfe^t,  Rockland  and  Augusta,  by  road. 

Palmyra — Somerset  County. 

IVom  Selectmen's  Returns, 
Three  Powers. 

First,  at  the  outlet  of  White's  pond,  on  Village  Mill  stream ; 
"  Shaw's  Shingle  Machine ;"  four  to  six  months. 

Second,  on  Madawaska  stream,  Nay  &.  Runnels;  saw  and 
shingle  machine ;  four  to  six  months. 

Third,  on  Indian  stream ;  a  building  once  used  for  a  peg  factory. 
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now  unoccupied ;  circular  saw  on  the  other  side  of  the  stream ; 
eight  or  ten  months. 


Paris — Oxford  County. 
Returns  of  S.  P,  Maxim,  Esq,,  Selectman, 

Twelve  Powers. 

First,  "  South  Paris  Privilege/'  on  Little  Androscoggin  river ; 
flouring,  saw,  shingle,  planing,  and  barrel  machinery;  Charles 
Bailey  &  Co.;  annual  production,  estimated,  15,000  barrels  flour; 
capacity ,'20, 000  barrels ;  now  grinding  TOO  bushels  of  wheat  every 
24  hours.  Saw  mill,  100,000  feet  boards,  100,000  shingles,  and 
materials  for  15,000  barrels.  Power  all  used,  except  in  periods  of 
high  water.     A  deficiency,  usually,  in  mid-summer. 

Second,  "West  Paris,"  on  Little  Androscoggin  river;  flouring- 
mill,  Andrews  &  Dean ;  annual  production,  3,000  barrels  flour. 

Third,  "  Willis' Privilege,''  on  Little  Androscoggin  river ;  saw 
and  shingle  mill,  Willis  Brothers ;  annual  production,  75,000  feet 
of  boards,  and  75,000  shingles. 

Fourth,  "Barnes'  Privilege,"  on  Little  Androscoggin  river;  three- 
fourths  mile  south  of  West  Paris  station  ;  saw  mill,  P.  G.  Fickett ; 
capacity,  estimated,  100,000  feet  of  boards. 

Fifth,  "Snow's  Falls,"  on  Little  Androscoggin  river;  furniture 
factory,  S.  L.  Howard ;  capacity,  estimated,  3,000  barrels  flour. 

Sixth,  "Jackson's  Privilege,"  on  Little  Androscoggin  river; 
saw  and  grist,  shingle  and  stave  mills ;  I.  H.' Jackson.  Capacity, 
estimated,  3,000  barrels  of  flour. 

Seventh,  "North  Paris  Privilege,"  on  Moose  pond  stream ;  grist 
mill,  E.  W.  Murdock ;  1,000  barrels  flour. 

Eighth,  one-fourth  mile  below,  saw  and  shingle  mill,  Ira  Bartlett; 
50,000  feet  of  boards,  and  50,000  shingles. 

Ninth,  "  Iron  Foundry  Privilege,"  on  Stony  brook,  near  South 
Paris.  Foundry  and  machine  shop,  F.  C.  Merrill  &  Co.  Capacity 
estimated,  500  barrels  flour. 

Tenth,  "Royal's  Privilege,"  on  Stony  brook ;  grist  mill,  carriage 
shop,  William  Royal ;  production,  estimated,  500  barrels  flour. 

Eleventh,  " King's  Privilege,"  on  Stony  brook;  saw,  shingle, 
and  "Dead-Eye"  machinery;  S.  M.  King;  production,  estimated, 
60,060  feet  of  boards,  and  100,000  shingles. 

Twelfth,  "  Hammond's  Privilege,"  on  Smith  brook ;  saw  mill, 
M.  Hammond ;  50,000  feet  of  boards. 


390  WATBR  POWER  OF  MAINB.  [P 

The  aggregate  annual  production  of  all  the  powers  enumerated 
above,  is  26,000  barrels  flour ;  400,000  feet  of  boards,  200,000 
shingles. 

The  proportion  of  forest  is  estimated  at  one-sixth ;  but  little  old- 
growth  forest  left.  The  market  connections  are  at  Paris  Sill, 
South  Paris,  West  Paris,  North  Paris  and  Snow's  falls ;  principally 
at  Orand  Trunk  stations  at  South  Paris  and  West  Paris. 

Parkmak — Piscataquis  County. 

From  Selectmen's  Returns. 
Pour  Powers. 

First,  ''  Cummin g's  Brook,"  head  and  fall  (with  a  dam  eight  feet 
high)  24  feet,  water  for  four  months.  Its  capacity  could  be  doubled 
by  the  construction  of  two  dams  above. 

Second,  '' Pingree's  Mills,'' on  Mill  stream,  shingle  mill;  for- 
merly grist  and  saw  mill,  also ;  works  four  months  in  the  year ; 
situated  near  the  centre  of  the  town. 

Third,  "  Ilolbrook's  Mills ;"  four  saws  ;  grist  mill,  six  months. 
Capacity  of  the  above  two  powers  might  be  doubled  by  a  cheap 
dam,  which  would  flow  a  very  large  bog.  Situated  near  the  centre 
of  the  town. 

Fourth,  "  Pease  Mills,"  on  the  south  branch  of  the  Piscataquis 
river ;  a  good  power  with  a  good  dam  ;  saw  and  shingle  mill  re- 
cently burned.  Sometimes  a  lack  of  water,  but  at  a  trifling  outlay 
a  lake  two  miles  above  might  be  converted  into  a  reservoir  and 
ample  water  secured  all  the  year.  Situated  in  the  northwest  corner 
of  the  town. 

"  Good  roads  to  all  the  powers,  and  a  good  farming  town." 

Parun-Pond  TowNSfflp — Somerset  County. 

StcUement  of  Heman  Whipple,  Esq,,  of  Solon, 

Two  PowerB. 

On  the  Parlin-pond  stream  ;  fall  10  feet  each ;  one  dam ;  good 
sites.  Pond  covers  2.75  square  miles,  and  can  be  flowed  eight  feet. 

Parsonsfield — York  County. 
From  the  Returns  of  the  Selectmen. 

[See  also  "  Hiram  and  Panonafield,*'  and  "  Parsonsfield  and  Porter."] 

Four  Powers. 

Situated  upon  brooks  which  are  supplied  by  Long,  Spruce,  and 
Mudgett  ponds.    Three  of  the  powers  are  occupied  by  mills. 
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Parsonspield — York  County,  and  Porter — Oxpord  County. 
From  the  Returns  of  Parsonafield  and  Porter, 

[See  alM  •'Pftnonffleld/'  and  "Porter.'^ 

Three  Powers. 

On  Great  Ossipee  river,  First,  "  Eezar  Palls ;"  fall  50  feet  in 
one  mile.  One  perpendicular  saw  will  cut  1,000,000  feet  lumber 
annually ;  a  part  of  the  power  is  improved  as  follows :  planing, 
stave,  and  shingle  machines ;  bobbin  factory ;  grist  mill ;  saw  mill ; 
two  dams. 

All  the  mills  and  machines  work  the  whole  year.  Dry  times  do 
not  interfere  with  the  working  of  the  machiney,  as  there  is  always 
an  abundance  of  water.  The  volume  of  water  might  be  somewhat 
increased  by  further  improvement  of  the  reservoirs.  Centre-vent 
and  spiral-vent  wheels.  Power  owned  by  Moses  Sweat,  A.  P. 
Benton,  and  others. 

The  bed  of  the  stream,  at  the  falls,  is  very  stony  and  many  large 
rocks  are  found ;  but  of  a  quality  not  suitable  for  building  purposes. 
In  the  vicinity  of  the  falls,  however,  granite  is  found  in  quantity 
sufficient  for  all  buildings  which  may  be  erected.  The  river  flows 
in  an  easterly  direction ;  the  southern  shore  is  a  gradual  slope  to 
the  river  the  entire  length  of  the  falls,  which  gives  an  excellent 
location  for  mills  or  shops.  The  northern  shore  descends  to  the 
river  by  a  steep  bank,  the  greater  part  of  the  length  of  the  falls, 
and  would  be  a  good  location  for  mills.  The  river  is  very  constant. 
In  dry  seasons  all  other  mills  in  this  section  are  obliged  to  suspend 
operation,  while  the  machinery  on  this  stream  runs  with  the  same 
regularity  and  power  as  at  any  other  time ;  and  during  such  periods 
receives  the  patronage  of  people'  at  a  great  distance ;  not  improved 
on  the  Porter  side. 

Second,  "  French's  Falls,"  above  ;  fall  nine  feet;  not  improved. 

Third'  ''South  River  Falls,''  above;  descent  eight  feet;  not 
improved. 

The  river,  at  the  above  sites,  about  200  feet  wide. 

No  mills  have  ever  been  damaged  by  freshets ;  ordinary  rains 
have  but  little  or  no  effect  upon  the  stream.  The  country  not  being 
mountainous,  the  stream  rises  and  falls  slowly.  Total  range  from 
low  to  high  water  three  to  five  feet. 

The  Portland  &  Rutland  Railroad  will  run  on  the  bank  of  the 
river  for  ten  miles  by  the  side  of  the  water-powers. 
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Passadumkeao — Pemobscot  County. 
SUUemerU  of  Selectmen. 

[6m  9im>  **  Bdiobarg  and  Pawadnmki^g.''] 

There  is  no  water-power  within  the  limits  of  this  town. 

Fatten — Psnobscot  Countt. 

From  Selectmen's  Returns, 
Four  Powers. 

First,  the  **  Upper  Dam/'  on  Fish  stream ;  12  feet  head,  saw  mill, 
planing  mill,  &c.;  water  for  the  saw  mill  four  months ;  200,000  of 
boards  annually,  and  30,000  clapboards. 

Second,  the  "  Lower  Dam/'  a  grist  mill ;  head  12  feet ;  suflScient 
water  to  carry  the  mill  eight  months,  on  an  average. 

Third,  on  the  "  Hersey  Brook,"  a  grist  mill ;  fall  22  feet ;  over- 
shot wheel  18  feet  in  diameter.  Two  runs  of  stones,  one  flour 
bolt.     Sufficient  water  about  four  months. 

Pembroke — WAsraNCTON  County. 
From  the  Statement  of  0.  B,  Blanchard,  Esq, 

Five  Powers. 

First,  on  Pemaquan  river,  three  and  a  half  miles  from  tide  water, 
"  Little  Falls,"  saw,  shingle,  lath,  and  clapboard  machines ;  run 
the  entire  year,  excepting  a  few  weeks  in  extreme  drouth ;  fall 
18  feet. 

Second,  two  and  a  half  miles  below ;  Pembroke  Iron  Company, 
rolling  mills,  furnaces,  &c.  Operates  throughout  the  year;  assisted 
during  seasons  of  drouth  by  steam.  Annual  manufacture,  9,000 
tons  iron,  3,600  casks  of  nails ;  fall  30  feet. 

Third,  one-fourth  mile  below,  gang  saw  mill,  shingle,  lath,  and 
stave  machines  connected ;  runs  throughout  the  year ;  fall  seven 
feet.     A  good  privilege. 

Fourth,  one-quarter  mile  below ;  "  Leavitt's  Grist  Mill ;"  power 
not  all  used ;  fall  six  feet. 

Fifth,  one-half  mile  below,  and  on  tide  water ;  grist  and  planing 
mill,  sash  and  blind  factory ;  obliged  to  shut  down  five  hours  per 
day  on  account  of  tide.  Convenient  locationr,  as  vessels  discharge 
directly  into  the  mill. 

The  entire  stream,  with  the  exception  of  the  first  grist  mill  site 
jiamed,  owned  by  Pembroke  Iron  Company. 
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PsNOBscoT — ^Hancock  Oountt. 
From  Selectmen's  Statement. 

[See  alM  "  Brooksville  and  Penobtoot.''] 

Seven  Powers,  and  More. 

Upon  Wardwell's  stream  and  Winslow's  stream.     Wardwell's' 
stream  is  fed  by  Pierce's  pond,  which  is  half  a  mile  in  diameter 
and  half  a  mile  from  tide  water.    Three  falls  on  said  stream,  which 
have  been  improved,  all  but  one  have  been  abandoned  for  want  of 
lumber. 

First,  nearest  the  pond,  used  to  drive  a  single  saw  and  a  grist 
mill  with  two  runs  of  stones,  stave,  lath,  and  shingle  machines. 
Old-fashioned  paddle  wheel  and  breast  wheel ;  10  feet  head.  Can 
be  worked  six  months.  The  saw  mill  does  but  little  business  for 
want  of  logs;  the  stave  machine  has  cut  600,000  staves  the 
present  year. 

Second,  below,  has  been  used  for  a  carding  and  clothing  mill, 
driven  by  an  overshot  wheel  15  feet  in  diameter.  The  fall  is 
obtained  by  carrying  the  water  eight  rods  horizontally ;  does  no 
business  at  present. 

No  information  given  respecting  the  third  power  on  Wardwell's 
stream. 

Granite  in  abundance  on  the  premises;  bricks  manufactured 
within  60  rods  of  either  power.  Vessels  of  200  tons  burthen  come 
within  one  mile ;  small  vessels  and  scows  come  to  the  brick  yard, 
within  50  rods.  The  dam  at  Pierce's  pond  is  90  feet  long.  The 
pond  might  be  raised  to  any  height  by  building  the  dam  higher. 

Fourth,  Winslow's  stream,  six  miles  long  from  tide  water  to  the 
head  of  Wight's  pond,  75  acres.  At  its  foot,  single  saw  and  grist 
mill ;  10  feet  fall,  dam  60  feet  long  and  six  feet  high  in  the  middle. 
More  fall  might  be  easily  obtained  if  needed. 

Fifth,  below,  within  50  rods  of  tide  water,  formerly  a  shingle 
machine.  Fifteen  feet  fall  feasible.  The  location  is  convenient 
for  mills ;  10  rods  to  the  stage  road ;  vessels  of  200  tons  burthen 
have  been  built  within  60  rods.  Plenty  of  granite  suitable  for 
building  within  100  rods.     The  quarry  has  been  worked. 

Sixth,  etc.,  other  powers  on  said  stream  have  been  improved  in 
years  gone  by,  but  the  lumber  has  been  cut  off,  and  for  the  want 
of  capital  and  experience  in  other  manufacture  than  lumber,  they 
are  and  remain  unimproved.  The  last  three  powers  by  the  flowing 
of  a  meadow  would  do  a  large  amount  of  business  all  the  year. 
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Perkins — Sagadahoc  Countt. 

Statemerd  of  the  Selectmen, ' 
One  Power. 

The  "Little  Narrows,"  between  two  islands,  about  Y5  feet 

•wide,  through  which  the  tide  runs  with  rapidity.     Fifty  years  ago 

a  wheel  was  set  which  worked  well,  but  from  want  of  means  or 

some  other  cause  not  now  known,  mills  were  aever  erected.    The 

privilege  is  naw  unimproved. 

* 

Pbbry — Washington  County. 

From  Selectmen's  Beiuma, 
Five  Powers. 

On  Little  river,  the  outlet  stream  of  Boyden  pond,  and  all 
within  horizontal  distance  of  two  miles.  Pond  is  five  by  two 
miles,  and  has  a  dam  at  its  outlet. 

First,  "  Gibson's  Privilege,"  12  feet  fall ;  grist  mill  and  carding 
machine.  • 

Second,  "Gates,  Duren  &  Co.'s  Privilege ;"  fall  25  feet;  gang 
saw  mill. 

Third,  "  Chadbourne's  Privilege ;"  lath  machine ;  fall  22  feet. 

Fourth  " Mill,"  lath  n^chine ;  fall  10  feet. 

Fifth,  "  Rapid ;"  six  feet  fall. 

The  powers  work  about  eight  months  of  the  year;  artificial 
reservoirs  might  be  constructed  of  size  to  supply  water  all  the 
year ;  wheels,  high  breast. 

Gates,  Duren  &  Co.,  upon  one  power,  saw  3,600,000  of  lumber 
yearly.  Their  mill  is  within  three-fourths  of  a  mile  of  the  landing 
place  of  vessels  of  200  tons.    . 

Rock ;  sandstone.  Land  on  each  side  of  the  stream  cleared, 
level,  good  for  building,  and  productive  of  hay ;  the  town  is 
generally  fertile.  The  lots  remaining  after  the  removal  of  the 
timber,  200  acres  each,  will  make  each  two  good  farms. 

The  power  is  not  all  employed.  The  amount  of  it  may  be 
judged  from  the  working  capacity  of  Gates,  Duren  &  Co.'s  work 
upon  one  power. 

Market,  New  York,  Boston,  and  all  points  by  sea. 

Peru — Oxford  County. 

SkUemeni  of  Jonas  Oreene,  Esq, 
Nine  Powers. 
First;  on  the  outlet  of  Worthley  pond ;  fall  26  feet  in  26  rods ; 
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"  Ripley's  Saw  and  Shingle  Mill ;"  with  small  outlay  in  improve- 
ments could  run  throi^gh  the  year,  as  it  is  fed  from  this  large  pond. 

Second,  one  mile  below;  fall  eight  feet;  "Howard's  Shingle 
and  Lath  Mill ;"  runs  a  few  months ;  can  be  greatly  improved. 

Third,  below,  fall  10  feet  in  a  few  rods ;  "  Bemis'  Grist  Mill," 
and  other  small  machinery ;  short  of  water  a  portion  of  the  year. 

Fourth,  at  the  centre  of  the  town  on  a  large  brook,  near  its 
outlet  into  the  Androscoggin  river ;  Hay  ford  &  Son ;  fall  20*  feet 
in  four  rods ;  grist  mill,  threshing  machine;  with  various  lumber 
machinery.  Saw  mill  going  up  with  the  contemplated  improve- 
ments can  be  operated  a  large  portion  of  the  year. 

Fifth,  20  rods  below,  unoccupied,  six  feet  fall. 

Sixth,  on  Spear's  stream,  at  West  Peru ;  fall  in  80  rods  35  feet ; 
grist,  saw  and  shingle  mills,  and  machine  shop.  Grist  mill  runs 
most  of  the  year ;  saw  mill  spring  and  fall. 

Seventh,  above,  ''Jennie  Falls ;''  unoccupied ;  fall,  six  or  eight 
feet. 

Eighth,  on  said  Spear  stream  in  west  part  of  the  town  or  Brook- 
line,  so  called ;  John  C.  Wyman,  Jr.;  fall  12  feet  in  three  rods; 
saw,  shingle  and  lath  mill,  also  threshing  machine.  Euns  about 
four  months ;  with  improvements  could  do  much  more. 

Ninth,  on  Winthington  brook,  in  the  north  part  of  the  town, 
Elbridge  Austin,  saw  mill,  shingle  and  threshing  machine.  Over- 
shot wheel ;  two-thirds  the  year. 

Stone  abundant  and  near  all  the  privileges.  Considerable 
timber  in  the  vicinity  of  all,  and  large  amount  of  hard  timber  in 
town. 

Market,  Lewiston  and  Portland. 

PmLLiPS — Franklin  County. 
StoUement  of  Ahner  Toothaker,  Esq.,  and  the  Selectmen. 

Numerous  Powers. 

On  the  Sandy  river  in  a  running  distance  of  three  and  one-half 
miles.  Th^  river  in  the  whole  descent  is  a  torrent,  and  the  total 
fall  is  judged  not  less  than  300  feet.  Mills  could  be  operated  its 
entire  length.    Three  privileges  are  improved. 

First,  "  Wing's  Mills,"  the  upper  of  the  series,  head  and  fall  12 
feet,  saw  and  clover  mill,  shingle  machine ;  old  leaky  wooden  dam 
that  wastes  two-thirds  of  the  water  at  low  run. 

Second,  two  miles  and  a  half  below,  '*  Whitney's  Saw  Mills  " 
use  144  inches  of  water ;  estimated  power,  30  horse  at  lowest  run, 
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which  is  about  one-fourth  of  the  quantity  running.  Operate  part 
of  the  year.  Improvements,  planing,  shovel-handle,  and  small 
lumber  machinery. 

Third,  one  mile  below,  as  the  stream  runs,  and  60  fe^  lower, 
vertically,  "  Beedy's  Grist  MQl*,"  operates  all  the  year.  Improve- 
ments, grist  and  carding  mill. 

Flutter,  Blake's,  and  Tub  wheels.  More  dams  could  be  cheaply 
constructed,  avast  amount  of  unused  power;  freshets  cannot  affect 
the  present  mills.  Rock,  granite ;  lay  of  the  land  good ;  three* 
fourths  of  the  basin  covered  with  forest. 

Market,  Farmington,  18  miles  by  road,  and  at  home. 

Phipsburg — SAaADAHOo  County. 

Statement  of  Samtiel  D.  Meed,  Usq. 
Ten  Powers. 

First,  a  good  tide  privilege  at  the  "  Basin,"  on  New  Meadow 
river  ;  has  carried  saw,  corn,  carding  and  fulling  mills ;  not  in  use 
for  a  great  number  of  years ;  stone  dam  remains  good ;  vessels  can 
load  at  the  mills.  Situated  25  miles  from  Portland,  by  inside  navi- 
gation among  the  islands  of  Oasco  Bay,  and  ten  miles  from  Bath. 
Good  second  growth  in  the  vicinity.  Good  granite  near,  and  a 
good  lime  quarry  within  a  mile  on  the  same  basin  of  water,  and 
plenty  of  wood  in  the  vicinity.  Lime  burning  could  be  made  very 
profitable,  as  the  limestone  is  situated  near  the  shore.  A  superior 
emery  found  here.  All  owned  by  Samuel  D.  Reed  and  others  of 
Phipsburg. 

Second,  a  small  tide  power  at  Small  Point ;  saw  and  shingle  mill ; 
also  a  quarry  of  good  mica  slate,  which  can  be  got  out  in  large 
sheets.  Third,  a  small  tide  power  on  a  branch  of  Morse's  river ; 
has  been  a  saw  mill. 

Fourth,  at "  Parker's  Head,''  on  the  Kennebec  river,  a  very  great 
tide  power,  has  carried  ten  up-and-down  saws  with  the  usual  com- 
plement of  small  machinery.  With  the  best  wheels,  the  power 
would  carry  double  the  amount.  It  "is  considered  the  best  privi- 
lege on  Kennebec  river,"  being  open  all  winter  to  navigation ;  is 
three  miles  from  the  mouth  of  the  river  and  Fort  Popham,  and  ten 
miles  from  Bath.  Logs  come  down  river  to  supply  the  mills. 
Eight  of  the  mills  were  burned  down  in  September,  1866,  leaving 

m 

the  dam  in  good  condition.  The  privilege  is  for  sale.  Good  quarry 
of  granite  and  flagging  stone  about  one  mile  to  the  west  of  Parker's 
Head  village,  the  stone  splits  well,  and  works  up  to  a  fine  edge. 
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Fifth,  a  tide  power  at  the  centre  village,  on  Kennebec  river,  now 
occupied  by  two  up-and*down  saws,  some  small  machinery,  and  a 
grist  mill ;  power  suflBcient  to  carry  more  mills.     Used  in  part  for 

sawing  Ship  timber  for  vessels  built  near  the  mills.     The  mills  are 

•  

seven  miles  from  Bath  and  six  miles  from  the  mouth  of  Kennebec / 
river. 

Sixth,  double  saw  mill  at  Drummore,  vessels  load  at  the  mills. 

Seventh,  "Drummore  Bay"  might  be  dammed  so  as  to  make  a 
very  large  tide  power. 

Eighth,  on  a  fresh-water  stream  which  enters  Parker's  Head  mill 
pond,  has  been  a  saw  mill ;  afterwards  a  shingle  mill,  worked  by 
an  over-shot  wheel. 

Ninth,  a  fresh-water  power,  at  the  basin,  60  feet  feet  from  the 
pond  to  high  water  mark ;  not  perpendicular  fall.  The  stream 
enters  the  basin,  then  passes  into  New  Meadow  river. 

Tenth,  "  Winnegance  Tide  Mills,/'  three  miles  from  Bath  and 
four  miles  from  Phipsburg-centre  village,  a  large  reservoir,  16 
saws,  and  some  machinery  for  small  lumber.  Nine  mills  are  on  the 
Phipsburg  side  of  the  pond,  and  seven  on  the  Bath  side.  Supplied 
with  logs  from  up  Kennebec  river,  mostly.  It  is  controlled  by  a 
corporation.     Winslow  Morse,  President. 

PiTTSPiELD — Somerset  CoufrY. 
From  Selectmen's  Betums, 

[See  also  "  Buraham  and  Pittefield  *^ 

Three  Powers. 

First,  ''Douglass  Ledge,''  on  the  west  branch  of  the  Sebasticook 
river ;  fall  14  feet  in  150  rods.     Unimproved. 

Second,  on  the  same  stream,  "  Hathorn's  Mill ;"  fall  14  feet  in 
40  rods ;  capacity  4,000,000  shingles,  2,000,000  long  lumber, 
10,000  bedsteads,  gpnd  100,000  bUshels  of  grain.  This  is  about 
one-fifth  of  what  all  would  do  if  improved.     Centre-vent  wheels. 

Third,  "Call  Kips,"  on  the  same  stream,  IT  feet  in  200  rods. 
Unimproved. 

Several  lakes  and  ponds,  amongst  them  Moose  pond,  eight  by 
one  miles.  All  can  be  converted  into  reservoirs.  A  storage  of  six 
feet  depth  on  Moose  pond,  will  yield  for  812  days  per  annum  10 
hours  a  day,  a  gross  power  of  676  horse,  on  the  above  series  of 
falls,  or  26,800  spindles.  This  is  the  storage  alone,  it  will  be 
observed,  to  which  the  natural  low  run  of  the  stream  requires  to 
be  added,  increasing  the  present  available  power  two  or  three  fold. 
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Oranite  boulders,  suitable  for  building.     One-half  basin  of  stream 
covered  with  woods. 

Market,  Bangor,  Lewiston,  Portland,  by  Maine  Central  Railroad. 

PlTTSTON — RfeNKEBEG   CoUNTY. 

From  Selectmen's  Returns, 
Two  Powers. 

First,  on  Worromontogus  stream,  a  very  substantial  stone  dam 
15  feet  high ;  various  saws,  500,000  long  lumber,  1,000,000  shin* 
gles,  clapboards  and  laths  in  the  same  proportion. 

Second,  on  a  branch  of  Eastern  river ;  saw  mill,  grist  mill ; 
former  operates  five  months,  latter  about  all  the  year. 

PrrrsTON  TowNsmp — Somebset  County. 
From  the  StcUemerU  of  Hon.  Abner  Gdbwm. 

One  Power. 

"  Canada  Palls,"  on  the  Penobscot  river  below  the  forks,  over 
20  feet  descent.     Unimproved. 

Pleasant  Ridge  Township — Somerset  County. 
Statement  of  E,  W,  Parlin,  Esq, 

[See  also  **  Moaoow  and  Pleasant  Ridge.'*] 

Numerous  Powers.* 

On  Houriton  stream.  The  stream  is  a  torrent  for  nearly  two  miles. 
The  lower  three-fourths  of  a  mile  is  a  continuous  rapid,  with  a  pitch 
of  eight  feet  at  the  foot.  At  the  head  of  the  three-fourths  mile,  the 
"  Grand  Falls,"  50  feet  perpendicular ;  a  most  beautiful  cascade. 
For  half  a  mile  above  the  Grand  Falls  there  are  rapids  all  the  way. 
Good  sites  for  dams  at  any  point.  Chance  to  flow  300  acres  of 
intervale  at  the  head  of  the  upper  rapids ;  also  a  considerable  pond 
on  the  south  branch  of  the  Houston  stream.  Jotal  fall  judged  to 
be  300  feet. 

Mill  site  at  outlet  of  Rowe  pond,  0.70  square  miles. 

Also  at  the  foot  of  Jewett  pond,  25  feet  fall  can  be  had.  Very 
large  supply  of  water  by  dams  on  the  ponds. 

• 

Plyhouth — Penobscot  County. 

Statem^eni  of  the  Selectmen,  ' 

Five  Powers. 

On  Martin  stream,  all  improved  save  one. 

First,  "Martin  Stream  Falls,"  at  Plymouth  village ;  saw,  shingle 
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and  grist  mill ;  500,000  of  lumber.  Grist  mill  usually  full  of  busi- 
ness, especially  in  dry  seasons. 

Second,  60  rods  below;  a  large  tannery,  8,000  cords  of  bark  and 
5,400  cords  of  wood. 

Third,  120  rods  below;  carding  and  clothing  mill  which  is  never 
idle  in  the  season  of  business.     Eecent  improvements  added. 

Fourth,  unimproved,  two  miles  below. 

Fifth,  two  and  a  half  miles  below;  saw  and  shingle  mill. 

The  fall  is  sufficient  for  a  15-foot  head  on  either  of  the  powers 
named.  A  judgment  of  the  capacity  of  the  stream  for  manufactur- 
ing may  be  formed  from  the  fact  that  it  is  sufficient  to  run  the  saw 
mills,  shingle  mills  and  grist  mill  a  greater  portion  of  the  year  in 
the  driest  seasons 

Machinery  modem;  "Rose,"  or  "Thurlow,''  and  "Scroll" 
wheels ;  cannot  be  recommended  for  economising  power. 

Martin  stream  is  connected  with  two  ponds  within  two  miles  of 
the  falls,  Plymouth  and  Little  ponds ;  ponds  are  flowed  by  the  dam 
at  falls  together  with  a  large  ext^t  of  land  comprising  with  pond 
some  1,800  acres.  The  large  volume  of  water  held  in  reserve  is 
used  as  needed  and  renders  this  power  among  the  best  in  the  State. 

Formerly  a  dam  in  Dixmont,  four  miles  southeast  of  this  village, 
upon  which  were  mills ;  mills  burned  and  dam  gone  to  ruin ;  dam 
flowed  a  large  area  of  land  and  added  much  to  the  capacity  of  the 
power  at  Plymouth.  This  might  again  be  built  if  deemed  necessary. 

If  six  feet  head  can  be  commanded  upon  four  square  miles  of 
reservoir,  the  gross  power  of  the  series  of  falls,  at  15  feet  each, 
arising  from  the  storage  alone,  is  486  horse-powers,  or  19,440 
spindles,  for  10  hours  a  day,  812  days  per  year.  The  storage  can 
all  be  used  in  six  months  or  less,  the  natural  run  sufficing  the  rest 
of  the  year,  doubling  or  trebling  the  power. 

The  stream  is  very  uniform  on  account  of  reservoirs.  The 
stream  at  falls  rtins  on  a  compact  ledge.  The  land  above  falls 
lies  but  little  elevated  above  high  water  mark  on  dam  for  quite  a 
distance,  and  the  site  for  factories,  worshops,  Ac,  is  convenient 
and  easy  of  access.  The  proportion  of  basin  of  stream  cov^ed 
by  forests  about  one-half. 

Market,  all  points  by  Maine  Central  Eailroad,  station  three  and 
a  half  miles  north  of  village. 
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Poland — AKdroscogoin  County. 

From  Selectmen's  Returns,  based  upon  the  Survey  of  8,  F, 

Waterman,  Esq, 

[See  aUo  «  Minot  and  Poland."] 

Three  Powers. 

First,  "Poland  Comer  Privilege/'  on  Waterhouse  brook;  fall 
18  feet  in  360  feet ;  velocity  of  current,  100  feet  per  minute  ;  area 
of  cross  section,  30  square  feet.  Improved  in  part,  by  a  grist  mill 
and  saw  mill ;  a  good  stone  dam  across  the  head  of  the  falls  ;  mills 
operate  all  the  year ;  about  75  horse-power,  gross. 

Second,  "Shaker  MUl;"  fall  42  feet  in  250  feet  distance.  A 
30-foot  overshot  wheel  runs  *  a  large  amount  of  machinery  all  the 
year  ;  for  grinding,  sawing,  planing,  machine  shops,  carding,  &c. 

Third,  "  West  Poland  Mill  Company,"  on  Saunder's  brook,  an 
18-foot  overshot  wheel,  saw  mill,  operating  half  the  year.  Power 
could  be  increaaed,  to  some  extent,  by  flowing  meadows. 

Porter — OxfOBD  County. 
From  Selectmen's  Returns,  and  the  Statement  of  O.  O.  Stacy,  Esq, 

[See  alao  ■'Hiram  and  Porter,"  and  *<  ParaooBiSeld  and  Porter.*^ 

Seven  Powers. 

First  "  Stanly's  Mills,"  at  the  foot  of  Robert's  pond ;  head  and 
fall  eight  feet. 

Second,  "  Colcord's  Mill,"  at  the  foot  of  Colcord's  pond ;  eight 
feet  fall. 

Third,  "Gentleman  Mill,"  on  the  Mill  brook  which  runs  by 
Porter  village ;  fall  seven  feet. 

Fourth,  "  Robbins'  Mill,"  on  West  Branch  brook ;  fall  five  feet. 

Fifth,  "  Weeks'  Mill,"  on  the  outlet  of  Spectacle  pond,  stave 
and  shingle  mill ;  formerly  a  large  saw  mill. 

Sixth,  "  Davis'  Privilege." 

Seventh,  "Norton  &  Davis  Privilege." 

Abundant  and  good  granite.  Two-thirds  of  the  basin  wooded. 
Market;  Portland,  by  rail  and  road. 

Portland — Cumberland  Cottnty. 

Statement  of  the  Proprietors, 
One  Power. 

The  "  City  Mills,"  a  tidal  grist  and  salt  mill ;  three  runs  of 

stones ;  works  12  hours  a  day ;  can  grind  150  bushels  per  day ;  30 

acres  of  pond. 
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.  The  above  privilege  is  situated  near  the  head  of  Back  Cove,  an 
arm  of  the  sea,  nearly  800  acres  in  extent,  with  a  narrow  entrance 
which  might  be  dammed  at  no  great  expense,  and  a  tide  power  of 
great  capacity  and  of  great  value  for  flour  mills  and  other  adapted 
purposes  be  established. 

PowNAL — Cumberland  County. 

From  Selectmen's  Returns, 
Two  Powers. 

First,  "Haskell's  Mills,"  on  the  southeast  branch  of  Royal 
river,  near  Poland  Centre ;  fall,  with  a  dam  10  feet  high,  12  feet. 
Saw  and  grist  mill ;  dam  out  of  repair ;  machinery  old-fashioned 
and  poor ;  power  sufficient  to  run  both  mills  all  the  year,  with 
improved  machinery  and  good  dam.     Rocks,  coarse  granite. 

Second,  "  Merritt's  Mills,''  on  the  northeast  branch  of  Royal 
river,  near  north  Pownal  village ;  a  saw  mill  might  run  the  year 
round  with  good  dam  and  modem  machinery ;  fall,  with  a  dam 
12  feet  high,  14  feet;  ponds  the  water  back  about  two  miles; 
formerly  a  grist  mill  upon  it. 

Pbentiss — Penobscot  County. 

From  Selectmen's  Returns, 
Two  Powers. 

First,  "  Mattagordus  Falls,"  on  Mattagordus  stream ;  fall  40  feet 

in  one-fourth  mile,  the  main  road  crossing  where  the  dam  should  be 

placed.    Power  not  improved ;  very  large  tract  of  low  land  upon 

the  stream  could  be  converted  into  reservoir  at  little  expense. 

ne  suitable  for  foundations  and  dams  close  at  hand. 

Second,  on  Mud  brook,  saw  mill ;  basin  of  stream  seven-eightbs 
forest.  Annual  production  $500.  **  Before  the  mill  was  built  a 
board  could  not  be  got  within  ten  miles."  Soil  stony  and  produc- 
tive. 

"  Large  and  valuable  water  powers  in  the  unincorporated  places 
surrounding  us.  They  will  be  of  great  value  in  time.  The  whole 
region  needs  survey;  it  will  stand  the  test." 

Prbsque  Isle — Aroostook  County. 

From  Selectmen's  Returns. 
Two  Powers. 

First,  at  "  Presque  Isle  Village,"  on  Presqne  Isle  river  of  the 
26 
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Aroostook.  Fall  ten  feet  in  one-fourth  mile ;  dam,  saw  and  gmt 
mill.     Reynolds'  turbine  wheels,  highly  esteemed. 

Second,  on  Alder  brook,  a  dam  and  saw  mill ;  Tutde's  wheel, 
also  esteemed. 

The  above,  chiefly  the  river,  will  saw  3,000,000  feet,  and  grind 
100,000  bushels,  yearly. 

No  lakes  or  ponds  in  the  neighborhood ;  the  dam  on  the  river 
ponds  the  water  back  five  miles.  Land  about  the  falls  very  con- 
venient for  building ;  basin,  one-half  wooded.  Wealth  and  popu- 
lation of  the  place  have  been  doubled  by  the  improvement  of  the 
power. 

Market,  St.  John,  N.  B.,  and  Boston,  by  St.  John  river  and  St 
Andrews  Railroad. 


Princeton — ^Washington  County. 

From  Selectmen's  Betums. 
Four  Powers. 

First,  "  Foot  of  the  Lakes  Privilege,''  on  the  West  branch  of  the 
St.  Croix  river ;  fall  eight  feet ;  large  tannery,  woollen  factory,  two 
gang  saw  mills,  six  shingle  mills,  grist  mill  and  other  machinery. 

Second,  three  miles  below,  unoccupied ;  fall  about  six  feet. 

For  reservoirs  tributary  to  these  powers,  and  the  storage  held 
thereon,  see  Part  II,  page  119.  The  storage  is  now  used  for  log^ 
driving  purposes.  The  supply  of  water  can  be  made  inexhaustible 
to  the  demands  of  extensive  manufacturing. 

Third,  on  Dry  brook ;  power  to  carry  a  saw  mill,  with  the 
macfhinery  usually  attached.    Unoccupied. 

Fourth,  on  Lewey's  brook;  of  equal  capacity  with  the  foregoing. 
^Unoccupied. 

Prospect — ^Waluo  County. 

From  Selectmen's  Returns. 
'Three  Powers. 

On  Grant's  river ;  head  and  fall  about  eight  feet  to  each ;  saw 
mills  on  each  ;  only  one  saw  mill  now  in  use ;  a  grist  mill,  also,  on 
<»ne  dam. 

Mills  operate  about  three-fourths  time ;  would  saw  300,000  of 
iunlber  and  do  all  the  g^nding  of  grain  for  the  county ;  stream 
-variable. 

Porphyritic  granite ;  no  old^g^owth  forest. 
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Bamoblt — Frankuk  Gountt. 

Statement  of  Abner  Tooihe^er,  Esq,,  of  PMUips. 

Numerous  Powers. 

First,  at  the  outlet  of  Rangelj  lake,  a  dam  13  feet  high,  can  be 
increased  to  If  feet;  short  dam  required,  solid  ledge  bottom  and 
banks ;  the  lake  covers  about  14  square  miles,  and  is  flowed  four 
feet ;  excellent  land  all  about  it;  hard-wood  growth;  site  favorable 
to  the  location  of  mills.  The  privilege  is  unsurpassed.  Owned  by 
E.  S.  Coe,  Esq.,  of  Bangor.     Unimproved. 

Second,  on  the  outlet  stream  of  Quimby  pond,  85  feet  fall  in  10 
rods,  clapboard  and  shingle  machine.  Pond  covers  0.30  square 
mile,  can  be  flowed  four  feet. 

Third,  on  the  outlet  stream  of  Dodge  pond,  10  feet  head  can  be 
had,  pond  covers  0.75  square  miles,  and  can  be  raised  10  feet. 
Good  privilege.     Unimproved.  ^ 

Fourth,  at  the  outlet  of  Round  pond ;  a  dam  flows  the  pond 
six  feet,  eight  feet  fall ;  pond  covers  100  acres  and  is  fed  by  five 
or  more  small  ponds ;  all  these  small  ponds  can  be  made  reservoirs. 

Fifth,  on  Kennebago  river,  half  a  mile  from  its  mouth,  ten  feet 
fall  can  be  had ;  good  chance  for  dam ;  dam  will  flow  the  stream 
back  four  miles.     Unimproved. 

Numerous  mill  sites  on  small  streams. 

"  Vast  forests.  Qood  soil.  Heavy  rains,  and  no  drouth  at  any 
time." 

Raymond — Cuxbebland  Couktt. 
From  Selectmen's  JSetums. 

[SmaIio  ••  Omoo  and  BajmoBd.''] 

Six  Powers. 

First,  "Plummer's  Mills,"  on  Panther  river,  fall  16  feet,  operate 
nearly  all  the  year ;  numerous  saws,  a  planer,  grist  and  plaster 
mill.    About  half  of  the  power  used. 

Second,  "Fulton's  Mill,"  on  Radoux  river;  fall  15  feet. 

Third,  "  Jordan  &  Adams'  Mills,"  on  Nubble  brook ;  fall  suffi- 
cient for  overshot  wheel ;  several  circular  saws ;  operate  part  of 
the  year.  * 

Fourth,  *'  Nason's  Mill,"  on  Nason's  brook ;  overshot  wheel, 
several  circular  saws ;  operates  part  of  the  year. 

Fifth,  ''Spiller's  Mill,"  on  Little  Rattlesnake  river;  overshot 
wheel,  several  circular  saws ;  operates  part  of  the  year. 

Sixth,  "Getchell's  Mill,"  on  Little  Rattlesnake  river;  overshot 
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wheel,  circular  and  up-and-down  saws ;  operates  part  of  the  year. 

Streams  connected  with  ponds,  three  of  which  have  an  area  of 
nearly  six  miles^  all  of  which  can  be  improved  for  reservoirs.  See 
page  143.  A  dam,  at  the  outlet  of  Panther  pond,  would  make  the 
privilege  a  most  excellent  one ;  there  is  now  abundant  water  at 
this  privilege  all  the  year  with  great  waste;  streams  very 
constant ;  freshets  entirely  harmless.  The  water-power,  if  suitably 
improved,  would  benefit  the  town  largely.  One-third  to  one-half 
of  the  basin  of  the  streams  covered  with  forests. 

Market,  Portland,  by  road  and  canal. 

« 
Readfield — Kennebec  Cottntt. 

From  Selectmen's  Eeiums. 
Three  Powers. 

Upon  Factory  stream,  height  of  the  series  40  feet  in  160  rods ; 
mills  operate  in  general  all  the  year. 

Stream  connected  with  a  pond  covering  one  and  a  quarter 
square  miles ;  its  capacity  can  be  increased. 

REEn  Plantation — Aboostook  County. 
Statement  of  W.  H.  Bryson,  Esq.,  of  Hdj/nesviUe, 

One  Power. 

On  Wytopitlock  stream ;  fall  15  feet,  a  dam  upon  it;  no  other 
improvement. 

The  Wytopitlock  stream  draws  its  contributions  from  a  large 
extent  of  country,  and  is  fed  by  a  lake  of  the  same  name,  and  by 
various  ponds.  The  lake  covers  8.25  square  miles;  it  can  be 
raised  several  feet  by  a  dam  and  thus  made  an  unfailing  reservoir. 

« 

Richmond — Sagadahoc    County. 

From  Selectmen's  Returns. 
Two  Powers, 

First,  on  Abagadassett  river,  fall  14  feet ;  no  part  of  the  power 
improved ;  would  carry  two  runs  of  stones  nine  months  of  the 
year. 

Second,  on  Mill  brook ;  fall  10  feet  in  half  a  mile ;  no  part  of 
the  power  used.  Streams  regular ;  good  stone  for  building ;  lay 
of  the  land  g^od.  One-half  of  the  Abagadassett  basin  covered 
with  forest ;  one-fifth  of  the  Mill  brook,  do. 


r 
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« 

BiLBT  Plantation — Oxford  County. 

Statement  of  the  Assessors, 
Three  Fowero. 

JPiTBt,  "Lock's  FaUs,"  on  Bull  branch,  fall  25  feet.  Unim- 
proved. 

Second,  on  Bull  branch,  fall  25  feet.     Unimproved. 

Thirds  on  west  branch  of  Sunday  river,  fall  20  feet  in  50  rods. 
Unimproved. 

Nine-tenths  of  the  basin  of  the  streams  covered  with  a  fine 
forest  of  pine,  spruce,  hemlock  and  hardwood# 

Market,  Bethel,  10  miles,  good  road,  and  thence  to  Portland 
by  rail. 

RiPLBT — SOMEBSBT   CoUNTT. 

From  Selectmen's  Returns, 
Four  Fowers, 

On  the  outlet  of  Roger's  pond,  in  the  south  part  of  the  town ; 
fall  50  feet  in  160  rods.  If  suitably  improved  would  saw  1,000,000 
feet  of  boards  per  annum ;  three  fourths  of  the  power  improved  in 
saw  and  shingle  mills ;  mills  operate  about  one-third  time ; 
machinery  of  poor  construction  for  economizing  power ;  centre- 
vent.  Steams,  and  flutter  wheels. 

Pond  two  by  five-eighths  miles ;  its  capacity  cannot  be  incre&sed 
by  dams.  No  out-cropping  rock  about  the  falls ;  one-third  of  the 
basin  of  the  stream  is  covered  with  forests  ;  annual  product  of  the 
power  about  $1,400. 

Market,  Newport  and  Bangor  by  road,  and  by  railroad  from 
Newport. 

Bobbins  Plantation — WAsmNOTON  County. 
Statement  of  Feol  Tomah, 

Several  small  powers  on  the  Tomah  streams,  the  outlets  of  the 
Tomah  ponds.    Ponds  cover  two  square  miles,  and  can  be  dammed. 

Robbinston — Washington  County. 
From  Selectmen's  Returns, 

Hine  Fowers,  or  More. 

First,  on  Low's  brook;  formerly  a  saw  mill,  now  out  of  use ;  fall 
10  feet ;  864  square  inches ;  stream  supplied  by  Shattuck's  lake, 
60  acres,  and  Cranberry  lake,  30  acres. 

Second,  a  short  distance  above  the  flow  o/  the  tide  at  Mill  cove. 


406  VAsm  POwiR  ot  hainb.  [Pam  hl 

in  South  RobbinBton,  below  tiie  junction  of  the  Western  and  East- 
ern Lake  streams,  (the  lakes  have  an  area  of  80  acres),  '' Yose's 
Saw  Mill ;''  at  present  operations  suspended ;  capable  of  catting 
at  least  10,000,000  feet  boards  in  the  usual  sawing  season,  besides 
laths,  pickets,  &c.  Overshot  wheel,  24  feet  diameter;  water  about 
1,628  square  inches ;  head  and  fall,  30  feet.  The  tide  flows  to  the 
foot  of  the  mill,  which  is  about  40  rods  from  the  county  road. 

Third,  at  Mill  cove,  formerly  a  tide-mill ;  an  eligible  site  for  one. 

Fourth,  60  rods  above  Vose's  mill,  on  the  Western  Lake  stream; 
shingle,  plag  and  wedge,  tannery,  lath  and  carding  machines ; 
overshot  wheel  nine  and  one-half  feet  diameter ;  head  and  fall  12 
feet;  dam  founded  on  a  ledge  and  about  five  rods  long;  1,1S2 
square  inches. 

Fifth,  Sixth,  etc.,  on  the  Western  Lake  stream,  equally  eligible 
with  those  described  above. 

Seventh,  Eighth,  etc.,  "several  good  privileges"  on  tiie  outlets 
of  Rand  Lake  and  Money-makers'  lake,  80  and  35  acres,  respect- 
ively. 

Ninth,  a  good  site,  on  the  outlet  of  Eastern  lake,  35  acres. 

ROCKABEMA  PLANTATION — ArOOSTOOK  CoUNTT. 

SUUemerU  of  John  Gardner,  Esq.,  of  FaUen. 

Hine  Powers. 

First,  on  Darling  brook,  a  saw  mill,  20  feet  fall,  overshot  wheel ; 
pond  above. 

Second,  Third,  Fourth,  on  the  outlet  stream  of  Mud  pond,  two 
and  a  half  miles  to  Rockabema  lake,  and  very  rapid  current  all  the 
way ;  good  bottom  and  banks ;  pond  covers  1.25  square  miles,  and 
is  flowed  eight  feet.  It  is  fed  by  other  ponds  above,  the  largest 
of  which,  1.35  square  miles,  is  flowed  six  feet  by  the  Mud  pond 
dam. 

Fifth,  Sixth,  Seventh,  etc.,  on  the  outlet  stream  of  Rocka- 
bema lake,  situated  between  the  outlet  and  the  Aroostook  road. 

Eighth,  "Jackson's  Sluice,"  about  two  miles  below  the  road,  a 
large  fall  and  readily  susceptible  of  improvement,  excellent  banks 
and  hard  bottom. 

Ninth,  near  the  south  of  the  town,  "  Warren's  Falls,"  a  good 
power. 

Rockabema  lake  covers  2.25  square  miles,  and  is  flowed  five  feet, 
and  can  be  raised  considerably  more  with  some  expense. 
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Rockland— Knox  Ooumtt. 

From  ihe  Mayor*8  Betuma. 
Two  Powers. 

First,  at  the  outlet  of  Chickawakie  pond.  *  This  pond  sapplies 
the  city  with  water,  and  the  power  is  used  only  when  there  is  a  sur- 
pfats.  A  grist  mill  located  upon  it.  Mill  and  priyilege  both  owned 
by  the  water  company.  Volume  of  water  coald  not  probably  be 
increased. 

Second,  a  power  on  Boggy  brook ;  two  mills,  a  single  saw  and 
staye ;  runs  about  four  months  of  the  year. 

"Manufactures  of  this  place,  lime  and  vessels;''  oyer  1,000,000 
caaks  of  the  former  annually. 

Rome — KEyNSBEc  County. 

From  (he  Slatemeni  of  ihe  Selectmen. 
One  Power* 

Situated  upon  a  small  stream  that  leads  from  one  pond  to  another; 
saw  and  grist  mill  on  the  same^  which  run  about  three  months  out 
of  twelye. 

RozBUBT — OzroRD  County. 
From  Seledmen's  Betuma. 

Numerous  Powers. 

The  principal  two  on  Swift  riyer,  "  Walker's  Narrows,"  and 
"  Weeks'  Falls ;"  fall  16  and  18  feet  respectively,  attained  in  15 
rods  in  each  case ;  average  velocity  of  current  one  rod  per  seven 
seconds ;  area  of  cross  section  taken  in  same  locality  as  the  velocity, 
45  feet ;  so  it  will  be  perceived  that  the  stream  is  narrow  and  shal- 
low, but  very  rapid. 

*'  Weeks'  Falls,"  have  never  been  improved,  but  Walker's  Nar- 
rows have  been  improved  to  a  considerable  extent.  Mills  destroyed 
by  fire  in  1860.  They  were  saw,  grist,  clapboard,  shingle  mills  and 
thresher. 

Water  always  sufficient  for  running  a  saw  mill  at  each,  through- 
out the  year. 

Few  ponds.  '*  On  account  of  the  variableness  of  the  stream  it 
would  be  difficult  to  construct  artificial  reservoirs  of  any  consider- 
able capacity.  Freshets  swell  the  stream  to  perhaps  a  greater 
extent  than  any  other  stream  in  the  State ;"  they  are  not  destruc- 
tive as  the  banks  are  very  high.    Plenty  of  granite. 
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RuMFORD — Oxford  County. 

From  Selectmen's  Betuma. 
Five  Powers. 

''Bumford  Falls/'  on  the  Androscoggin  river,  the  largest 
water-power  in  New  England. 

Height  of  the  fails  162  feet  eight  inches,  in  a  running  distance 
of  one  mile. 

Power,  that  of  the  whole  Androscoggin  river  at  that  point.  The 
river  is  but  90  feet  wide  and  could  be  dammed  at  comparativelj 
small  expense.  The  bottom  and  sides  of  the  stream  are  granite 
ledge ;  the  rocks  are  suitable  for  building  purposes. 

The  power  is  owned  by  Chaplin  Virgin  and  others.  Proprietors 
are  disposed  to  sell. 

Improvements,  saw  and  grist  mill,  and  some  other  small  works. 
An  insignificant  fraction  of  the  power  is  employed. 

If  the  volume  of  water  be  assumed  to  be  25  per  cent,  less  than 
at  Lewiston,  or  70,500  cubic  feet  per  minute  at  low  run,  the  power 
of  the  whole  fall  in  a  drouth  is  not  less  than  21,546  gross  horse 
power,  or  870,000  spindles.     For  reservoirs  see  pages  85-6. 

Four  small  powers,  concerning  which  no  information  is  given. 

St.  Albans — ^Sombrsbt  County. 

From  Selectmen's  Returns^  and  a  Plan  of  the  Streams. 

Eight  Powers. 

First,  at  the  outlet  of  Indian  pond,  a  stone  dam  ten  feet  higfi,  ' 
flowing  the  pond  with  its  flats,  1,500  acres  in  all;  no  machinery 
upon  it.  * 

Second,  below,  a  stone  dam,  seven  feet  high ;  shovel-handle,  car- 
riage shop,  sash  and  door,  and  shingle  machinery. 

Third,  50  rods  below  the  upper  dam,  grist  and  saw  mills. 

Machinery  on  the  middle  dam  runs  nearly  all  the  year ;  the  saw 
mill  on  the  lower  dam  runs  about  nine  months. 

Fourth,  a  mile  below,  "Loihrop's  Mills;''  fall  15  feet;  saw  and 
grist  mill,  and  tannery ;  eight  months. 

Fifth,  on  the  main  branch  of  Indian  pond  stream,  in  the  north 
part  of  the  town ;  fall  60  feet  in  half  a  mile ;  only  a  shingle  mill 
upon  it ;  fed  by  Rogers'  pond  in  Ripley. 

Sixth,  fall  20  feet  in  30  rods,  on  the  east  branch  of  the  stream ; 
shingle  mill,  fed  by  a  pond. 

Seventh,  on  a  branch  of  Footman  brook,  fall  25  feet  in  50  rods ; 
formerly  occupied  but  not  now. 
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Eighth,  on  another  branch  of  Footman  brook,  fall  25  feet  in  50 
rods ;  formerly  occupied  but  not  now. 

Each  of  the  foregoing  two  powers  is  capable  of  running  a  saw 
mill  half  the  year.  One  has  a  good  dam  ^nd  a  building  for  a  shingle 
mill  upon  it.  Expense  of  dams  at  either  of  the  powers  would  be 
small,  and  there  is  no  liability  to  damage  from  freshets.  Eogers' 
pond,  before  mentioned,  might  be  made  a  valuable  reservoir.  A 
head  of  six  feet  upon  Indian  pond  and  flowage  ground,  would 
give  upon  40  feet  of  fall  on  the  stream  below,  160  horse-power 
gross  for  the  working  hours  of  the  year,  or  480  horse-power  for 
four  months,  or  19,200  spindles.  The  ordinary  natural  run  of  the 
stream  would  yield  as  much,  or  more,  during  the  residue  of  the 
year. 

Manufietctures,  200,000  shingles,  400,000  feet  boards  and  timber^ 
8,000  dozen  shovel  handles,  a,nd  75  to  100  tons  of  leather. 

Market,  all  points  by  rail  from  Newport. 

Saco — YoBK  County. 
From  the  Mayor's  Returns, 

[See  Alflo  **  Biddefoid  and  Smo."] 

Two  Powers. 

First,  on  Little  river,  fall  six  feet;  single  and  circular  saws 
operate  three  months  in  the  year;  cut  60,000  lumber  and  50,000 
fish-barrel  staves. 

Second,  on  Nonesuch  river ;  fall  20  feet  in  one-tenth  of  a  mile, 
single  saw  and  circular  saw ;  run  nine  months  in  the  year ;  cut 
from  300,000  to  400,000  lumber,  and  150,000  shingles  annually. 

St.  Georgb — Knox  County. 
Selectmen' 9  Statement, 
There  is  no  water  power  in  this  town. 

Salem — Franklin  County. 

From  Selectmen's  Returns, 
One  Power, 

On  Curvo  stream ;  height  of  dam  14  feet ;  ponding  the  water 
back  half  a  mile.  Will  run  an  up-and-down  saw  and  grist  mill  all 
the  time.  Howard,  Centre-vent,  and  Rose  wheels.  Does  all  the 
sawing  and  grinding  for  the  region  seven  miles  about. 

Market,  Farmington,  by  road. 
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SA2n)WICH-A0ADEMT  OrANT — SomBSBT  GOVNTT. 

Statement  of  Chvemor  Cobum, 

BbL  Powers,  or  More. 

First,  three-fourths  mfle  below  the  west  line  of  the  town,  on 
Moose  river ;  fall  10  feet,  much  more  can  be  had. 

Second,  Third,  Fourth,  etc.,  "Moose  River  Rapids,''  extending 
two  miles  below  the  above  falls ;  total  fall  of  perhaps  40  feet. 
Several  good  sites.  A  dam  fbrmerly  on  the  fall,  eight  feet  high, 
commanded  four  feet  on  Long  pond,  two  feet  on  Wood  &  Attean 
ponds,  thus  forming  a  reservoir  of  immense  capacity. 

Also  a  good  privilege  on  Stony  brook,  half  a  mile  from  Moose 
river,  12  feet  or  more  fall,  small  ponds  above  for  reservoirs ;  large 
amount  of  flat  land  above  the  fall  that  can  be  flowed  for  storage. 
»     Also,  on  Misery  stream,  in  the  southeast  corner,  a  fall  of  six  feet, 
dam,  can  be  raised  to  any  desired  height. 

Sandy-Rivbb  Plantation — Franklin  County. 
StcUement  of  Abner  Toothaker,  Esq.,  of  PkiUips. 

Several  Powers. 

The  outlet  stream  of  Long  pond  falls  200  feet  in  its  total  length 
of  one  and  a  half  miles.  The  pond  covers  about  a  square  mile ; 
three  feet  head  of  storage  are  raised  upon  it,  and  five  feet  more 
can  be. 

There  are  upon  the  stream  quite  a  number  of  excellent  privileges, 
good  chance  for  dams,  and  mills.  All  unimproved  except  one  upon 
which  are  saw,  grist,  clapboard,  and  shingle  mills. 

Several  good  but  small  privileges  on  the  outlet  of  the  Sandy-river 
ponds ;  bottom  and  banks  ledge.     Unimproved. 

Sanford — York  County. 

From  the  Eetuma  of  M,  W,  Emery  and  James  O.  Glark,  Eaqs, 
Sixteen  Powers. 

Located  upon  the  Mousam  river. 

First,  the  upper,  "  Merrifield  Fall/'  near  Jillison's  bridge,  flJl 
30  feet ;  entirely  unimproved. 

Second,  "Hemmingway  &  Lord's  Fall,"  10  feet;  a  wooden 
dam ;  saw,  grist  and  threshing  machinery. 

Third,  ''KimbalFs  Privilege,"  below,  and  a  mile  above  Spring- 
vale  ;  fall  10  feet ;  was  used  for  a  grist  mill ;  now  out  of  use. 

Fourth,  "Factory  Privilege,"  fUl  15  feet;  located  at  Spring- 
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Tale ;  stone  dam ;  cotton  mill  about  100  feet  long,  three  and  one- 
half  storieB  high ;  manufactures  print  cloth. 

Fifth,  a  saw  mill  privilege,  just  below,  fall  10  feet ;  wooden 
dam. 

Sixth,  "Print  Works  Fall,"  fall  12  feet;  stone  dam;  grist  mill 
and  cabinet  manufactory  in  operation. 

Seventh,  "  Low's  Privilege^"  fall  10  feet ;  entirely  unimproved ; 
half  a  mile  below  Springvale. 

Eighth,  "Gowen  Privilege,"  three-fourths  mile  above  Sanford 
comer ;  was  used  for  a  saw  and  grist  mill ;  now  run  out ;  fall  nine 
feet. 

Ninth,  "  Goodall's  Privilege,"  stone  dam ;  fall  16  feet ;  saw  mill 
on  one  side,  on  the  other  side,  a  mill  three  stories  high,  100  feet 
long,  with  a  large  L,  and  will  be  used  to  manufacture  carriage 
lap-robes. 

Tenth,  just  below,  same  proprietor,  stone  dam ;  fall  14  feet ; 
grist  and  flour  mill ;  these  falls  taken  together  would  give  a  fall  of 
about  36  feet ;  located  at  Sanford  corner. 

Eleventh,  "  Ghadboum  Privilege,"  one-fourth  of  a  mile  below, 
formerly  a  saw  mill ;    now  run  down ;  fall  nine  feet. 

Twelfth,  "  Willard  Privilege,"  at  South  Sanford ;  fall  eight  feet, 
stone  dam,  saw  mill  and  box  mill. 

Thirteenth,  "Linscott's  Privilege,"  two  miles  below,  fall  10 
feet,  wooden  dam,  saw  mill. 

Fourteenth,  "  Estes  Privilege,"  one  mile  below,  fall  nine  feet, 
wooden  dam,  grist  mill. 

Fifteenth,  "  Whitches  Privilege,"  one  mile  below,  fall  14  feet, 
stone  dam,  saw  mill. 

Sixteenth,  "Hills'  Mill,"  immediately  below,  fall  12  feet,  grist 
mill,  wooden  dam. 

The  aggregate  fall,  within  the  limits  of  the  town,  is  about  200 
feet.  With  14  feet  fall,  the  river  would  drive  10,000  spindles,  of 
woollen  machinery,  all  the  year.  All  the  mills  on  the  river  work 
the  whole  year,  if  they  have  work  to  do ;  the  water  has  never 
failed  when  the  dams  have  been  in  good  condition.  See  page  147, 
Part  II. 

The  lay  of  the  land  about  nearly  all  the  falls,  is  well  adapted  to 
the  erection  of  mills.     Above  half  of  the  basin  is  forest. 

The  water-power  "  has  been  the  making  of  Springvale,  and  is 
now  building  up  Sanford  Corner." 
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Principal  market,  Boston ;  the  railroad  now  runs  within  eight 
miles  of  the  centre  of  the  town ;  Portland  and  Eochester  railroad 
now  constructing  through  the  town. 


Sangebville — ^Piscataquis  County. 

From  Selectmen's  Returns. 
Hine  Powers. 

Five  on  the  Northwest-pond  stream,  and  in  close  proximity  to 
Sangerville  village,  as  follows :  "Weymouth  Dam,"  six  feet,  flows 
back  one-fourth  of  a  mile ;  "  Factory,"  14  feet,  flows  one-eighth  of 
a  mile;  "Carleton,"  IT  feet,  flows  20  rods;  "Fulling  Mill,"  12 
feet,  flows  20  rods;  "Thissell,"  12  feet,  flows  15  rods.  All  the 
above  have  been  improved,  and  each  dam  flows  as  near  as  practi- 
cable to  the  next  above. 

On  the  Carleton  dam,  grist  and  saw  mill  and  tannery ;  grind  ten 
bushels  per  hour  at  lowest  water,  and  for  the  most  part  30  bushels 
per  hour,  and  leave  sufficient  water  to  ruji  saw  mill  and  tannery. 

No.  2  a  woollen  factory,  and  No.  3  a  saw  and  grist  mill  and 
tannery,  12  and  eight  months  respectively. 

Ponds  about  500  acres  in  extent,  which  could  be  doubled,  and 
new  reservoirs  made  on  the  stream  that  supplies  the  pond  in  Park- 
man,  helping  the  privileges  in  that  town  equally  with  those  in 
Sangerville. 

If  eight  feet  head  can  be  commanded  upon  three  square  miles  of 
reservoirs,  the  storage  would  yield  on  the  total  fall  of  61  feet,  a 
gross  power  of  about  360  horse  for  10  hours  a  day,  312  days  a 
year,  14,400  spindles.  To  this  should  be  added  the  natural  low 
run  of  the  stream.  The  storage  can  all  be  used  in  four  months, 
vastly  increasing  the  power,  the  natyral  flow  sustaining  the  power 
without  assistance  for  the  rest  of  the  year. 

Freshets  never  destructive,  the  ponds  and  swamps  taking  up  the 
water  and  passing  it  ofl*  gradually. 

Rock,  lime  slate.  Mills*  may  at  the  same  time  connect  with  the 
dam  as  a  part  of  their  foundation,  and  be  adjacent  to  a  good  road 
running  parallel  to  the  stream.  Nearly  one-half  of  the  basin  of 
stream  is  covered  with  forest  and  timber. 

Sixth  and  Seventh,  on  Black  stream,  total  fall  30  feet,  mills  on 
each,  operate  all  the  year ;  stream  fed  by  Dover  pond. 

Eighth,  on  Centre-pond  stream ;  fall  14  feet ;  saw  and  shingle 
mill. 
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Ninth,  on  the  same  stream ;  fall  12  feet ;  saw  and  shingle  mill, 
all  the  year. 

Market,  Bangor  by  road,  33  miles,  soon  by  rail  from  Fozcroft. 

/ 

Scarborough — Oitmberland  Countt. 
From  the  Statement  of  (he  Selecimen,  and  of  W.  S,  MUliken,  Esq, 

Three  Powers. 

First,  a  saw  mill  privilege  with  a  small  volume  of  water.  Will 
operate  only  in  wet  times.    Situated  near  the  post  road. 

Second,  on  Alger's  brook,  "Alger's  Falls,"  on  the  Dr.  Milliken 
farm ;  fall  15  feet ;  ledge  bottom,  good  site  for  dam ;  not  occupied, 
formerly  a  saw  mill ;  chance  for  artificial  reservoir  above.  Good 
opportunity  for  a  butter  or  cheese  factory. 

Third,  "Carter's  Falls,"  one-fourth  mile  above,  no  improvement; 
formerly  grist  mill. 

Searsmont — Waldo  County. 

From  Selectmen's  Betums. 
Fifteen  Powers. 

Eight  on  the  west  brancli  of  the  St.  George  river  and  seven  on 
the  east  branch  and  tributaries. 

First,  "  Woodman's  Mills,"  on  the  west  branch,  saw  and  stave 
mill ;  operates  only  a  part  of  the  year  on  account  of  the  flowage 

of  meadow  land. 

« 

Second  and  Third,  two  miles  below,  the  two  "  Boynton  Privi- 
leges," both  unoccupied.  A  head  of  16  feet  can  be  raised  at  these 
points  and  flow  a  large  pond. 

Fourth,  one  mile  below,  the  "  Muzzy  Mills ;"  saw  and  stave  mill 
and  tannery. 

Fifth,  below,  the  "  Muzzy  Privilege,"  unoccupied. 

Sixth,  eight  rods  below,  "  Hezeltine  Mills,"  at  Searsmont  village, 
saw,  grist,  carding  and  clothing,  stave  and  shingle  mills ;  operate 
all  the  time  except  in  drouths ;  a  head  of  18  feet  can  be  had. 

Seventh,  two  miles  below,  and  below  the  junction  of  the  east 
branch,  "  Dyer  Mills ;  saw  and  stave,  operate  part  of  the  year  at 
present. 

Eighth,  half  a  mile  below,  '*  Canal  Dam,"  unoccupied ;  head  of 
25  feet  can  be  raised.  This  power  and  the  one  above  can  be  made 
capable  of  large  use  throughout  the  year,*  by  means  of  a  dam  at 
the  outlet  of  Quantabacook  pond,  situated  on  the  east  branch. 
Pond  covers  1.25  square  miles. 
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Ninth,  north  part  of  town  on  the  east  branch,  "Thompson's  Saw 
Mill." 

Tenth,  one  mile  below,  "  Wallace  Dam,"  unoccupied ;  flows  a 
large  meadow. 

Eleventh,  100  rods  below,  "  Jewett  Mill ;"  saw  and  stave. 

Twelfth,  in  the  west  part  of  the  town,  "Arnold's  Privilege." 

Thirteenth,  100  rods  below,  the  "  Morse  Stave  Mill." 

Fourteenth,  half  mile  below,  "  Woodcock  Mill ;"  saw  and  stave, 
cabinet  shop. 

The  Fifteenth  not  specified. 

The  lay  of  the  land  on  the  main  river  very  convenient  for  the 
location  of  mills.  Abundant  rocks  suitable  for  dams  and  other 
constructions.  • 

Market,  Belfast,  ten  miles. 


Searspobt — Waldo  County. 

From  Selectmen's  Returns. 
Eight  Powers. 

On  Big  Meadow  stream  and  Half  Way  stream,  all  small. 

Power  nearly  all  improved ;  one  grist,  two  flouring,  two  stave, 
three  shingle,  and  various  saw  mills. 

Privileges  owned  by  the  "  Mill  Company,"  and  private  parties 
in  town.  Underlying  rock,  granite,  and  good  for  building  pur- 
poses.    Market,  at  home.  • 

SeBAGO — CUMBBRLAKD  CoUNTT. 

Statement  of  8.  B.  Porter,  Esq. 
Biz  Powers. 

First,  at  the  outlet  of  Peabody  pond,  formerly  saw  mills.  Not 
used  now. 

Second,  one  and  a  half  miles  below,  "  Folly  Privilege,"  mills 
formerly.     Not  in  use  now. 

Third,  two  and  half  miles  below,  the  site  of  the  "  Liberty  Mills." 

Fourth,  one  mile  below,  the  site  of  the  old  "  White  Mill." 

Fifth,  half  a  mile  below,  ''  Fitch's  Mills,"  saw  and  flour. 

Either  of  these  five  falls  has  power  enough  to  run  a  saw  mill  eight 
months  in  the  year ;  six  months  in  the  year  there  is  power  enough 
to  run  eight  saw  mills. 

Peabody  pond,  the  reservoir  of  the  foregoing  powers,  has  an  area 
of  1.50  square  miles. 
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Sixth,  a  email  power  on  the  outlet  of  Brown's  pond,  grist  and 
shingle  mill.  Power  enough  more  than  half  the  year  to  run  a  good 
grist  mill. 

Sebbo — Piscataquis  County. 
From  ihe  Returna  of  Augustus  Williams,  Esq,,  and  others. 

Two  Powers. 

First,  at  the  foot  of  the  lake,  "  Sebec  Village  Power,"  18  feet 
fall  in  25  rods ;  woollen  mill,  4  sets  machinery,  saw,  clapboard, 
shingle  and  lath  mills,  carriage  shop,  etc.  Mills  operate  all  the 
year.    Not  half  of  the  power  used. 

Second,  two  miles  below,  **  Half  Mile  Bips,"  fall  25  feet  in  half 
a  mile.     Unimproved. 

The  above  powers  are  fed  by  Sebec  lake,  the  area  of  which 
according  to  the  maps  is  not  less  than  14  square  miles,  but  which 
is  judged  fully  18  square  miles,  and  by  20  or  more  ponds,  the  com- 
bined area  of  which  is  certainly  equal  to  that  of  the  lake. 

A  head  of  six  feet  on  the  lake,  at  14  square  miles  area,  would 
furnish,  ten  hours  per  day  for  the  year,  482  horse-power  gross  on 
the  upper  fall,  and  600  on  the  lower,  or  41,280  spindles  on  both. 
The  storage  could  however  be  used  in  six  months  or  less,  the  natu 
ral  run  sufficing  for  the  rest  of  the  year,  thus  doubling  or  trebling 
the  power.  The  power  can  be  still  further  augmented  by  the  use 
of  the  other  lakes  and  ponds  for  reservoirs.  The  capacity  of  these 
lakes  and  ponds  can  be  increased  greatly. 

The  water  of  the  lake  is  so  warm  that  the  wheels  need  no  pro- 
tection from  the  cold ;  the  water  in  the  pond,  for  a  half  mile  above 
the  dam,  seldom  freezes  over,  and  never  remains  frozen  but  a  few 
days  at  a  time.     No  damage  from  freshets. 

Underlying  rock,  a  hard  "  blue  rock,"  suitable  for  rough  con- 
structions ;  the  lay  of  the  land,  at  both  privileges,  is  as  good  as 
could  be  desired ;  nearly  all  the  basin  of  the  stream  is  covered 
with  woods.  "  Where  our  village  stands,  a  forest  would  probably 
have  stood,  but  for  our  water-power." 

Market,  Bangor,  by  road,  and  in  fall  1869,  by  rail  from  Dover. 

SfiDowicK — ^Hancock  Oountt. 

From  Seledmen^s  Betums, 
Fire  Powers, 
First,  at  the  outlet  of  Frost  pond ;  saw,  stave  and  shingle  milk. 

Second,  on  Thurston's  brook ;  a  saw  mill. 
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Third,  on  Black  brook,  the  outlet  of  Black  pond ;  a  saw  mill. 

Fourth,  on  Camp  stream,  a  saw,  shingle  and  stave  mill. 

Fifth,  grist  mill  on  Sargent's  stream. 

Sixth,  a  saw  and  stave  mill,  also  a  grist  mill,  driven  by  tide 
power,  on  Benjamin's  river,  a  valuable  power. 

Only  the  tide  mills  operate  all  the  year,  water  being  too  low  a 
part  of  the  year  at  the  others.  Some  of  the  powers  could  be 
much  improved  by  raising  the  dams  at  the  outlets  of  the  ponds. 


Shapleigh — York  County. 
From  Selectmen's  Betums. 

[See  also  "  Newfleld  and  Shafdeigli.'^ 

Four  Powers. 

First,  "Emery's  Mills,"  on  Mousam  river;  fall  14  feet;  saw, 
shingle  and  planing  mills ;  mills  operate  or  can  operate  all  the 
year.  A  good  site  for  a  factory  as  there  is  abundant  water,  con- 
stant at  all  seasons,  perfectly  manageable  and  safe  from  freshets. 

Fourth,  near  £mery's*  mills,  nbt  occupied ;  abundance  of  good 
stone ;  lumber  sufficient  for  building  purposes. 

Market,  Wells,  the  nearest  railroad  station  now,  distance  16 
miles.  The  Portland  &  Rochester  Railroad  now  building  within 
three  miles. 

Sherman — Aroostook  Coxtntt. 

[Golden-Rldge  PUntation  on  the  State  Map.] 

From  Selectmen's  Returns. 
Three  Powers. 

First,  "Upper  Falls,"  Molunkus  stream,  fall  10  to  14  feet; 
unimproved. 

Second,  "  Centre  Falls,"  Molunkus  stream,  10  to  14  feet  fall ; 
single  saw  and  grist  mill. 

Third,  "Lower  Falls,"  "improved,"  but  not  stated  how;  fall 
10  to  14  feet. 

These  powers  work  about  eight  months  in  the  year.  A  dam  at 
the  Upper  fsdls  might  flow  a  large  bog  eight  feet,  and  secure  water 
enough  for  the  whole  year.  Range  from  lowest  to  highest  water, 
four  feet.  Rock,  slate ;  nine-tenths  of  the  basin  of  the  stream 
covered  with  forests.  The  improvement  of  the  power  has  added 
?5  per  cent,  to  wealth  and  population  of  the  place. 

Market,  Bangor,  by  boat  and  road. 
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Shiblbt — PisoATAQms  County. 
From  Selectmen's  Returns  and  a  Plan  of  the  Streams, 

Biz  Powers. 

First,  "  Hulling-Machine  Palls,"  on  the  west  branch  of  the 
Piscataquis,  a  mile  and  a  half  above  the  south  line  of  the  town ; 
fall  28  feet  in  20  rods.     Unimproved. 

Second,  "Hale  Falls,"  above,  about  midway  the  town,  fall  25 
feet  in  four  rods.     Unimproved. 

Third,  above,  one  and  a  half  miles,  "  Bog  Falls."    Unimproved. 

Fourth,  "  Buck-Basin  Falls,"  on  the  east  or  north  branch  of  the 
Piscataquis,  about  a  mile  above  the  south  line  of  the  town  ;  fall 
26  feet  in  one  rod.     Unimproved. 

Fifth,  " Falls,"  above,  about  midway  the  town.  Unim- 
proved. 

Sixth,  "  Shirley  Mills  Falls,"  above,  at  the  village ;  fall  40  feet 
in  30  rods. 

Thousands  of  acres  of  bog  can  be  flowed  by  means  of  dams, 
securing  a  vast  supply  of  water.  The  fall  being  so  great  an 
immense  amount  of  power  can  be  realized.  Considerable  ponds 
also,  above,  that  can  be  used  for  storage. 

Rocks,  slate,  and  good  for  building.  Land  level  about  all  the 
falls  and  convenient  for  location  of  mills. 

Market,  Bangor,  60  miles  by  road.  Town  free  from  debt;  school 
fund  of  $3,000. 

Sidney — Kennebec  County. 

Frofn  Selectmen's  Returns. 

Thirteen  Powers,  and  More. 

First  and  Second,  on  Dyer  brook ;  good  mill  sites ;  one  ten  feet 
fall,  the  other  17;  saw  and  shingle  mill  on  the  latter;  300,000 
shingles  and  100,000  of  boards ;  Blake  wheel,  24  horse-power. 
The  other  site  has  never  been  occupied.  Brook  fed  by  Ward's- 
pond,  three-fourths  by  three-eighths  miles.;  at  the  outlet  a  dam 
that  commands  all  the  water  to  the  depth  of  11  feet. 

Third  and  Fourth,  on  branches  of  Lovejoy  stream ;  saw  mill 
sites,  fall  10  or  12  feet;  unoccupied. 

Fiffch  to  Tenth,  inclusive,  on  Lovejoy  stream,  fiill  10  to  20  feet 
each ;  only  one  or  two  have  been  occupied.  One  within  ?5  rods  of 
the  Kennebec  river,  has  a  fall  of  20  feet  or  more,  and  would  cut 
firom  200,000  to  500,0p0  boards  annually. 

21 
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Eleventh;  on  the  Thayer  brook ;  formerlj  saw  mill ;  has  any 
amount  of  fall  desirable,  could  cut  from  150,000  to  200,000  feet  of 
lumber  annually. 

Twelfth,  Thirteenth,  etc.,  on  the  Deluso  brook ;  mill  site  with 
falls  sufficient  for  any  purpose,  formerly  a  saw  mill  on  one. 

Streams  are  affected  by  drouths  in  summer,  except  the  Dyer. 


• 

SkOWHEGAN — SOMEBSET   OoUNTT. 

Tfie  Statement  of  William  PhiJbrick,  Esq. 

Foulr  Powers. 

First,  "  SkoMegan  Falls,"  on  the  Kennebec  river. 

Height  and  Formation. — The  total  fall  is  28  feet  in  half  a  mile,  a . 
considerable  proportion  of  which  is  perpendicular,  with  swift  water 
below.     The  fall  can  be  increased  by  dams  as  may  be  required. 

An  island,  the  head  of  which  is  at  the  crest  of  the  fall,  divides 
tke  river  into  two  channels,  and  serves  at  once  as  a  natural  pier  to 
the  sections  of  the  dam  and  as  sites  for.  mills.  The  bottom  of  the 
river  is  solid  ledge,  as  are  also  the  banks,  both  of  the  island  and 
iihe  bordering  main  land.  Various  masses  of  rock  upon  the  brink 
-of  tlie  fall  project  in  such  a  manner  as  to  support  the  dam  and  make 
;jt  of  impregnable  strength. 

'Lay  of  (he  Land, — The  general  disposition  of  the  land  about 
'the  faUs  is  only  moderately  favorable  for  the  location  of  mills; 
some  of  the  sites,  however,  are  in  their  natural  state,  good ;  and 
room  for  all  structures  that  may  be  needed  for  the  use  of  all  the 
■  power,  can  be  secured  by  canals  or  by  shafting.  The  rock  is  8uit> 
Able  for  dams,  foundations  and  other  coarse  work. 

Volume  cf  Water,  and  Power, — If  the  minimum  volume  of  water 

Available  at  this  point  in  a  drouth,  be  assumed  to  be  35  per  cent. 

'  less  than  at  Atigusta,  or  110,500  cubic  feet  per  minute  for  11  boon 

a  day,  the  gross  power  of  the  fall  for  the  hours  specified,  in  a  severe 

drouth,  is  5,852  horse-powers,  or  234,000  spindles. 

The  enormous  increase  of  power  that  can  be  had  upon  use  of 

available  reservoirs  may  be  seen  upon  reference  to  Part  II,  pages 

'  94-9.    The  storage  of  the  reservoirs  is  now  used  almost  exclusively 

for  log-driving  purposes.    Not  over  half  of  the  ^ower  at  present 

available  is  employed. 

Incidentals, — ^Bricks  of  the  best  quality  are  made  close  at  hand. 
Lumber  is  furnished  by  the  river  in  unlimited  quantities.  The 
population  is  almost  exclusively  agricultuni^,  and  would  ftufiish 
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operatives  of  the  best  class  in  any  desired  number.  The  town  is 
the  natural  centre  of  trade  for  all  upper  Somerset,  and  for  a  part  of 
Franklin  and  Piscataquis  counties,  and  now  commands  a  large  and 
rapidly  increasing  wholesale  and  retail  trade.  It  is  the  terminus 
of  the  Portland  &  Kennebec  Bailroad,  extensions  of  which  into  the 
interior  will  further  increase  the  business  of  the  place. 

loiptvvemenis, — The  "North  Channel  Dam'' runs  from  the  upper 
end  of  the  island  to  the  north  bank,  (the  river  at  this  point  runs 
east  and  west)  being  planted,  on  the  solid  ledge  crest  of  a  natural 
£Ekll.  Its  cost  is  quite  insignificant,  the  fall  being  nearly  all  natural. 
At  its  north  end  is  a  large  brick  flour  mill ;  $82,000 ;  Messrs.  Tuttle, 
Kidder  &  Co.,  with  power  and  sites  for  a  large  amount  of  machinery, 
both  by  locating  mills  and  shops  over  the  power,  and  by  shafting 
taken  to  lots  adjoining,  high  and  dry  from  any  risks  from  freshets. 

At  the  south  end  of  the  dam,  on  the  island,  which  is  also  in  the 
centre  of  the  village,  there  are  now,  circular,  clapboard,  shingle 
and  lath  machines ;  Weston  and  Baker ;  run  all  the  year  on  hem- 
lock, and  all  kinds  of  hardwood,  which  is  hauled  in  from  the  sur- 
rounding country,  and  pine  timber  from  the  lake  (Moosehead)  and 
streams  above;  $35,000.  A  carding  and  cloth-dressing  mill; 
Messrs.  Stinchfield ;  who  design  manufacturing  cloths,  in  addition 
to  their  other  business.  An  old  flour  mill,  owning  a  large  amount 
of  power,  now  partly  used  for  a  bedstead  factory ;  Weston  and 
Vamey;  $5,000. 

The  mills  on  the  island  are  all  on  a  natural  canal,  extending 
through  the  upper  end  of  the  island,  walled  in  by  native  rock,  and 
emptying  below  the  falls.  These  privileges  are  very  desirable  in 
every  particular,  are  safe  from  freshets,  and  contain  a  large  amount 
of  unemployed  power,  which  can  be  used,  like  that  on  the  north 
side,  by  shafting  running  inland. 

The  north  channel  dam  turns  the  water  down  the  south  side  of 
the  island,  at  the  foot  of  which  the  "  South  Channel  Dam ''  crosses 
on  solid  ledge  to  the  -south  shore,  with  a  gateway  conveying  the 
water  down  the  south  shore  by  a  side  dam  and  wall. 

On  the  north  end  of  the  dam,  on  the  island,  a  bedstead  factory ; 
$7,000;  F.  Turner.  On  the  south  end  and  on  the  wing  dam  and 
wall  are  the  following  mills  and  shops :  First,  building  100  by  40 
feet,  three  stories  high^  Abba  Abbot,  planing  mill ;  $4,000;  and  for 
grinding  slate  rock  for  paint  for  oil  cloth  manufacture.  This  prop- 
erty is  now  in  the  market  for  sale.  Also  another  planing  mill,  door, 
sash  and  blind  factory ;  H.  K  White ;  $20,000 ;   a  custom  flour 
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mill;  a  paper  mill;  R.  E.  Lyon  &  Oo.;  $100,000;  a  skate  and 
chisel  factory,  ninnihg  ten  trip  hammers,  lathes,  drilling  machineB, 
grindstones,  &c.;  0.  A.  Williams  &  Oo.;  $50,000;  an  axe  factory, 
running  eight  trip  hammers,  grindstones,  Ac;  Steward  Williams 
&  Co.;  $75,000;  also  another  axe  factory,  Bamet  Wharff,  running 
two  trip  hammers,  grindstones,  &c.;  $15,000;  large  foundry, 
(building  of  stone)  and  a  first-class  machine-shop  owned  by  S.  L. 
Oould  &  Co.,  fitted  up  with  lathes,  planers,  drills,  &c,,  for  the 
manufacture  and  repair  of  all  kinds  of  machinery,  and  the 
manufi^cture  of  the  Gould  water-wheel,  which  is  used  in  most  all 
the  mills  and  shops  in  the  town. 

At  the  "Basin,''  a  short  distance  below  the  mills,  an  unsurpassed 
site  for  improvement  now  lies  vacant.  At  this  point  canals  can  be 
constructed  with  ease,  and  mills  located  advantageously,  the  banks 
of  the  river  being  in  all  respects  well  formed  for  improvement. 

Second,  Third  and  Fourth,  on  the  Wesserunsett  stream ;  occu- 
pied, one  by  a  tannery,  and  one  by  two  saw  mills,  which  operate 
fall  and  spring ;  these  will  run  small  machinery  all  the  year. 

SmITHFIELD— SOXBBSKT   CoUNTT. 

From  Selectmen's  Returns, 
One  Power. 

On  "Oreeley's  Mill  Stream ;"  eight  feet  head ;  dam  flows  East 
pond,  which  covers  2.50  square  miles. 

Saw,  lath,  shingle,  and  carding  machinery ;  mills  operate,  or 
can  operate,  three-fourths  of  the  year.  The  mills  are  thought 
capable  of  sawing  150,000  short  lumber  and  500,000  long  per 
annum.     Two  Gould  wheels  used,  excellent,  the  others  worthless. 

Range  of  water  about  five  feet.  Power  has  recently  passed 
into  new  hands,  "  and  it  is  hoped  will  now  be  of  some  benefit  to 
the  town." 

Market,  at  home  and  adjoining  towns. 

Smyrna — ^Aboostook  Oountt. 

Statement  of  T.  B.  Stewart,  Esq. 
One  Power. 

On  the  east  branch  of  the  Mattawamkeag  river,  a  good  privilege, 
formerly  a  mill ;  the  dam  made  about  nine  feet  head ;  dam  now 
gone,  mill  out  of  repair.  It  is  the  only  privilege  in  town,  and  is 
regarded  as  a  very  valuable  one. 
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Solon — Soicebset  County. 

From  a  SUOemerU,  and  a  Plan  of  the  Streams  furnished  by  Joseph 
P.  BusweUf  MiUurright,  Endorsed  by  the  Selectmen, 

[See  alBo  **  Embden  and  Solon."] 

Kine  Powers. 

Five  on  Fall  brook,  a  rapid  stream  with  steep  banks,  fonr  rods 
in  width  when  fall,  with  solid  ledge  bottom  and  banks,  which 
empties  into  the  Kennebec  river  at  Solon  village,  falling  100  feet 
in  one-fourth  of  a  mile.  At  the  head  of  the  falls  a  reservoir  dam 
about  eight  feet  high  flows  the  stream  back  about  a  mile  through 
the  plain  which  borders  the  Kennebec  river,  upon  which  Solon 
village  is  located. 

.  The  falls  average  about  20  feet  each  and  are  nearly  equi-distant 
from  one  another.  Each  will  give  a  power  of  20  horses  for  10 
hours  a  day  in  the  time  of  drouth,  with  vefy  few  exceptions,  by 
the  use  of  a  high-breast  pitch-back  wheel,  provided  the  dams  are 
kept  tight  and  the  water  is  used  with  discretion. 

In  proof  of  the  power  and  durability  of  the  stream  the  results  of 
actual  trial  in  a  single  case  are  given :  A  grist  mill,  with  four 
runs  of  stones  and  all  the  apparatus  for  flouring,  was  driven  by  a 
high-breast  wheel  eighteen  feet  in  diameter,  with  four  feet  and  two 
inch  elbow  buckets,  measured  inside  the  rims,  and  a  twelve-inch 
shroud,  and  ground  for  each  of  seven  successive  years  20,000 
bushels  per  year.  "  We  never  lacked  for  water  during  the  whole 
period  of  seven  years,  and  in  our  opinion  the  same  may  be  done 
again  if  the  dams  are  kept  tight  and  the  same  care  and  attention 
are  again  given." 

There  are  several  other  privileges  in  the  town  of  Solon,  on  small 
streams  where  sufficient  power  to  drive  an  up-and-down  saw  some 
three  or  four  months  in  a  year  may  be  had  at  small  expense,  as 
follows : 

Sixth,  on  Baker  pond  brook,  in  the  northeast  comer  of  the  town. 

Seventh,  at  the  southeast  corner. 

Eighth,  now  occupied,  on  Michael  stream,  three  miles  or  more 
east  from  the  village,  where  a  saw  mill  and  lath  machine  are  now 
run  at  good  advantage. 

Ninth,  a  mile  below  this,  in  a  dense  forest,  a  beautiful  water- 
fall, where  at  a  very  small  expense  some  25  feet  perpendicular  fall 
may  be  obtained,  and  a  few  rods  above  some  40  or  50  acres  of 
meadow  land  may  be  flowed,  forming  a  reservoir  sufficient  to 
sustain  a  mill  of  eight  or  ten  horse-powers  some  six  months  or 
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more  per  year,  and  some  seasons  giving  a  constant  supply  the 
year  round.  It  is  about  three  miles  distant  from  Solon  village,  in 
a  southeast  direction,  near  the  centre  of  the  town,  on  Michael 
stream,  and  is  surrounded  with  lumber  sufficient  to  wear  out  one 
mill  or  more. 

The  power  on  Pall  brook  is,  as  a  whole,  only  partially  occupied ; 
if  suitably  improved  it  would  do  a  great  amount  of  business  and 
give  employment  to  a  large  number  of  hands'. 

Solon,  with  400  inhabitants,  two  meeting-houses,  schools,  16 
stores,  etc.,  is  a  centre  of  trade  for  several  towns  ;  has  a  first-class 
grist  mill,  various  saw  mills,  a  cloth-dressing  mill,  tannery,  etc., 
and  is  one  of  the  most  beautiful  villages  in  the  Kennebec  valley. 

It  is  the  terminus  of  the  Somerset  railroad  now  constructing. 

So«ERviLLiB — Lincoln  Countt. 

From  Selectmen's  Returns, 
Nine  Powers. 

Two  on  Travel  stream,  stave  and  shingle  mills. 

Three  on  Lovejoy  stream,  upon  each  of  which  there  have  been  saw 
mills;  only  one  of  these  is  now  in  operation,  there  not  being  sufficient 
lumber  to  employ  all  three.     Would  saw  100,000  of  lumber  yearly. 

Three  on  small  streams,  shingle  machines. 

One  on  Sheepscot  river,  fall  12  feet  in  50  rods ;  properly  managed 
with  a  tight  dam  it  would  saw  200,000  of  boards  per  annum  and 
keep  the  grist  mill  upon  it  in  operation  throughout  the  year.  Grist 
mill  has  three  runs  of  stones. 

The  stream  is  connected  with  the  Patricktown  pond  a  mile  long 
and  half  a  mile  wide,  in  the  town,  and  with  the  various  ponds  above 
in  other  towns.  The  outlet  of  Patricktown  pond  can  be  lowered 
eight  or  ten  feet  by  blasting,  and  foj  $1,000.  This  would  injure  no 
mill  privilege.  The  pond  cannot  be  raised  more  than  2  feet  above 
its  present  height  without  considerable  damage.  The  mill  pond  is 
two  miles  long  and  half  a  mile  wide.  Freshets  harmless  by  reason 
of  the  size  of  the  pond. 

Rocks  suitable  for  mill  purposes  close  at  hand. 

Market,  tbe  Kennebec  towns  and  Portland,  by  road  and  rail. 

South  Berwick^— York  County.    * 
From  the  Returns  of  Edward  S.  Goodvnn,  Esq, 
Three  Powers. 

First,  ''Quamphegan  Falls,"  on  the  Salmon  Palls  river,  which 
here  meets  the  tide-waters  of  the  Piscataqua. 
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The  falls  are  owned  and  occupied  by  the  Portsmouth  Company^ 
whose  works,  besides  other  necessary  buildings,  consist  of  a  four- 
story  brick  cotton  mill  of  about  7,000  spindles,  using  about  1,300 
bales  of  cotton,  and  turning  out  annually  about  2,000,000  yards  of 
cotton  sheetings. 

This  company  was  incorporated  in  1831,  and  the  factory  erected 
and  put  in  operation  in  1832,  since  which  time  the  hydraulic  power 
of  the  company  has  been  greatly  enlarged  by  the  erection  of  a  sub- 
stantial dam,  raised  11  feet  higher  than  the  old  dam,  and  2*75  feet 
in  length,  giving  a  head  and  fall  of  19  feet  above  high  water  mark 
in  the  Piscataqua  river  at  ordinary  high  tides,  and  affording  a  sur- 
plus power  sufficient  to  drive  20,000  additional  cotton  spindles. 

This,  the  main  branch  of  the  Piscataqua  river,  naturally  afforded 
a  copious  supply  of  water;  but  its  hydraulic  power  has  been 
immensely  augmented  by  the  operations  of  the  Great  Falls  Manu- 
facturing Company  on  the  river  and  its  branches,  thus  insuring  an 
ample  supply  of  water  at  all  seasons  of  the  year.  See  pages  149- 
150.     The  power  is  used  only  in  part. 

Second,  "  Newichawanick  Falls,''  on  Great  Works  river,  about 
a  mile  above  its  conflux  with  the  Salmon  Falls  river.  The  total 
height  of  the  fall  is  60  feet;  the  descent  is  divided  into  three  pitches 
by  as  many  dams ;  upon  these  dams  are  two  woollen  mills  with  10 
sets  of  machinery,  and  one  saw  mill. 

The  power  is  reckoned  equal  to  600  horse.  The  supply  of  water 
is  ordinarily  good.  The  river  is  connected  with  several  small  ponds. 
Privilege  and  improvements  owned  by  the  Newichawanick  Com- 
pany.   The  power  is  not  all  used. 

Third,  at  the  junction  of  the  Great  Works  and  Salmon  Falls 
rivers,  "  Yeaton's  Mills ;"  dam  17  feet  high ;  saw  mill,  grist  mill, 
plaster  mill ;  power  estimated  at  260  horse.     Power  used  only  in 
'      part  and  superior  facilities  for  further  improvements. 

The  above  privileges  are  situated  in  close  proximity  to  the  Boston 
and  Maine,  Portland,  Saco  and  Portsmouth,  and  the  Great  Falls 
and  Conway  Railroads,  and  have  accordingly  superior  facilities  for 
transportation. 

SouTHPOKT — Lincoln  County. 

a 

^cdement  of.  Selectmen. 
Two  Powers. 

Both  are  tide  powers.  One  is  capable  with  improved  machinery 
of  running  two  saws  and  a  grist  mill,  the  other  with  the  best 
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machinery  will  operate  a  saw  mill  and  g^st  mill.     Neither  is 
improved. 

South  Tbomaston — Knox  County. 

From  Selectmen's  Betums. 
One  Power. 

The  "  Weskeag  River  Tide  Power ;"  width  of  stream  at  the  mill 
is  320  feet ;  power  estimated  at  about  400  horse. 

A  good  stone  dam ;  grist,  stave  and  heading  mill  in  operation  ; 
^st  mill  could  grind  50,000  bushels  per  annum.  The  stave  mill 
and  heading  machine  employ  eight  men  and  saw  four  to  five  cords 
wood  per  24  hours ;  1,200  cords  wood  about  one  year's  stock. 

Mills  run  the  year  round,  and  less  than  half  the  power  is 
improved.  Machinery  is  of  good  construction;  the  wheels  are 
iron,  of  the  Union  patent. 

Power  owned  by  the  Weskeag  Mill  Company,  and  all  or  a  part 
for  sale,  or  the  balance  of  the  power  not  occupied.  The  dam 
ponds  the  water  back  two  miles,  f)ond  covers  about  200  acres. 

Quarry  of  granite  easy  of  access  by  land  or  water,  good  for 
building  purposes ;  very  convenient  location  for  mills  and  shops. 
Vessels  can  come  alongside  the  mill  and  discharge  cargo.  A  good 
chance  to  put  in  a  flour  mill  and  good  market  to  sell  in.  The 
product  of  the  stave  and  heading  machine  for  the  past  year  is 
about  $22,000.  The  stave  mill  and  heading  machinery  are  new, 
and  have  furnished  a  large  amount  of  business  to  residents. 

Market,  Rockland,  by  water  or  land. 

Springfield — Penobscot  County. 
Four  Powers. 

First,  "Blanchard's  Mill,^'  on  west  branch  of  Mattakeunk 
stream,  fed  by  two  ponds. 

Second,  on  Mattagordus  stream,  "Trask's  Mill,"  two  small  ponds. 

Third,  saw  mill,  on  a  branch  of  Mattakeunk  stream,  small  pond 
at  the  village. 

Fourth,  below,  grist  mill. 

Standish — Cumberland  County. 
From  Selectmen's  Returns, 

[See  alw>  "  Limington  ud  Standiflh."  and  «<  Standish  and  Windham."] 

Seven  Powers. 

First,  "Paine's  Mill,'^  on  the  outlet  stream  of  Great  Watchic 
pond ;  fall  12  feet. 


DiT.  n.]  THB  WATHB  F0WXB8.  425 

Second,  "Bich^s  Mill/'  on  a  brook  tributary  to  the  Sebago 
pond ;  fall  14  feet. 

Third,  "  Dow'b  Mill,"  on  Josey's  tepok ;  fall  12  feet. 

Fourth,  "Dresser's  Mill,"  on  Jose's  brook  ;  fall  10  feet. 

Fifth,  "Shaw's  MiU,"  on  Shaw's  brook. 

Sixth,  "Moody's  Mill,"  on  Stickey  river;  fall  8  feet. 

Seventh,  "Blake's  Mill,"  on  Josey's  brook ;  fall  10  feet. 

The  above  powers  are  all  small,  the  chief  powers  being  upon  the 
boundary  rivers  of  the  town. 

The  total  production  of  all  the  mills  in  Standish,  including  those 
upon  the  Saco  and  Presumpscot,  is  in  value  not  far  from  $300,000. 

Rock,  granite ;  lay  of  the  land,  about  the  chief  falls,  excellent ; 
three-fourths  of  the  basin  of  the  streams  covered  with  woods. 

Standish  and  Windham — Cumberland  County. 
From  ihe  StcUement  of  W.  H.  White,  Esq,,  of  Windham, 

[See  abo  "  Standiah,''  and  "  Windham.'l 

Four  Powers. 

These  are  all  valuable,  being  situated  on  Presumpscot  river,  the 
outlet  of  Sebago  lake. 

First,  "  Wescott's  Falls,"  at  the  outlet  of  the  lake,  fall  14  feet; 
an  excellent  power.  Controls  the  delivery  of  the  lake.  Unim- 
proved on  the  Windham  side,  improved  on  the  Standish  side  by 
double  saw  mill,  and  powder-keg  factory.  Owned  by  William  H. 
Jackson,  Salem,  Mass. 

Second,  "Eelweir  Falls,"  below,  12  feet  fall.  Unimproved. 
Owned  on  the  Standish  side  by  Levi  Wescott,  and  on  the  Wind- 
ham side  by  H.  Proctor. 

Third,  "Hubble  Falls,"  eight  feet  fall,  owned  on  the  Windham 
side  by  S.  D.  Page,  on  the  Standish  side  by  Levi  Wescott. 
Unimproved.  V 

Fourth,  "  Steep  Falls,"  12  feet  fall,  owned  on  the  Windham 
side  by  J.  Mabry,  on  the  Standish  side  by  John  Lindsey.  Unim- 
proved ;  has  been  occupied  by  saw  mill ;  dam  on  the  same. . 

For  an  acco'unt  of  the  reserve  capacity  of  the  lake  tributary  to 
the  above  powers,  see  pages  143-44,  Part  II,  of  this  Keport. 

Starrs — Somerset  County. 
From  Selectmen's  Returns,  and  a  Flan  of  the  Streams, 

[See  alao  "  Mener  and  Starka."] 

Five  Fowerst  and  More. 

First,  on  Lemon  stream,  at  the  village,   "Sawyer's  Mills;" 


/• 
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200,000  boards,  200,000  shingleB,  besides  laths  and  pickets ;  grind 
5,000  bushels  grain;  could  grind  25,000  bushels.  Operate  11 
months  of  the  year  for  grii^pg ;  for  sawing,  spring  and  &11 ;  Mi 
five  feet  in  five  rods. 

Second,  "  Lemon's  Mills,''  on  Lemon  stream ;  four  feet  fall  in 
four  rods. 

Third,  on  the  same  stream. 

Fourth  and  Fifth,  on  Chase's  brook. 

Several  others  on  the  above  streams,  not  occupied.  The  fall  is 
rapid,  for  a  considerable  distance,  at  each  of  the  privileges.  The 
streams  are^uch  swollen  by  freshets. 

Suitable  stone  for  building ;  "blue  ledge."  Land  on  the  falls, 
level  and  dry.  Small  part  of  basin  covered  with  woods.  Mills 
have  been  profitable  to  the  owners,  and  extremely  convenient  for 
the  public ;  villages  have  sprung  up  around  them. 

Market,  Skowhegan,  by  road,  and  home. 

Stbtson — Penobscot  County. 
From  the  Statement  of  J.  D.  Maxfield,  Esq, 
Seven  Powers. 

Three  on  the  outlet  stream  of  Stetson  pond,  which  covers  about 
2.50  square  miles,  and  supplies  abundant  water  to  the  several  privi- 
leges the  year  through.  The  power  is  perfectly  exempt  from 
damage  by  freshets  or  inconvenience  from  rise  of  water. 

First,  (below  the  bulkhead)  shingle  mill,  25,000  per  day,  1,500,- 
000  manufactured  this  year ;  head  eight  feet. 

Second,  40  rods  below,  saw  and  grist  mill ;  2,000,000  feet,  board 
measure.  Four  runs  of  stones ;  50,000  bushels  of  grain  ground 
yearly ;  head  and  fall  14  feet. 

Third,  unimproved,  about  60  rods  below  the  Second,  fall  14  feet. 

Fourth,  saw  and  shingle  mill,  water  four  or  five  months ;  13  feet 
head. 

Fifth,  half  mile  below,  12  feet  head ;  unoccupied. 

Sixth,  shingle  mill,  seven  or  eight  months ;  10  feet  head. 

Seventh,  good  power  for  eight  months  on  Buzzell  stream ;  unoc- 
cupied ;  10  or  12  feet  head. 

Steubkn — Washington  County. 
From  the  Returns  of  J.  D.  Parker ^  Fsq.,  and  a  Plan  of  the  Streams, 
Eighteen  Powers. 
Fourteen  on  Tunk  river,  which  is  fed  by  ponds,  the  aggregate 
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Btirface  of*fiYe  of  which  is  not  less  than  six  square  miles,  and  which 
are  all  susceptible  of  improvement  as  reservoirs.  The  river  empties 
into  one  of  the  most  magnificent  harbors  in  the  world ;  has  sufficient 
water  at  low  tide  to  float  the  largest  vessel  ever  constructed,  and 
excellent  and  ample  holding  ground. 

First,  ."Head  of  Tide  Power,"  a  few  rods  from  the  wharves; 
eight  feet  head ;  gang  saw  mill,  30,000  of  lumUbr  per  day. 

Second,  a  short  distance  above,  not  now  occupied ;  formerly  by 
saw  and  grist  mill. 

Third,  a  short  distance  further  up ;  shingle  and  grist  mill  on  a 
wing  dam. 

Fourth,  160  yards  above  tide ;  not  improved.  A  dam,  if  con- 
structed here,  will  flow  about  200  acres.  The  whole  fall  to  the  tide 
is  about  25  feet ;  may  be  made  30  by  a  dam.  By  means  of  a  canal 
the  whole  series  could  be  converted  into  one  large  and  valuable 
power.     A  bridge  here. 

Fifth  and  Sixth,  one  and  a  half  miles  above,  the  "Bips;"  not  now 
improved ;  formerly  a  saw  mill.  • 

Seventh,  one  and  one-fourth  miles  above,  a  dam ;  shingle  mill,  etc. 

Eighth,  20  rods  further  up,  a  dam ;  shingle,  stave  and  spool  mills, 
etc.     A  bridge  here. 

Ninth,  a  mile  and  a  half  above ;  not  a  very  good  power,  as  a  great 
length  of  dam  would  be  required. 

Tenth,  outlet  of  Round  pond ;  formerly  a  mill ;  high  banks  on  the 
pond. 

Eleventh,  80  rods  up  the  river ;  formerly  a  mill,  now  burned  down. 

Twelfth  and  Thirteenth,  just  above,  eight  feet  head  each ;  no 
improvements. 

Fourteenth,  a^ short  distance  above,  ihe  "Lath  Mill.'' 

Fifteenth,  Sixteenth  and  Seventeenth,  on  Whitten  stream,  west 
part  of  town ;  various  saws  on  each.     Sixteenth  now  out  of  repair. 

Eighteenth,  on  Pinkham's  stream,  a  mill  formerly  at  its  mouth, 
now  gone ;  the  dyke  now  protects  a  marsh.  Power  could  be  used 
for  a  last  or  shovel-handle  factory.  A  meadow  above  dim  be  dam* 
med  for  reservoir. 

Abundant  stone  near  each  of  the  privileges  for  rough  ccmstruc- 
tion,  and  a  quarry  of  beautiful  granite  near  the  mouth  of  Tunk 
river.  A  bed  of  clay,  for  bricks,  at  the  water's  edge;  can  be  put 
directly  from  kilns  into  vessels.  With  one  exception  the  required 
dams  can  all  be  short.    Privileges  can  all  be  bought  very  cheap. 

The  power  is  very  constant  on  Tunk  river,  freshets  of  course 
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harmless ;  total  range  of  water  not  over  four  feet.  TherQ  are  about 
2,500  inches  under  an  8-foot  head ;  180  horse-power,  gross,  on  the 
whole  fall  of  30  feet,  or  31,200  spindles ;  if  the  water  were  econo- 
mized, there  would  be  considerably  more  the  year  round.  A  small 
proportion  of  the  power  employed.  Wheels,  spiral-vent,  Wakefield 
centre-vent,  a  powerful  wheel ;  Atkins  wheel. 

Town  will  exenfjpt  from  taxation  for  ten  years  $50,000  invested 
in  manufactories. 

Market,  all  points,  by  sea. 

Stockton — Waldo  County. 

jPVom  Selectmen*  8  Betums. 
Three  Powers. 

First,  the  "  Tide-Mill  Power,"  at  Stockton  village ;  fall  about 
eight  feet.  Just  completed,  a  saw  mill,  shingle  mill,  block  shop, 
grist  mill,  and  sash,  door  and  blind  factory.  Much  addition  to  the 
property  and  business  of  the  town  is  anticipated  from  these  im- 
prove^ients. 

Second  power,  "Perkins'  Mill,"  at  Sandy  Point;  stream  small, 
but  never-failing;  a  carding  and  cloth  dressing  establishment  upon 
it ;  fall  eight  feet. 

Third  power,  "Roberts'  Mill,"  on  Seavy  stream ;  fall  eight  feet; 
saw  mill  and  shingle  machine ;  eight  months. 

Stoneham — Oxford  County. 
SiatemerU  of  8.  Bvans,  Esq. 

Twelve  Powers,  or  More. 

First,  on  the  outlet  stream  of  lower  Stone  pond,  saw,  grist, 
shingle,  stave,  and  clapboard  mills ;  quite  a  large  business  done, 
particularly  in  manufacturing  staves  for  flour  barrels. 

Second,  half  a  mile  west,  on  the  same  outlet,  saw,  stave,  and 
shingle  mill,  can  do  a  large  amount  of  business. 

Third,  one-fourth  of  a  mile  west,  at  the  outlet  of  the  pond,  a  saw 
mill,  an  excellent  power. 

Fourth,  about  two  miles  west,  on  the  outlet  stream  of  upper 
Stone  pond,  shingle  and  stave  mill. 

Fifth,  40  rods  west,  on  the  same  stream,  a  shingle,  stave  and 
bobbin  mill. 

Sixth,  Seventh,  Eighth,  etc.,  in  the  immediate  vicinity  of  the 
above-mentioned ;  unoccupied.    Good  privileges. 

Ninth,  at  West  Stoneham,  on  Beaver  brook,  a  saw  mill. 
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Tenth,  Eleventh,  Twelfth,  etc.,  good  privileges  on  the  above- 
mentioned  stream,  unoccupied. 

The  two  Stone  ponds  have  a  joint  area  of  over  a  square  mile, 
and  are  good  reservoirs. 

Stow — Oxford  County. 

From  Selecfynen's  Returns, 
Two  Powers. 

On  Little  Cold  river.  One  fall  ten  feet  in  ten  rods ;  saw  mill  and 
grist  mill.  The  other  fall  seven  feet  in  150  rods ;  shingle  and  clap- 
board mill ;  mills  operate  about  three  months. 

Stbono — ^Fbakklzn  County. 

From  SelectTtien's  Returns. 
Five  Powers. 

First,  "Pierpole  Palls,"  on  Sandy  river ;  fall  12  feet  in  18  rods; 
would  run  two  up-and-down  saws  and  a  gang,  eight  months  of  the 
year;  unimproved. 

Second  and  Third,  on  northeast  branch  of  Sandy  river,  "  Porter 
PaUs,"  "  Morton  Palls ;"  12  feet  fall  in  20  rods. 

Fourth,  on  McCleary  stream;  fall  as  above;  two  saw,  grist, 
clover,  planing,  batting,  starch,  and  shingle  mills ;  operate  gener- 
ally part  of  the  year,  some  of  them  all  the  year. 

Small  lakes  and  ponds ;  limestone ;  half  of  the  basin  wooded ; 
improvement  of  the  power  has  largely  built  up  Strong  village. 

Market,  Parmington  depo^ 

^ 

Sullivan — ^Hancock  .County. 
From  Selectmen's  Returns, 

ITlne  Powers,  or  More. 

First,  etc.,  on  Plander's  stream ;  three  stave,  a  shingle,  and  saw 
mill ;  two  or  three  privileges  not  occupied ;  water  year  round  sup- 
plied by  a  pond ;  head  10  to  20  feet ;  lower  mill  distant  from  salt 
water  about  100  rods ;  lumber  growing  scarce ;  excellent  power 
for  manufacturing  purposes. 

Fourth,  Fifth,  etc.,  on  Morancey  stream ;  carding  and  fulling, 
stave  and  saw  mills.  A  number  of  sites  for  mills  not  occupied ; 
water  low  in  drouth  of  summer. 

Eighth,  on  Gordan's  stream ;  carding  and  fulling  mill ;  water 
most  of  the  year;  good  privilege  for  light  manufacturing  purposes. 

Ninth,  on  Simpson'^  stream ;  grist  and  lath  mill  combined ;  water 
low  in*  dry  weather. 
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SniCKBB — OXFOBD  CotTHTT. 

From  Selectmen's  Behame. 
Fire  Powers. 

First,  at  Jackson  village,  West  Sumner,  on  the  outlet  of  Pleasant 
pond ;  grist,  saw,  and  shingle  mill,  carriage  factory,  rake  factory* 
and  machinery  for  hand-sleds.  Morton  &  Bates,  who  employ  30 
or  40  men.  Grist  mill  operates  the  whole  year,  the  other  machinery 
not  the  whole  year. 

Second,  '*  Powder  Mill,"  on  the  west  branch  of  the  Twenty-Mile 
river,  near  J^he  south  part  of  the  town. 

Third,  on  the  east  branch  of  Twenty-Mile  river,  at  Sumner  flat ; 
grist,  shingle,  and  saw  mills. 

Fourth,  on  the  outlet  of  Labrador  pond ;  saw  and  grist  mill. 

Fifth,  on  the  outlet  stream  of  Shag  pond,  in  the  northwest  part 
of  the  town ;  saw,  grist,  shingle  and  clapboard  mills ;  the  pond  is 
in  Woodstock. 


SuRBY — Hancock  County. 

From  Selectmen's  Statement. 
Nine  Powers. 

On  the  outlet  stream  of  the  Upper  and  Lower  Patten's  ponds, 
3,800  acres ; .  four  miles  from  the  lo\yer  pond  to  searshore,  the 
descent  in  that  distance  being,  as  is  estimated,  212  feet. 

None  of  the  nine  sites  have  a  "head  and  fall "  of  less  than  11 
feet,  and  one  has  a  fall  of  30  feet,  15  feet  of  which  are  perpendicu- 
lar and  at  a  point  where  the  stream  is  but  22  feet  wide.  It  is  easy 
of  access,  and  is  one  of  the  best  unoccupied  privileges  in  the 
State. 

Three  of  the  sites  only  are  occupied,  the  proprietors  not  having 
been  willing  to  sell ;  it  is  now  in  the  market. 

By  constructing  a  dam  some  miles  below  the  lower  pond,  at  the 
foot  of  a  great  meadow,  a  reservoir  at  small  cost  could  be  made 
to  hold  an  unfailing  supply  of  water  during  the  severest  drouth. 

The  storage  of  six  feet  depth  upon  siz  square  miles  of  reservoir, 
would  give  over  2,000  horse-power,  gross,  upon  a  fall  212  feet,  for 
the  working  hours  of  the  year,  or  80,000  spindles. 

Patten's  bay^  one  of  the  best  of  harbors,  is  the  outlet  of  said 
stream. 

Hon.  Charles  J.  Abbott,  Castine,  is  the  agent  for  the  proprie- 
tors. 
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Swan's  Island  Plantation — ^Hakoooi:  Oountt. 

From  Assessor^  Betuma. 
Two  Powers. 

First,  on  the  east  side  of  the  island,  formerly  a  sjrist  mill,  during 
l3ie  rainy  season. 

Second,  at  "  Gold  Harbor ;"  a  tide  power ;  mean  rise  of  the  tide 
12  feet ;  pond  40  acres ;  formerly  grist  and  saw  mill ;  now  vessels 
pass  through  the  dam,  drawing  12  feet  of  water. 

No  part  of  the  power  is  improved. 

SwANViLLE — Waldo  County. 

From  Selectmen's  Eetums, 
Three  Powers. 

First,  "Swanville  Mills,"  on  the  outlet  stream  of  Swan  lake 
(Goose  pond  on  the  State  map);  fall  10  feet;  stone  and  cement 
dam ;  saw  mill  owned  by  the  Belfast  Paper  Mill  Company,  and 
worked  only  when  the  paper  mills  need  water,  the  lake  serving  as 
a  reservoir  to  said  mills.  Power  sufficient  to  drive  an  up-and-down 
saw  all  the  year.    The  lake  contains  three  square  miles. 

Second,  "  Nickerson's  Saw  Mill,"  qn  Dead  brook ;.  fall  seven 
feet ;  operates  six  months. 

Third  "  Mardin's  Privilege,"  on  the  same  stream ;  unimproved  ; 
fall  nine  feet.  , 

No  damage  from  freshets ;  Swan  lake  rises  and  falls  about  four 
feet.    Two  small  ponds,  also,  connected  with  the  streams. 

There  is  no  ledge  near  either  dam ;  dams  are  built  in  "  pin  " 
gravel ;  basin  one-fourth  wooded. 

Market,  Belfast,  by  road. 

Sweden — Oxford  County. 

From  Selectmen's  Statement. 
Two  Powers. 

First,  the  "Steams  Pond  Privilege ;"  fall  25  feet  in  60  rods ;  the 
power  is  not  improved.  There  is  an  old  dam,  formerly  saw  and 
grist  mill ;  capable  of  running  a  grist  mill  all  the  year  and  a  saw 
mill  half  the  year. 

Second,  "Keyes  Pond  Privilege;"  fall  160  feet  in  *15  rods; 
power  not  improved ;  an  old  dam ;  no  buildings ;  estimated  equal 
to  the  First. 

Ponds  could  be  raised  three  or  four  feet  at  trifling  expense. 
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Rocks,  coarse  granite,  suitable  for  building  purposes ;  lay  of  the 
land  excellent  for  the  erection  of  mills. 

Market,  Pordand,  by  Grand  Trunk  Railroad  from  South  Paris. 

t 

TaLMADOK  ToWKSmP — WASmNOTON   COUNTT.  • 

Statement  of  Peol  Tomah  of  Indian  Totmiship. 

Several  Powers. 

Located  on  Tomah  stream,  the  outlet  of  Tomah  ponds.  The 
ponds  cover  one  to  two  square  miles,  one  is  dammed  and  the  other 
two  can  be  readily. 

Also  on  the  east  Musquash  stream,  the  outlet  of  Musquash 
lake,  which  covers  1.26  square  miles,  and  is  dammed  seven  feet. 

Also  on  the  west  Musquash  stream,  the  outlet  of  west  Mus- 
quash lake,  which  covers  three  square  miles,  and  is  dammed  four 
feet. 

Large  tracts  of  low  land  on  the  streams  above  the  falls,  which 
can  be  made  great  mill-ponds.  Abundant  water  can  be  had  at  all 
seasons,  and  good  locations  for  dams  and  mills. 

An  excellent  power  on  the  Musquash  stream  about  midway  the 
township,  formerly  used,  mill  now  burned ;  12  feet  fall. 

Taunton  and  Ratnham  Acadbmt  Grant — Somerset  County. 
Statement  of  Seman  Whipple^  Esq,,  of  Solon. 

Tbree  Powers. 

First,  on  Moose  river ;  fall  10  feet,  half  mile  below  the  lake. 
Enormous  reservoirs  above,  so  that  an  unlimited  supply  of  water 
can  be  had. 

Second,  on  Misery  stream,  about  five  miles  from  the  lake,  a  &U 
of  eight  feet ;  dam.    Large  lake  above,  dammed. 

Third,  on  Western  outlet,  a  fall  of  eight  feet,  more  fall  can  be 
had  by  a  dam.  Two  or  three  reservoir  ponds.  The  outlet  is 
dammed  at  its  head. 

Temple — Franklin  County. 

From  SelectmerCs  Iteiuma, 
Five  Powers.   . 

First,  on  a  branch  of  Temple  stream,  saw  mill,  20,000  a  year, 
might  four  times  that  amount ;  12  feet  fall. 

Second,  on  the  outlet  of  the  Staples  pond,  which  might  be  made 
to  hold  more  water  at  small  expense.  Privilege  not  in  use  now ; 
formerly  threshing  mill. 
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Third,  on  tihe  mun  Temple  stream,  "  Temple  Mills ;"  grist  and 
saw;  fall  11  feet;  gristmill  runs  the  year  round;  sawmill  cuts 
250,000  per  annum,  operates  six  months. 

Fourth,  at  Temple  mills,  a  very  good  privilege  ;  not  now  used  ; 
formerly  a  starch  factory. 

Fifth,  one-fourth  of  a  mile  below,  grist,  threshing,  rake,  lath, 
shingle,  and  other  machinery ;  fall  12  feet. 

Thomaston — Knox  County. 

Statement  of  (he  Selectmen, 
Three  Powers. 

First,  the  "Lower  Dam,^^  on  Mill  river,  grist  and  stave  mills. 

Second,  "  Clark's  Mill,"  two  miles  above,  stave  and  grist  mills ; 
stream  fed  by  the  Chickawakie  pond. 

Third,  on  Oyster  river,  a  tide  power,  with  a  flowage  back  of 
three  miles,  and  an  average  tide  rise  of  about  nine  feet ;  width  of  ^ 
river  from  100  to  150  feet.     Mills  could  be  run  16  hours  out  of  24. 
By  building  a  dam  15  feet  high,  they  could  be  run  most  of  the 
year  with  fresh  water.    Privilege  not  occupied. 

Thobndike — Waldo  County. 
Statement  of  Joseph  Higgins,  Esq, 

Three  Powers,  or  More. 

Small,  operate  only  three  or  four  months  in  the  year,  up-and- 
down  saws,  and  three  shingle  machines. 

Thobndike  Township — Somebset  County. 

•  

From  a  Plan  in  possession  of  St.  John  Smiih,  Esq.,  of  Portland. 

Six  Powers. 

Four  on  the  Lower  Churchill  stream,  the  outlet  of  the  Churchill 
ponds,  which  cover  about  two  square  miles. 

First,  at  the  outlet  of  the  largest  pond  a  dam  four  feet  high 
might  be  built  to  give  a  head  of  four  feet  over  the  largest  two 
ponds,  there  being  three  closely  connected. 

Second,  at  the  outlet  of  a  small  pond  half  a  mile  below  the 
above,  a  dam  might  be  built  to  raise  a  considerable  head  of  water 
(the  banks  being  high)  and  flow  a  swamp  surrounding  the  pond ; 
three-fourths  of  a  mile  square  of  reservoir  might  be  secured  at  this 
place. 

28 
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Third,  aboat  a  mile  below,  a  dam  might  be  built  giving  a  good 
head  of  water.  Ther^  is  no  pond  at  this  point  or  opportunity  for 
artificial  reservoir  of  much  capacity. 

Fourth,  above  the  falls  at  the  bou0i  line  of  the  town,  "  Clark's 
Dam,"  used  for  log-driving  purposes. 

Fifth,  on  the  "  East  Branch  "  of  Lower  Churchill  stream  (not 
represented  on  the  State  map)  which  enters  the  stream  north  of 
the  centre  of  the  town  and  which  is  fed  by  two  ponds  covering 
together  about  a  square  mile,  at  the  outlet  of  the  upper  pond,  a 
good  site  for  a  dam. 

Sixth,  below,  and  three-fourths  of  a  mile  above  the  mouth  of  the 

m 

branch,  and  at  the  outlet  of  a  second  pond,  a  good  site  for  a  dam. 
This  dam  would  flow  a  large  swamp  bordering  the  pond  and  give 
a  large  body  of  water. 

None  of  the  above  dams  would  be  difficult  or  expensive  to 

r 

construct. 
The  whole  township  covered  with  valuable  timber. 


TOMHEGAN   ToWNSfflP — SOMERSET   CoUNTY. 

Statement  of  Heman  Whipple,  Esq,,  of  Solon. 

Two  Powers. 

Two  or  more  falls  on  Tomhegan  stream.  One  dam.  Stream  fed 
by  Tomhegan  pond,  which  covers  0.50  square  miles.  Pond  can  be 
raised  six  or  eight  feet. 


TopsriELD — ^WAsmNGTON  County. 

From  Selectmen's  Betums. 

Five  Powers. 

First,  "  Eaton's  Privilege,''  on  East  Musquash  stream ;  fall  ten 
and  a  half  feet  in  30  rods ;  fed  by  Musquash  lake,  two  and  a  half 
by  one  miles ;  not  improved.  / 

Second,  "Farrer's  Mill,"  on  Farrer's  stream,  the  outlet  of 
Farrer's  lake ;  fall  66  feet  in  200  rods ;  a  saw  mill  which  supplies 
local  demand ;  operates  six  months.    Lake  two  by  one-half  miles. 

A  dam  at  the  outlet  of  Musquash  lake  flows  seven  feet  for  log- 
driving  purposes.  Dams  can  be  built  cheaply  on  Farrer's  stream. 
Total  range  of  water  never  over  three  feet. 

Three  small  powers ;  no  detaOs. 


I 
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TopsHAH — Sagadahoc  County. 
Statement  of  Warren  Johnson,  Esq. 

[See  alfo  «  Bninswiok  and  Toptham.'^ 

'Four  Powers. 

*0n  Cathaoce  river;  the  lower  is  of  considerable  size  and  yolume, 
the  others  are  small. 


TowNsmp  No.  4,  R.  3 — Aroostook  County. 
Statement  of  E,  F.  Dinsmore,  Esq.,  of  Island  Falls  Plantation. 

Several  Powers. 

First,  at  the  outlet  of  Mattawamkeag  lake,  judged  equal  in  every 
respect  to  '*  that  at  Hartland  on  the  Sebasticook.''  The  supply  of 
water  can  be  made  practically  unlimited  for  all  the  purposes  of 
extensive  manufacturing.  Vast  quantities  of  lumber  in  all"*  the 
region  remain  to  be  worked  up.  The  dam  raises  a  head  of  12  feet. 
The  lake  is  fed  by  a  large  number  of  streams  and  ponds,  and 
receives  the  surplus  drainage  of  a  large  extent  of  country.  It  is  a 
reservoir  of  firstrclass  excellence.  Its  area  is  from  6.60  to  six 
square  miles. 

Second,  Third,  Fourth,  Fifth,  etc.,  situated  at  the  outlet  and  on 
the  outlet  stream  of  Pleasant  lake,  which  covers  3.60  square  miles. 
The  fall  is  not  less  than  80  feet  in  as  many  rods,  affording  sites  for 
the  use '  of  the  water  several  times  over.  There  is  a  dam  at  the 
outlet  of  the  lake,  raising  a  head  of  several  feet.  The  lake  can  be 
flowed  many  feet.  It  is  fed  by  large  streams  which  are  themselves 
fed  by  lakes  and  ponds,  and  can  therefore  be  made  a  reservoir  of 
the  utmost  vahie.  , 

Vast  quantities  of  lumber  of  hard  and  soft  wood  remain  in  the 
region. 

All  unimproved. 

Township  No.  8,  E.  8 — Aroostook  County. 
Statejnent  of  H.  0.  Bussey,  Esq.,  of  Monticello. 

Several  Powers. 

On  the  Meduxnakeag   river.      Small   ponds    for   reservoirs; 

abundant  lumber. 
Unimproved. 
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TowNSfflPS  Nos.  T  AND  T,  Ranges  8  and  4 — Aroostook  County. 
Statement  of  W.  S.  Bawe,  Esq.,  of  Masardis. 

Several  Powers. 

On  the  main  inlet,  tributary  to  the  St.  Croix  lake  at  its  south 

end.    Stream  fed  by  two  or  three  ponds  above. 
Not  improved. 

Township  No.  3,  E.  4 — ^Aroostook  Oountt. 
Staiement  of  E.  F.  Dinsmore^  Esq,,  of  Island  FalU  PlaniaHoH. 

One  Power. 

On  the  outlet  stream  of  Caribou  lake,  a  very  fine  privilege,  with; 
"  as  is  reported/'  a  fall  of  20  feet.  ''  Several  square  miles  of 
flowage  above"  are  to  be  had.  The  flowage  of  the  lake  alone,  as 
represented  upon  the  State  map,  would  not  exceed  two  square 
miles. 

Not  improved. 

Township  No.  T,  K.  4 — Aroostook  County. 
Statement  of  W.  H.  Bowe,  Esq.,  of  Masardis. 

Several  Powers. 

On  the  Tracy  brook,  the  outlet  stream  of  Tracy  lake.  Said  lake 
covers  1.30  square  miles  and  can  be  made  a  good  reservoir  by  a 
dam. 

Unimproved. 

Township  No.  8,  R.  4 — ^Aroostook  County. 
Statement  of  W.  JET.  Boioe,  Esq.,  of  Mdsairdie. 

B&vetBl  Powers. 

First,  on  the  Masardis  stream,  or  St.  Croix  river  of  the  Aroos- 
took, half  a  mile  below  the  outlet  of  the  St.  Croix  lake.  The  dam 
is  at  the  head  of  the  falls  and  flows  the  lake  three  or  four  feet. 
Stream  fed  by  several  square  miles  of  lakes  and  ponds,  all  of  which 
can  be  used  for  storage. 

Not  improved. 

Second,  Third,  etc.,  on  Howe  brook,  tributary  to  the  St.  Croix 
lake,  on  the  east  side,  about  one  and  a  half  miles  above  the  outlet 
of  the  lake.     Stream  fed  by  Howe  pond. 

Not  improved. 
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TowKsmp  No.  9,  R.  4 — Aroostook  Comrrr. 

Statement  of  W.  E,  Rowe,  Esq,,  of  Masardis. 
One  tower. 

On  the  Masardis  stream,  or  St.  Croix  river  of  the  Aroostook. 
Stream  fed  by  the  St.  Croix,  Tracy,  and  other  ponds,  all  of  which 
can  be  dammed  for  reservoirs.    Great  supply  of  water. 

Not  improved. 

Township  No.  10,  R.  4 — Aroostook  County. 

StcUemeni  of  W.  H,  Bowe,  Esq.,  of  Masardis. 
One  Power. 

On  Black- Water  brook ;  five  miles  of  dead  water  can  be  flowed 
tiiree  or  four  feet. 

Not  improved. 

TowNsmp  No.  14,  R.  6 — ^Aroostook  County. 

Statement  of  Daniel  Barker,  Esq,,  of  Bangor. 

Several  Powers. 

The  thoroughfare  at  upper  and  lower  portions  thereof  between 
Portage  and  Eagle  lakes  is  principally  dead  water,  but  midway  is 
quick  water  over  ledges  of  limestone  and  conglomerate  four  miles. 
River  clay  in  sufficient  quantity  to  make  bricks.     Unimproved. 

Two  branches  of  Beaver  brook  on  east  side  of  town,  with  fair 
water-power  on  each.  Old  driving  dams,  75  feet  length  and  five 
or  six  feet  height,  flow  large  tracts  of  low  land.  No  othet  im- 
provement. 

Mosquito  brook  in  southwest  quarter  of  town,  two  rods  wide, 
with  high,  steep  banks.  Power  sufficient  to  drive  mills  most  of  the 
season.    Unimproved. 

At  mouth  of  Portage  lake,  site  for  dam  200  feet  long  five  feet  high. 

Large  tract  of  bog  land  n^ar  the  lake.  Whole  flowage  thereupon 
two  square  miles.  Large  part  of  soil  good  farming.  Spruce  and 
cedar  abundant. 

Unimproved. 

TowNSfflP  No.  12,  R.  8 — Aroostook  County. 
Btatemeni  of  Daniel  Barker,  Esq,,  of  Bangor. 

Several  Powers. 

Dam  at  Machias  lake  100  feet  long  and  12  feet  high,  would  flow 
two  square  miles ;  now  improved  for  driving ;  banks  good. 
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Twenty-Mile  brook  empties  into  Machias  lake  jnst  above  dam  on 
north  Bide ;  is  about  four  rods  wide  with  high  steep  banks  and 
rapid  water.  Two  good  sites  within  one  mile  of  lake.  One  at 
crossing  of  Allaguash  road.     Unimproved. 

Township  well  timbered,  with  much  good  farming  land. 


TowNSfflp  No.  18,  R.  10 — Aboostook  County. 
StcUement  of  William  Dickey,  Esq.,  of  Fort  Kent. 

One  Power,  or  More. 

The  power  at  the  mouth  of  the  St.  Francis  river  is  very  superior. 
Thirty  feet  head  can  be  had  by  suitable  improvement ;  and  the 
lakes  and  ponds  above,  all  of  which  are  susceptible  of  use  as  res- 
ervoirs, will  furnish  a  copious  supply  of  water  at  all  seasons. 

No  improvement. 

Township  No.  13,  R.  14 — ^Aboostook  County. 

Statement  of  Daniel  Barker,  Esq. 
Three  Powers. 

Two  good  powers  on  the  main  St.  John  river;  rapids  quite 
strong ;  bank  on  east  side  of  river  very  high  and  steep ;  west  bank 
rises  gradually.  Would  require  dam  20  rods  long ;  water  could  be 
used  twice  in  a  half  Inile.  River  large  at  this  point  and  the  powers 
first-class. 

On  Moose  brook  in  southeast  corner  of  town,  a  power  sufficient 
for  small  machinery  the  larger  part  of  the  season. 

All  unimproved. 

TowNsmp  No.  14,  R.  14 — Aroostook  County. 

Statement  of  Daniel  Barker,  Esq. 
Two  Powers. 

"  Priestly  Rapids,''  principal  powers  in  this  town ;  from  one- 
half  to  three-fourths  mile  long,  quick  and  rough ;  ledge  bottom 
and  banks,  with  channel  of  river  from  eight  to  ten  rods  wide. 
Water  sufficient  in  all  seasons.  Fall  sufficient  for  two  dams  in  a 
hundred  rods  that  would  control  the  whole  river. 

This  has  been  one  of  the  greatest  pine-timber  towns  in  the 
county,  and  has  now  an  almost  inexhaustible  quantity  of  coarse 
pine  and  other  timber. 

Unimproved. 
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TowN^p  No.  16,  R.  14 — Aroostook  County. 
SkUement  of  Daniel  Barker,  Esq. 

IftunerouB  Powers. 

On  Big-Black  river  eight  or  ten  strong  rapids.  The  series  of 
ledges  which  causes  these  rapids  is  no  doubt  the  same  as  that  in  the 
main  St.  John  river  called  "  Big  Black  Rapids.'^  Bottom  and%anks 
mostly  ledge,  and  all  excellent  powers.  River  six  rods  wide.  Large 
flow  of  water  at  all  times. 

Priestly  brook,  a  stream  three  rods  wide,  has  fall  sufficient  for 
five  or  six  different  sites.  These  are  all  small  powers  and  would 
answer  only  in  the  season  of  high  water. 

All  unimproved. 

TowNsmp  No.  12,  R.  15 — Aboostook  County. 

Statement  of  Daniel  Barker,  Esq. 
Five  Powers. 

Near  the  centre  of  the  town  on  the  main  St.  John  river  is  a  very 
excellent  power ;  river  rather  wide  and  rapids  long,  but  an  abun- 
dance of  water.    Fall  sufficient  for  two  sites. 

Near  the  north  line  of  the  town  is  another  power  of  about  the 
same  magnitude ;  river  very  rapid  but  smooth. 

A  brook  with  two  small  ponds  comes  in  on  the  west  side  of  the 
river  near  this  point,  which  would  afford  two  or  more  small  powers; 
stream  narrow  and  rapid  but  not  large. 

All  unimproved. 

■ 

TowNSfflp  No.  13,  R.  15 — Aroostook  County. 

Statement  of  Daniel  Barker,  Esq. 

Five  Powers,  and  More, 

First,  on  the  main  St.  John  river  below  Seven  Islands.  Dam 
could  be  raised  10  or  12  feet,  and  flow  slack  water  about  Seven 
Islands  and  be  made  to  control  the  whole  river. 

Second  and  Third,  on  Depot  stream,  in  the  northwest  comer  of 
the  town ;  stream  quite  large  and  rapid,  with  slack  places ;  two 
ll^ood  sites  might  be  improved ;  stream  fed  by  a  large  pond.  This 
stream  is  a  l^ranch  of  Big-Black  river. 

Fourth  and  Fifth,  etc.,  on  a  small  stream  running  through  the 
middle  of  the  town. into  the  main  river;  stream  small  and  rapid ; 
could  be  improved  in  three  or  four  different  places,  but  would 
probably  lack  water  in  the  dry  season. 

All  unimproved. 
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Township  No.  14,  B.  16 — Aroostook  Coumtt. 

SUUemeni  of  Daniel  Barker,  Esq. 
Two  Powers. 

This  town  is  mostly  low  and  water  sluggish.  Two  small  rapids 
on  Depot  stream  or  south  branch  of  Big  Black,  are  all  the  falls  of 
any  account ;  situated  in  the  southwest  part  of  the  town  ;  are  large 
enough  for  all  purposes  of  saw-mill  improvement. 

Unimproved. 

Township  No.  15,  R.  15 — Aroostook.  County. 

Statement  of  Daniel  Barker,  Esq. 
Several  Powers. 

On  east  branch  of  Big  Black ;  it  is  all  rapid  water  from  the 
boundary  three  miles  down  the  stream.  Banks  most  of  the 
distance  quite  high.  Could  be  improved  many  times  within  the 
distance.  Stream  is  not  large,  but  sufiScient  for  most  of  the 
season. 

All  unimproved. 

Township  No.  11,  R.  16 — Aroostook  County. 

Statement  of  Daniel  Barker,  Esq, 
Several  Powers. 

The  main  St.  John  river  passes  through  this  tovm  from  south- 
west to  northeast,  is  very  rapid,  with  good  banks  and  rather 
narrow  bed,  and  fall  sufficient  for  six  or  eight  good  powers. 

The  river  is  quite  uniform  in  its  course,  and  the  several  sUes 
nearly  equal  in  power  and  cost  of  improvement.  Should  consider 
the  town  superior  to  any  other  in  the  vicinity,  for  extent  of  power. 

Much  sapling  and  other  timber  in  the  township. 

Privileges  all  unimproved. 

TowNsmp  No.  12,  R.  16 — ^Aroostook  County. 

Stalement  of  Daniel  Barker,  Esq. 
Several  Powers. 

Three  good  powers  on  the  main  St.  John  river,  and  one  on  Nine- 
mile  brook.  Those  on  the  river  are  first^^lass  powers;  banks 
high  and  good,  and  water  abundant. 

That  on  Nine-mile  brook  is  sufBcient  to  drive  a  common  saw 
mill ;  the  descent  is  very  rapid,  and  brook  narrow ;  could  be 
improved  at  moderate  cost.  The  brook  is  formed  from  four  or  five 
branches  each  sufficiently  large  for  small  machinery. 

Privileges  all  unimproved. 
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Township  No.  13,  B.  16 — Aboostook  Govk^^ 
Satemeni  of  Darnel  Barker,  Esq. 

I'our  Powers. 

On  Depot  stream,  a  branch  of  Big  Black  river.  At  the  head  of 
the  stream  is  a  lake  three  miles  long.  An  old  dam  about  fiye  feet 
high ;  rapid  water  below  dam.    Fall  suitable  for  two  powers. 

Also  in  northeast  comer  of  town  on  same  stream,  two  rapidSi 
each  making  a  good  power. 

Stream  is  not  large,  but  has  slack  places  for  reservoirs  and  would 
be  considered  a  fair  stream  in  any  settled  town. 

Water  might  fail  in  the  dry  season. 

All  unimproved. 

Township  No.  14,  B.  16 — Aroostook  Countt. 
StcUement  of  Daniel  Barker,  Esq, 

Four  Powers,  or  More. 

Depot  stream,  very  rapid ;  water  can  be  used  two  or  three  times^ 
though  it  runs  but  a  short  distance  in  the  town. 

On  Middle  branch  are  two  rapids  each  constituting  a  very  excels 
lent  power.  A  saw  mill  has  been  in  operation  many  years  on  this 
stream,  on  the  Canada  side.  The  stream  is  narrow,  with  steep 
banks,  and  could  be  improved  at  little  cost.  Should  consider  the 
powers  abundant  for  spring  and  fall. 

Privileges  unimproved,  save  one. 

TowNSfflp  No.  T,  B.  Vl — ^Aboostook  County. 

Statement  of  Daniel  Barker,  Esq. 

irumerous  Powers. 

One  good  site  on  Carry  branch  in  southwest  quarter  of  town ; 
fall  ten  feet. 

Half  a  mile  below  the  head  of  "  Sline  Eapids,''  three  miles  long; 
banks  high,  water  could  be  used  many  times,  with  a  good  head  at 
each  site.    A  small  lake  above  the  head  of  the  rapids. 

Another  good  fall  at  outlet  of  Baker  lake ;  dam  300  feet  long  and 
six  feet  high  will  flow  lake ;  area  of  lake  4.5  square  miles. 

On  same  stream,  below,  near  town  line,  two  other  falls  with  good 
banks.  These  last  two  sites  are  thought  to  be  the  best  in  the  town. 
Also  a  long  stretch  of  rapids. 

Township  well  covered  with  timber  of  all  kinds. 

All  unimproved. 
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dJafwvsBtp  No.  8,  R.  IT — ^Aroostook  Coumtt. 

StcUement  of  Daniel  Barker,  Esq. 

"Fovx  Powers. 

Three  good  sites  near  the  south  part  of  the  town  on  the 
Woolastaquaguam  river ;  four  or  five  miles  of  dead  water  above 
the  falls ;  a  good  head  can  be  obtained  at  either  site  with  a  short 
dam. 

On  iTumer  brook,  half  mile  above  the  mouth,  is  a  fiUl,  very 
steep,  with  excellent  banks.  This  stream  is  quite  large,  and 
would  afford  water  most  of  the  season.    Town  well  timbered. 

Privileges  unimproved. 

TowNsmp  No.  9,  R.  IT — Aroostook  County. 
Statement  of  Daniel  Barker,  Esq. 

Fifteen  Powers,  or  More. 

In  this  town  the  Boundary  branch  forms  a  junction  with  Baker- 
lake  branch.  On  the  Boundary  branch,  above  the  junction,  are  as 
many  as  seven  good  mill  sites.  There  are  .also  two  or  three  falls 
on  Baker  branch,  and  three  on  main  branch  below  the  junction,  in 
all  as  many  as  fourteen  or  fifteen  good  mill  sites.  The  town  seems 
covered  with  fine  water-powers  almost  the  whole  length  of  the 
river. 

All  unimproved. 

Township  No.  10,  R.  IT — ^Aroostook  County. 
I^atement  of  Daniel  Barker,  Esq. 

Several  Powers. 

Water  in  this  town  somewhat  sluggish  except  near  the  north 
line.  Here  is  a  rapid  fall  and  a  very  fine  power ;  water  could  be 
used  many  times  over ;  river  not  very  wide ;  banks  high. 

The  rapids  extend  along  the  line  between  the  two  towns  for 
some  miles.  Water  abundant  at  all  seasons.  Town  well 
timbered. 

All  unimproved. 

TowNsmp  No.  11,  R.  IT — ^Aroostook  County. 
Statement  of  Daniel  Barker,  Esq. 

Kumerous  Powers. 

The  Northwest  branch  runs  southeasterly  through  this  town,  and 
forms  a  series  of  rapids  almost  the  entire  distance  from  the  lake  at 
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the  boundary  to  its  conflnence  with  the  main  St.  John  idver.  This 
is  a  very  fine  stream  with  high  banks  and  rapid  current,  about  three 
rods  wide. 

Scarce  a  half  mile  can  be  found  without  sufficient  fall  for  a  good 
power. 

The  lake  at  the  boundary  would  be  sufficiently  large  for  a  reser- 
voir through  the  dry  season. 

Privileges  all  unimproved. 


TowNSfflp  No.  8,  E.  18 — Aroostook  County. 
Statement  of  Daniel  Barker,  Esq. 

Several  Powers. 

On  the  Southeast  branch,  Rapids  about  two  miles  long,  can 
be  improved  in  many  places  with  little  cost,  and  for  small  machinery. 
Unimproved. 

« 

TowKimp  No.  T,  B.  19 — ^Aroostook  Countt. 
Statement  of  Daniel  Barker ,  Esq, 

Several  Powers. 

Good  rapid  on  Boundary  branch,  two  miles  from  north  line  of 
town.  Water  could  be  used  two  or  three  times  over  in  the  distance 
of  a  mile.    The  stream  is  swift  the  whole  length  of  the  town. 

The  sites  in  this  town  are  too  many  to  enumerate,  but  they  are 
all  small  powers,  as  they  are  so  near  the  sources  of  the  river. 

Unimproved. 

^  TowNSfflP  No.  8,  R.  19 — Aroostook  Oountt. 

Statement  of  Daniel  Barker,  Esq. 

Several  Powers. 

On  the  Southeast  and  Boundary  branches ;  each  has  sufficient 
rapids  for  two  or  three  powers.  The  streams  are  not  large,  but 
have  a  very  steady  flow  of  water ;  are  generally  beatable  as  long 
as  the  river  below.  Powers  are  capable  of  driving  any  conmion 
mill  machinery. 

An  abundance  of  timber  on  the  township. 

Unimproved. 
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TowKBEOP  Ko.  3,  S.  1 — ^Fbahkun  Oountt. 
Statement  of  Abner  Toaihaker,  Esq.,  of  FMUipe. 

Several  Powers. 

First,  on  Sooth  Bog  stream,  two  miles  above  Rangelj  lake,  pond 
just  above,  which  covers  200  acres,  and  can  be  flowed  several  feet. 

Second,  Third,  etc.;  the  stream  is  swift  for  the  whole  distance  to 
the  lake,  and  can  be  used  for  power  advantageously. 

All  unimproved. 

Township  No.  3,  R.  4-^Pranklin  County. 

Statement  of  Abner  Toothaker,  Esq.,  of  PkUUps, 

One  Power,  or  More. 

First,  on  the  Kennebago  river,  half  mile  below  the  Eennebago 
pond,  a  fall  of  25  feet  can  be  had,  abrupt ;  ledgy  bottom  and 
banks,  excellent  site  for  mills.  Pond  covers  four  square  miles  and 
can  be  flowed  several  feet.    It  is  a  most  admirable  privilege. 

Stream  in  the  upper  part  of  the  township  is  rapid,  with  eight 
small  ponds  about  the  head  waters  above,  whicl^caa  be  improved 
for  reservoirs. 

All  unimproved. 

TowNSfflp  No.  1,  R.  6 — Fbankun  County. 

StcUemerU  of  Son.  Abner  Cobttm. 
Two  Powers. 

On  Dead  river,  not  far  from  midway  its  course  in  the  township, 
"  Ledge  Falls,''  12  feet  descent.  A  long  stretch  of  quick  water 
above  to  the  Chain-pond  dam. 

Second,  above,  "  Swampscot  Falls,"  10  feet,  good  site,  Ivge 
flowage. 

Both  unimproved. 

TowKsmp  No.  1,  R.  6 — ^Fbankun  County. 

Statemeni  of  Bon.  Abner  Cobum. 
One  Power* 

On  Dead  river,  '*  Chain-Pond  Dam,"  at  the  outlet  of  the  Chain 
ponds,  eight  feet  high,  ponds  the  water  back  over  the  whole  series 
of  ponds,  covering  five  square  miles,  and  thus  reserves  a  large  body 
of  water. 


^ 
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Township  Jfo.  8 — ^Hancock  Ooumty. 

SkUemeni  of  J.  W.  Porter,  Esq,,  of  Burhngion, 

Kine  Powers,  or  More. 

The  "Grand  Falls"  on  the  Passadnmkeag  river  comprise  and 
constitute  four  of  the  above,  situated  near  the  west  line  of  the 
township,  and  extending  about  200  rods,  the  total  fall  being  about 
100  feet.  The  lower  pitch  is  nearly  perpendicular,  and  has  about 
20  feet  descent.  From  this  point,  inclusive,  to  the  head  of  the 
series  are  a  number  of  sites  of  unsurpassed  excellence  as  respects 
either  opportunity  for  dams,  locations  for  mills,  or  for  villages 
adjacent.  They  could  have  from  15  to  18  feet  head  each.  There 
is  a  dam  on  the  lower  pitch,  which  gives  a  20-foot  head,  and  flows 
back  not  more  than  ten  rods.  No  other  improvement  on  the  whole 
series  of  privileges.  These  powers  are  seven  miles  from  Burling* 
ton  Post  Office,  and  15  miles  from  the  European  &  North  American 
Railway.  • 

There  is  an  abundance  of  good  building  gr^te  in  the  vicinity 
for  construction  purposes.  The  entire  basin  of  the  stream  above, 
is  covered  with  forests.  Proprietors  of  the  power,  Thomas  W.  and 
R.  R.  Porter,  of  Burlington. 

Settlement  near  the  falls  of  about  100  inhabitants,  mostly  farmers. 
Soil  in  the  re^on  good.  A  county  road  is  about  completed  from 
Burlington  to  the  falls.  Falls  are  within  three  miles  of  ihe  pro- 
posed Milford  &  Burlington  turnpike. 

Fifth,  Sixth,  etc.,  "Nicatous  Falls,"  on  the  outlet  stream  of 
Nicatous  lake,  and  situated  about  a  mile  below  the  lake,  extending 
about  a  half  mile,  and  have  a  total  fall  of  40  feet. 

Eighth,  a  dam  at  the  outlet  of  Nicatous  lake,  gives  a  head  of  10 
feet  storage  over  the  whole  lake.  Used  only  for  log-driving  pur- 
poses. 

Ninth,  a  dam  at  the  outlet  of  the  First  Pistol  lake,  gives  a  head 
of  six  feet  over  the  whole  surface  of  600  acres.  Lake  is  fed  by 
three  lakes  above  which  have  a  head  of  eight  feet  each,  raised  by 
one  dam ;  used  for  log-driving  only. 

The  extent  of  the  reservoirs  tributary  to  the  "  Grand  Falls,"  as 
well  as  the  others  mentioned,  may  be  seen  upon  reference  to  Part 
II,  page  10*?. 
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TowNsmp  No.  4 — ^Hakgoce  County. 
Statement  of  J.  W.  Porter,  Esq,,  of  Burlington, 

Two  Powers, 

First;  at  the  outlet  of  Duck  lake,  a  dam  which  raises  a  head  of 
nine  feet  over  the  whole  surface  of  the  lake.  Lake  covers  1,200 
acres  or  more. 

Second,  a  dam  at  the  outlet  of  the  Second  Pistol  lake,  flows  the 
three  upper  lakes  eight  feet.  Lakes  have  an  area  of  over  300 
acres  combined. 

Township  No.  t — ^Hancock  County. 

[Wert  of  Stoaben.] 

Statement  of  J.  2>.  Parker,  Esq.,  of  Steuben. 

One  Power. 

On  West-Bay  stream,  not  at  present  improved. 

Township  No,  10 — ^Hancock  County. 

[Wefl  of  Oherryfleld.] 

From  the  Statement  of  J.  D.  Parker,  Esq, 

Five  Powers. 

First,  at  the  outlet  of  Downing's  pond,  head  10  feet,  two  mills. 
Second,  on  Bog  brook,  head  eight  feet  or  more. 
Third,  on  Spring  river,  head  eight  feet,  and  three  or  four  feet  &11. 
Fourth,  at  the  outlet  of  Long  pond,  head  13  feet. 
Fifth,  at  the  outlet  of  Big  Tunk  pond,  11  feet  5  inches  head,  13 
feet  can  be  had. 
Mostly  unimproved. 

TowNsmp  No.  36 — ^Hancock  County. 

Statement  of  J.  W.  Porter,  Esq,,  of  BurKngton. 
One  Power. 

At  the  outlet  of  Coombs'  pond,  a  dam  which  flows  the  lake  five 
feet,  lake  covers  100  acres. 

Township  No.  40 — ^Hancock  County. 
Statement  of  J.  W.  Porter,  Esq. 
One  Power. 

At  the  outlet  of  West  or  Abamgamook  lake,  a  dam  which  raises 
a  head  of  seven  feet  over  the  whole  lake.    Lake  covers  500  acres. 
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Township  No.  41 — Hancock  Coxtnty. 

Statement  of  J.  W.  Porter,  Esq. 

One  Power.  ^ 

At  the  outlet  of  Garbeus  lake,  a  dam  which  raises  a  six-foot 
head  oyer  the  entire  lake.    Lakexovers  600  acres  or  more. 


Township  No.  5,  R.  2 — Oxford  County. 

From  the  Statement  of  John  H,    Wilson,  Esq.,  of  South 

Columbia,  N.  H. 
Several  Powers. 

"  Ariscops  Falls,"  on  the  Magalloway  river,  are  situated  near 
the  centre  of  the  township,  extending  along  the  river  nearly  two 
miles.  Mills  have  been  built  at  the  foot  of  the  falls  ;  but  are  now 
gone  or  dilapidated.  The  dam,  at  this  point,  can  be  raised  to  the 
height  of  15  feet,  if  necessary. 

About  a  mile  above  the  dam  is  a  sudden  pitch  of  eight  or  ten 
feet  with  a  ledge  on  the  right  bank  and  bottom,  and  a  steep  bank 
on  the  left,  admitting  a  head  and  fall  of  about  18  feet,  with  an 
opportunity  for  a  canal  below  on  either  side. 

Near  the  head  of  the  falls  the  river  drops  80  or  90  feet  in  60  or 
70  rods,  an  island  extending  that  distance,  which  leaves  a  broad 
deep  gulch  along  the  right  bank.  On  this  bank  a  canal  can  be 
made,  on  one  level,  for  more  than  half  a  mile,  and  the  dam  at  the 
head  of  the  island  can  be  built  at  small  expense. 

At  the  head  of  the  falls,  60  or  70  rods  above  the  island,  a  dam 
eight  feet  high  would  check  the  water  of  the  river  more  than  20 
miles  above,  and  could  be  raised  to  any  desired  hight  by  winging 
a  short  distance  on  each  side. 

The  great  volume  of  head  water  secured  by  this  dam,  together 
with  the  storage  of  lake  Parmachenee  and  various  ponds,  would 
raise  the  constant  power  on  these  falls  to  a  very  high  figure. 

The  Magalloway  drains  about  400  square  miles,  or  44  per  cent, 
mor^than  the  Little  Androscoggin.  A  bridge  crosses  the  river  at 
the  foot  of  the  falls. 


TowNsmp  No.  2 — Penobscot  Ooitnty. 

[West  of  MftttowamkMg.] 

One  Power. 

On  Eber-horse  stream,  a  shingle  mill  and  clapboard  mill. 
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TowKsmp  No.  3,  R.  1 — ^Penobscot  Oountt. 

[Next  east  of  Borlingtoo.] 

StatemerU  of  J.  W.  Porter,  Esq,,  of  BurUngton. 

One  Power. 

A  dam  at  the  outlet  of  the  upper  Madagascal  lake,  flows  its 
surface  of  100  acres,  six  feet. 

TowNsrap  No.  4,  R.  1 — ^Pbnobscot  County. 
SkUemeni  of  Peol  Tomah  of  Indian  Township. 

Three  Powers. 

The  Sysledobsissis  outlet  stream  falls  30  feet,  and  affords  three 
sites  suitable  for  powers.  The  lake  covers  four  square  miles,  is 
dammed  three  feet,  and  can  be  raised  several  feet  more. 

Unimproved. 

Township  No.  6,  R.  1 — Pbnobscot  County. 

[Junior  Lake  Township.J 

Statement  of  Peol  Tomah. 

Several  Privileges. 

The  Junior-lake  stream  falls  10  feet  from  lake  to  lake. 

There  is  a  fall  of  60  feet  on  the  outlet  stream  of  Mill-privilege 
lake.  Good  sites  for  dams,  banks  high.  Lake  covers  three-fourths 
of  a  square  mile,  and  is  raised  six  feet. 

There  is  a  fall  of  15  feet  on  the  Shaw-lake  outlet.  Lake  covers 
nearly  two  square  miles  and  is  raised  three  feet.  A  dam  60  rods 
below  the  lake. 

Unimproved. 

TowNSfflP  No.  3,  R.  6 — Pignobscot  County. 
Statement  of  John  Gardner,  Esq.,  of  Patten. 

Two  Powers. 

On  Mud  brook,  a  saw  mill.     "Probably  other  privileges  above." 
A  power  on  Swift  brook,  two  miles  below  the  north  line  of  the 
town.     Small  ponds  above.     Unimproved. 

TowNsmp  No.  2,  R.  t — ^Penobscot  County. 
Statement  of  Daniel  Barker,  Esq.,  of  Bangor. 

Two  Powers. 

Bo^  situated  on  the  Mattagamon  or  East  branch  of  the  Penob^ 
scot. 
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First,  "  Crowfoot  Falls/'  two  miles  above  Grindstone,  five  feet 
fall,  river  16  or  20  rods  wide. 

Second,  "  Whetstone  Falls,"  eight  feet  fall,  river  16  rods  wide, 
ledge  bottom  and  banks. 

These  are  both  powers  of  the  first  magnitude.  Water  abundant 
at  all  seasons ;  easily  controlled,  and  expense  of  improvement  small 
for  the  amount  of  power  obtained. 

For  reservoirs  see  Part  II,  page  108. 

Unimproved. 

Township  No.  6,  R.  7 — ^Penobscot  County. 
Frcm  the  SkitemerU  of  O.  H.  Davis,  Esq,,  of  No,  6. 

One  Power. 

" Outlet  Falls,"  at  the  outlet  of  the  lower  Shin  pond;  a  dam, 
seven  rods  long,  would  raise  a  head  of  10  feet  on  the  lake,  and  flow 
about  1,600  acres ;  pond  is  fed  by  the  upper  Shin  pond  in  Monterey 
plantation.  This  is  five  miles  from  the  Great  falls  below,  on  the 
Shin  pond  stream. 

Unimproved. 

TowNSfflp  No.  6,  R.  T — Penobscot  County. 
From  the  Statement  of  O,  H,  Davis,  Esq, 

Three  Powers. 

The  "  Great  Falls,"  on  Shin  Pond  stream,  the  outlet  of  the  Shin 
ponds,  which  cover  nearly  four  square  miles. 

The  falls  are  divided  into  three  pitches,  first  two  ten  feet  each, 
the  third  36  feet  in  about  100  feet.  A  dam  at  the  head  of  the  first 
pitch  would  raise  the  head  five  feet  more,  giving  60  feet  fall  in  a 
little  over  100  feet  run. 

A  storage  of  eight  feet  upon  the  two  ponds  would  furnish  640 
horse-power  gross  on  the  60  feet  fall,  or  21,600  spindles,  for  the 
working  hours  of  the  year.    This  is  the  storage  alone. 

Unimproved. 

TowNSfflP  No.  5,  R.  8 — Penobscot  County. 
Statement  of  Daniel  Barker,  Esq,,  of  Bangor. 

Three  Powers. 

All  situated  on  the  Mattagamon  or  east  branch  of  the  Penobscot. 

.First,  " Bowlin  Falls ;"  pitch  eight  feet,  16  rods  wide,  banks 
steep  and  ledgy. 

29 
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Second,  ''  Hulling  Machine  Falls/'  12  feet  descent,  dam  50  feet 
long,  channel  cuts  through  deep  ledges ;  can  be  easily  improved 
and  controlled. 

Third,  "Grand  Falls ;"  20  feet  perpendicular  pitch,  width  30  feet, 
high  ?edgy  banks. 

These  are  the  best  privileges  on  the  east  branch  of  Penobscot, 
and  are  truly  magnificent  water-powers.  The  river  is  very  narrow 
in  the  immediate  pitches  but  widens  into  broad  basins  between, 
affording  reservoirs  for  a  steady  flow  of  water  at  all  seasons. 

For  reservoirs  tributary  to  the  river,  see  Part  II,  page  108. 

All  unimproved. 

TowNsmp  No.  6,  R.  8 — Penobscot  County. 
SicUement  of  Daniel  Barker,  Esq, 

Three  Powers. 

Situated  on  the  Mattagamon  river  or  east  branch  of  the  Penob- 
scot. 

First,  "  Pond  Pitch ;"  nine  feet  fall,  river  70  feet  wide,  ledgy. 

Second,  "Haskell  Rock,"  15  feet  fall,  eight  rods  wide. 

Third,  "  Stair  Falls ;"  15  feet  fall,  six  rods  wide ;  fall  composed 
of  successive  pitches,  four  or  five  feet  each,  over  smooth  ledges. 

Five  miles  from  this  point  is  Grand  lake ;  river  very  rapid  the 
entire  distance. 

For  reservoirs,  see  Part  II,  page  108. 

The  above  powers  are  unsurpassed.     All  unimproved. 

TowNsmps  No.  2 — Piscataquis  County;  and  No.  1,  R.  T — Somerset 

County. 

Statement  of  J,  if.  ffaynes,  Esq,,  of  Augusta. 

[See  also  '■  Township  No.  1,  R.  7,  Somerset  Oouoty.''] 

From  the  dam  at  the  outlet  of  Moosehead  lake  to  the  head  of 
Indian  pond,  a  distance  of  five  miles,  the  Kennebec  river  is 
extremely  rapid.  There  is,  at  least,  125  feet  fall.  The  bottom 
and  sides  of  the  river  are  mostly  ledge  and  are  rocky  in  all  parts. 
The  banks  are  high  and  abrupt,  chiefly  of  ledge. 

Three-fourths  of  a  mile  above  the  head  of  Indian  pond  is  a  site 
called  "Ledge  Falls,"  with  excellent  opportunity  for  dam  and 
extensive  development.  At  other  points  also,  it  is  judged,  mills 
could  be  located  without  extreme  diflSculty. 

Privileges  unimproved. 
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Township  No.  3 — ^Piscataquis  County. 

[Next  west  of  Gr«enYille.] 

Statement  of  Caleb  Eolyoke,  Esq.,  of  Brewer. 

A  dam  on  the  line  of  No.  3  flows  the  ponds  above,  four  in 
number.  Privileges  on  the  stream  below,  that  can  be  readily 
improved. 

None  are  used. 


TowNSfflp  No.  2.  R.  9 — ^Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq.,  of  Bangor. 

Two  Powers. 

"Ambejejus  Falls ''  and  '*  Passamagamon  (Passagamook)  Falls," 
both  upon  the  Penobscot  river. 

Ambejejus  falls  are  about  160  rods  long,  very  rough  and  broken. 

Passamagamon  falls  15  rods  long,  very  rough  and  swift.  A 
dam  at  the  head  of  this  fall  can  be  made  to  flow  Debskoneag  lake* 

Both  of  these  are  powers  of  the  first  magnitude.  Unlimited 
supplies  of  water  can  be  had  at  all  seasons  by  the  use  of  the  scores 
of  square  miles  of  lakes  and  ponds  above.  See  reservoirs  of  the 
Penobscot,  page  109,  from  Ripogenus  on. 

Both  unimproved. 


Township  No.  6,  R.  9— Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Several  Powers. 

First  and  Second,  on  Webster  stream,  known  as  the  "  Main 
Falls,"  each  from  10  to  15  feet  perpendicular ;  the  bed  of  the 
stream  is  very  narrow  with  high  perpendicular  ledge  banks.  Few 
natural  privileges  surpass  these  in  excellence.  For  reservoirs 
tributary  to  them,  see  last  Table,  page  110,  Part  II. 

Third  and  Fourth,  this  reef  of  ledge  extends  across  to  the 
Mattagamon,  or  east  branch  of  Penobscot  river,  where  two  other 
falls  are  formed. 

None  of  these  are  used. 

Fifth,  Sixth,  etc.,  two  other  streams  (Boody  brook  and  I'rout 
brook)  have  each  powers  of  considerable  capacity.  Dams  for 
driving  purposes  have  been  built  on  each.  "  Trout  ^rook  Farm  " 
lies  in  this  township. 


452  WATER  POWER  OP  MAINE.  [Pabt  IH. 

Township  No.  2,  R.  10 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq, 

Numerous  Powers. 

Several  are  situated  on  the  Penobscot  river. 

First,  Second,  etc.,  "  Debskoneag  Falls,"  near  the  east  line  of 
the  town,  one  mile  long ;  all  rough,  swift  water. 

Third,  "  Pockwockamus  Palls,"  above,  three-fourths  mile  long ; 
very  rough. 

Fourth,  "  Aboljackomegus  Falls,"  160  rods  long;  very  rough; 
lower  pitch  exceedingly  rugged  and  swift  for  15  rods. 

Fifth,  "  Sourdnahunk  Falls,"  short,  lower  pitch  eight  feet  per- 
pendicular, upper  pitch  four  feet ;  40  rods  of  very  rough  water. 
Long  reach  of  dead  water  above  the  falls  for  reservoir. 

Sixth,  Seventh,  Eighth,  etc.,  two  streams ;  Aboljacknagesic  and 
Aboljackarmeguscook  flow  down  from  Katahdin  through  this  town, 
on  beds  of  granite,  and  have  as  much  fall  and  afford  as  much  power 
as  any  streams  in  the  State  of  corresponding  size  for  the  same 
distance. 

The  powers  on  the  Penobscot  are  of  the  first  magnitude,  being 
furnished  with  reservoirs  of  vast  capacity  on  the  river  above; 
scores  of  square  mUes  of  lakes  and  ponds  can  be  flowed  several 
feet  at  little  or  no  expense.  See  page  109,  from  Ripogenus  on,  for 
reservoirs. 

Privileges  all  unimproved. 

Township  No.  3,  R.  10 — Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq. 
Numerous  Powers. 

On  the  Sourdnahunk  stream,  a  series  of  falls  extending  some 
four  miles,  with  successive  pitches  from  five  to  twenty  feet  high. 
Bottom  and  banks  formed  of  abrupt  ledges,  and  in  many  places 
the  channel  is  narrowed  up  to  a  very  few  feet.  Many  wide  basins 
between  pitches  suitable  for  reservoirs.  One  could  hardly  enumer- 
ate the  number  of  powers  in  this  distance.  Sourdnahunk  pond 
covers  3.15  square  miles.  In  the  easterly  part  of  the  town  the 
two  considerable  streams  (mentioned  in  No..  2,  R.  10)  flowing 
south  from  Katahdin  mountain  to  the  Penobscot  river,  have  10  or  12 
powers  to  the  mile.  In  many  places  the  stream  rushes  through  a 
channel  of  three  or  four  feet  width  with  a  fall  of  30  or  40  feet 
nearly  perpendicular. 

All  unimprovecf. 
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Township  No.  6,  R.  10 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Numerous  Powers. 

Several  are  situated  on  the  outlet  stream  of  Webster  lake.  Dam 
at  the  outlet  is  400  feet  long  and  12  feet  high,  and  controls  all  the 
water  coming  through  Telos  Cut.  Surface  of  lake  three  square 
miles.  Below  the  dam  for  the  distance  of  three  miles  the  stream 
is  very  rapid.  Pall  suflScient  for  a  head  every  half  mile.  Near  the 
east  side  of  the  town  are  two  consideralfte  falls  over  nearly  perpen- 
dicular ledges.     Bed  of  stream  narrow,  and  easily  controlled. 

Wadleigh  brook,  Hudson  brook,  Braley  brook  and  Thissell  brook 
have  each,  one  or  more  powers  with  suflScient  water  for  common 
saw  or  grist  mills.  These  streams  have  all  been  driven,  and  two 
of  them  (Hudson  and  Wadleigh  brooks)  have  dams  with  large 
reservoirs. 

For  reservoirs  tributary  to  the  Webster  stream,  see  last  Table, 
page  110. 

Privileges  not  used. 

Township  No.  7,  R.  10 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Several  Powers. 

On  the  Mattagamon  or  Penobscot  east  branch  in  this  town,  are 
four  fipst-class  powers. 

First  and  Second,  situated  below  Third  lake,  the  river  breaking 
over  perpendicular  ledges  six  or  seven  feet  high ;  narrow  channel; 
short  dams  only  required. 

At  Third  lake  a  dam  200  feet  long  and  12  feet  high  controls  the 
lake  and  its  tributaries ;  lake  covers  about  two  square  miles. 

Fourth,  one  mile  above  the  lake,  a  ledge  fall  of  five  or  six  feet, 
with  a  dam  flowing  a  large  flat  tract  above. 

Fifth,  Sixth,  etc.,  Braley  brook,  Snake  brook,  and  Turner  brook, 
tributaries  of  the  East  branch,  and  Aroostook  brook,  a  branch  of 
Aroostook  river,  are  each  suflBciently  large  for  water  powers,  and 
have  had  dams  constructed  for  driving  purposes. 

This  town  contains  a  large  amount  of  timber  and  some  good  soil. 

Privileges  not  used. 
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TowNSfflp  No.  8,  R.  10 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Usq, 

Fifty  Powers,  or  More. 

This  town  has  three  streams  running  through  it  sufficiently  large 
to  drive  mill  machinery,  with  ponds  at  the  head  of  each.  The 
streams  are  very  rapid,  rising  on  the  high  lands  and  falling  so  pre- 
cipitously as  to  render  them  difficult  driving.  There  are  no  doubt 
50  small  but  excellent  powers  on  the  three  streams ;  in  some  places 
seven  or  eight  may  be  found  within  the  space  of  a  mile. 

The  main  lake  in  this  town  has  no  fall  at  the  outlet. 

Privileges  all  unimproved. 

Township  No.  3,  R.  11 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Twenty-Five  Powers,  or  More. 

All  are  situated  on  the  Penobscot  river. 

First  to  Tenth,  inclusive,  the  "Horse  Race,"  no  steep  pitch, 
but  a  continuous  and  rapid  descent  for  two  miles,  with  sufficient 
fall  for  8  or  10  powers  in  the  distance.  Hard  bottom  and  high 
banks  for  the  most  part. 

Eleventh,  Twelfth,  Thirteenth  and  Fourteenth,  "Ambajemacko- 
mus  Falls,"  next  above,  half  mile  long,  and  very  rough.  One 
mile  of  quick  water  above  this  to  "  Little  Ambajemackomus  Falls," 
which  extend  a  hundred  rods. 

Fifteenth,  Sixteenth,  Seventeenth,  etc.,  etc.,  the  "Ripogenus 
Falls,"  three  miles  of  Niagara  I  This  surpasses  all  description. 
Whole  fall,  216  feet,  over  a  rough  bed  of  slate  and  quartz  rock, 
with  perpendicular  banks  rising  in  some  places  50  or  75  feet  above 
the  water.  Near  the  foot  the  river  is  divided  into  three  channels, 
with  banks  20  feet  high,  one  channel  making  a  perpendicular  fall 
of  20  feet,  and  the  others  rushing  on  in  a  series  of  pitches  to  the 
junction  below  where  all  unite  and  make  another  perpendicular 
fall  of  many  feet. 

An  almost  unlimited  supply  of  water  can  be  held  upon  the  lakes 
and  ponds  above ;  these  are  already  used  for  the  storage  of  water 
for  log-driving  purposes.     See  page  109,  from  Ripogenus  on. 

Privileges  unimproved. 
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Township  No.  4,  R.  11 — Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq. 
Two  Powers. 

One  on  Wadleigh  brook,  stream  two  rods  wide,  banks  high,  and 
large  flowage.  The  stream  is  formed  from  two  considerable 
branches*,  each  of  which  has  been  driven  and  had  dams  for  that 
purpose.  The  principal  power  is  on  main  brook  just  below  the 
forks. 

Another  power  on  Sondnahunk  stream  near  its  exit  from  the 
town.  Stream  four  rods  wide,  with  granite  bed  and  smooth  falls, 
three  or  four  feet  to  a  rod.  Water  above,  sluggish,  and  land  low. 
A  large  lake  at  the  head  of  the  stream  covering  three  square  miles. 

Both  unimproved. 

TowNSfflP  No.  6,  R.  11 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq, 

Six  Powers,  or  More. 

This  town  is  situated  on  the  height  of  land  between  AUaguash 
and  east  and  west  branches  of  Penobscot  river.  Water  drains 
from  the  centre  in  all  directions,  crossing  each  of  its  exterior  lines. 

Thissell  brook  in  the  northeast  corner,  and  a  small  stream  flow- 
ing into  Telos  lake  near  the  center  of  the  town,  are  each  sufficiently 
large  for  common  mill  privileges.  The  latter  stream  has  high 
banks,  is  very  rapid,  and  could  be  used  four  or  five  times  within 
the  distance  of  a  mile  from  the  mouth. 

Telos  brook  in'  the  northeast  comer  of  the  town  has  one  good 
power ;  dam  nearly  new,  50  feet  long  and  eight  feet  high.  A  small 
pond  on  one  branch  of  the  stream  above.  Water  very  rapid  below 
the  dam. 

Privileges  unimproved. 

Township  No.  6,  R.  11 — Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq. 
Six  Powers. 

First,  Second  and  Third,  the  principal  power  in  this  town  is  at 
Telos  cut.  Dam  125  feet,  head  12  feet.  Length  of  cut  from  Telos 
to  Webster  lake,  about  200  rods,  with  a  fall  of  50  feet.  This 
water  could  be  used  three  or  four  times  over  in  the  length  of  the 
cut  with  a  head  six  or  eight  feet  at  each  dam.  For  reservoirs  see 
last  Table,  page  110. 
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Fourth,  Fifth  md  Sixth,  in  the  southeast  corner  of  the  town. 
Telos  brook  flows  into  Telos  lake.  Has  a  dam  one  mile  from  the 
lake  80  feet  long  and  eight  feet  head ;  brook  very  swift  below  the 
dam.  Has  fall  suflScient  for  two  other  sites  below.  These  powers 
(on  the  brook)  are  small  and  would  fail  in  mid  summer. 

Privileges  not  used. 


TowNsmp  No.  T,  R.  11 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq, 

Numerous  Powers. 
First,  at  outlet  of  Fourth  lake ;  dam  60  by  12  feet;  flows  500 

acres. 

Second,  on  a  small  branch  coming  into  north  side  of  Fourth 
lake.  Dam  75  feet  by  10 ;  flows  a  mile  square  of  pond  and  bog; 
100  rods  of  rapids  from  dam  to  Fourth  lake. 

Third,  Fourth,  Fifth,  etc.,  three  miles  below  Fourth  lake,  a 
chain  of  rapids  and  falls  capable  of  driving  a  large  amount  of 
machinery. 

Sixth,  at  outlet  of  Snake  pond ;  dam  50  by  7  feet ;  pond  about 
one  mile  square. 

Seventh,  at  foot  of  Big  Leadbetter  pond ;  dam  125  by  10  feet ; 
flows  three-fourths  of  a  square  mile. 

Privileges  not  used. 


Township  No.  8,  R.  11— Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Four  Powers. 

First,  on  Smith  brook,  at  foot  of  Pockwockhamock  lake ;  dam 
50  feet  at  bed  of  stream,  and  can  be  carried  to  any  height  by 
extending  length ;  can  flow  lake  three  miles  long  and  one  mile 
wide;  lake  fed  by  springs  from  mountains  and  never  fails  in 
summer. 

Second,  on  north  branch  below  Pillsbury  pond,  dam  125  feet, 
eight  feet  high ;  flows  one  and  a  half  square  miles  of  pond  and  low 
land ;  dam  partially  burnt. 

Third,  about  one  mile  below  the  pond,  a  steep  ledgy  fall, 
channel  narrow  and  banks  high ;  low  flat  land  above  falls ;  a  supe* 
rior  natural  power. 
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Fourth,  on  Soper  brook,  old  dam  40  feet,  and  10  feet  head; 
flows  a  large  tract  of  flat  land ;  may  fail  at  low  water. 
One-third  of  town  good  soil.     Timber  abundant. 
Privileges  unused. 


Township  No  4,  R.  12— Piscataqtjis  County. 

Statement  of  Daniel  Barker,  Esq, 

Several  Powers. 

This  township  has  two  streams, — Bed  brook  and  Ripogenus 
stream,  each  large  enough  for  common  mill  privileges.  Red 
brook,  four  miles  from  the  mouth,  has  a  low  flat  space  of  dead 
water  for  reservoir,  and  another  two  miles  higher  where  dams 
have  been  built  for  driving.  At  the  lower  place,  bed  of  stream 
two  rods  wide  and  seven  feet  head. 

Ripogenus  stream  is  about  three  rods  wide,  is  fed  from  numer- 
ous ponds,  has  many  falls  sufficient  for  good  water-power.  The 
principal  site  is  at  the  foot  of  a  long  reach  of  dead  water  with 
rapids  below,  four  or  five  miles  from  the  mouth.  Here  a  dam  with 
10  to  12  feet  head  has  been  built  for  driving  purposes  and  affords 
a  great  supply  of  water. 

A  large  amount  of  timber  in  this  vicinity. 

Privileges  unused. 

TowNsmp  No.  6,  R.  12 — ^Pisoataquis*  County. 

Statement  of  Daniel  Barker,  Esq. 

Four  Powers. 

Three  are  situated  on  Cussabexis  stream. 

First,  in  the  southeast  part  of  the  town,  improved  for  driving 
purposes ;  dam  100  feet  long,  10  feet  high ;  low  flat  land  half  mile 
above ;  banks  gravelly. 

Second,  in  north  half  of  township,  at  foot  of  a  long  tract  of  dead 
water ;  dam  150  feet  long,  six  feet  high ;  flows  the  stream  from 
two  to  three  miles. 

Third,  at  foot  of  lake ;  dam  75  feet  long  and  six  feet  high ;  will 
flow  one  mile  square. 

Fourth,  on  Duck  pond,  in  southwest  quarter  of  township ;  dam 
built  recently ;  75  feet  long,  eight  high ;  flows  some  two  miles  of 
pond ;  located  in  thick  pine  timber.    Larger  portion  of  soil  poor. 

Privileges  used  only  for  storage. 

I 
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ToKwsmp  No.  6,  R.  12 — ^Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq,      ^ 

Three  Powers. 

First,  old  dam  on  Doddle  brook,  50  feet  long,  eight  feet  high  ; 
flows  400  or  500  acres  low  land ;  stream  not  large. 

Second,  at  outlet  of  Mud  pond,  dam  100  feet  long,  six  feet  high  ; 
flows  pond  and  low  land  say  two  square  miles ;  banks  hard  pan. 
Stream  from  Mud  pond  to  Chamberlain  lake  (about  half  a  mile) 
very  rapid. 

Third,  80  rods  below  the  pond,  dam  80  feet  long,  eight  feet  high; 
dam  cut  away.  Water  sufficient  for  the  season.  Township 
heavily  timbered  with  pine,  spruce  and  juniper.    Soil  poor. 

Privileges  used  only  for  storage. 

TowNSfflp  No.  T,  R.  12 — Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq. 
Six  Powers. 

First,  at  outlet  of  Indian  pond,  dam  60  feet  long,  six  feet  high ; 
nearly  decayed ;  flowage,  2,000  acres,  mostly  pond.  Pond  lies  on 
the  back  side  of  Chamberlain  farm. 

Second,  on  Little  Leadbetter  brook,  pond  half  mile  by  a  mile ; 
old  dam  at  outlet,  T5  feet  long,  eight  feet  head ;  banks  good.  Half 
a  mile  of  quick  water  between  this  pond  and  Chamberlain  lake. 

Third  and  Fourth,  two  other  dams  formerly  built  on  this  stream, 
50  or  60  rods  apart,  about  the  same  size  as  that  at  the  pond ;  both 
now  decayed.     All  three  sites  good  except  in  drouth  of  summer. 

Fifith  and  Sixth,  on  Big  Leadbetter ;  one  dam  near  the  mouth, 
100  feet  long,  10  feet  high ;  flows  three-quarter  square  mile  of  bog 
land.  Upper  site  near  east  line  of  town,  nearly  but  not  quite  so 
large.  Both  dams  partially  decayed.  Sapling  pine  near  these 
streams,  too  much  to  estimate. 

Unimproved. 

TowNsmp  No.  8,  R.  12 — Piscataqxhs  County. 
Statement  of  Daniel  Barker,  Esq, 

Three  Powers. 

First,  on  Smith  brook,  two  miles  above  the  mouth.  Rapids  80 
rods  long  with  high  banks  and  narrow  channel  at  the  head.  Old 
dam  50  feet  long,  12  feet  high ;  can  be  carried  much  higher ;  flows 
some  three  square  miles  of  low  land.    Water  abundant. 
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Second;  on  Soper  brook,  half  mile  above  mouth ;  fall  six  feet 
over  ledge  bottom;  bed  of  stream  40  feet,  banks  rise  to  any 
height ;  low  meadow  land  for  two  or  three  miles  above  the  falls. 

Third,  at  Soper  pond,  near  east  line  of  town ;  pond  one  mile 
square,  and  has  as  much  more  low  land  .around  it  that  could  be 
flowed.     Old  dam  50  feet  long,  10  feet  high ;  banks  very  high. 

Township  mostly  timber  land. 

Privileges  used  only  for  storage. 

TowNSfflP  No.  9,  R.  12 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq, 

Two  Powers. 

First,  on  South  Twin  stream  at  outlet  of  lake,  and  two  miles 
from  Churchill  lake.  Old  dam  T5  feet  long,  eight  feet  head ;  flows 
one  and  one-half  square  miles  of  lake  and  low  land ;  banks  steep 
and  good,  and  water  rapid  below. 

Second,  at  outlet  of  Spider  lake,  which  covers  two  square  miles, 
and  has  two  tributaries  with  small  lakes  at  the  head ;  dam  150 
feet,  five  feet  high ;  water  rapid  to  Churchill  lake. 

Privileges  used  only  for  storage. 

Township  No.  10,  R.  12 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

NmnerouB  Powers. 

The  old  dam  at  foot  of  Churchill  lake,  700  feet  long,  21  feet 
high,  flows  20  miles  across  Churchill  and  Eagle  lakes  to  Chamber- 
lain Locks ;  dam  mostly  gone ;  bed  of  river  and  banks  gravelly. 

First,  Second,  Third,  etc.,  "Rapids"  below  this  dam  for  three- 
fourths  of  a  mile,  the  fall  45  feet. 

The  waters  of  these  lakes  are  inexhaustible.  Ten  large  tribu- 
taries empty  into  them,  each  from  10  to  20  miles  in  length,  and 
sufficient  to  drive  any  amount  of  machinery. 

Fifth,  Sixth,  Seventh,  etc.,  Harrow  lake,  in  east  part  of  the 
town,  (some  three  miles  long),  flows  into  Allaguash  river  just 
below  Churchill  dam ;  has  a  good  power  at  foot  of  lake,  and  four 
or  five  others  along  the  stream  below. 

Privileges  unused. 
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Township  No.  5,  K.  13 — Piscataquis  CotTNTY. 
Statement  of  Daniel  Barker,  Esq, 

Three  Powers. 

First,  "Pine  Stream  Rapids,"  on  the  Penobscot  river,  three 
miles  above  Chesuncook  lake,  one  of  the  best  water-powers  in  the 
conntj ;  fall  12  or  15  feet  in  100  rods ;  bed  and  banks  of  river  solid 
ledge ;  channel  200  feet  wide  and  a  wide  basin  above  the  rips 
capable  of  holding  a  very  great  supply  of  water.  The  principal 
power  is  at  the  upper  pitch,  as  the  lower  pitch  is  flowed  oat  in 
the  spring  by  the  dam  at  foot  of  Chesuncook  lake. 

Second  and  Third,  on  the  Gauquomgomoc  stream,  very  superior 
powers ;  one  a  few  rods  above  the  mouth  of  the  stream,  or  conflu- 
ence with  the  TJmbazooksus,  and  the  other  a  mile  or  so  further  up. 

These  two  falls  are  very  much  alike,  each  breaking  over  a 
perpendicular  ledge  10  or  12  feet  high,  where,  by  a  short  dam,  the 
whole  volume  of  the  stream  could  be  controlled  with  ease.  The 
stream  is  fed  by  a  long  chain  of  large  lakes  and  has  a  great  and 
constant  supply  of  water. 

There  is  a  small  settlement  in  this  town  at  the  head  of  Chesun- 
cook lake. 

Privileges  all  unused. 

TowKsmp  No.  6,  R.  13 — Piscataqxhs  County. 

Statement  of  Daniel  Barker,  Esq, 

Six  Powers,  or  More.    , 

Three  are  situated  on  the  TJmbazooksus  stream.  Longley  pond, 
one  mile  by  a  mile  and  a  half,  at  the  head  of  the  stream  has  an  old 
dam  at  the  outlet,  60  feet  long,  seven  feet  high.  About  a  mile  of 
quick  water  below  this  pond  to  TJmbazooksus  lake. 

TJmbazooksus  lake  is  some  three  miles  long ;  shores  at  outlet 
rather  low ;  bed  of  stream  50  feet  wide ;  height  of  banks  five  feet ; 
bottom  of  lake  sandy. 

Two  miles  below  the  lake  is  a  little  portage  100  rods  long; 
water  in  the  stream  very  rapid ;  banks  very  steep  and  high,  and 
the  stream  narrow. 

A  long  space  of  dead  water  and  low  land  above  these  rips. 
Should  consider  this  much  the  best  power  in  the  town.  Water 
might  be  used  two  or  three  times  over  in  the  100  rods. 

Chesuncook  lake  flows  to  the  foot  of  these  rapids. 

Privileges  unused. 
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Township  No.  1,  R.  13 — Piscataquis  County, 
Statement  of  Daniel  Barker,  Esq. 

Three  Powers,  or  More. 

The  dams  familiarly  known  as  the  "  Chamberlain  Lake  Locks," 
are  situated  in  the  northeast  quarter  of  this  town,  at  the  outlet  of 
Chamberlain  lake.  Main  dam  400  feet  long,  12  feet  high.  Con- 
trols the  waters  of  Chamberlaiil  and  Telos  lakes  (flowing  back  20 
miles  to  Telos  cut)  and  all  the  head  waters  of  Allaguash  river. 
The  lock  dam  is  about  50  rods  below  this  at  the  head  of  Eagle  lake. 

Ellis  brook,  taking  rise  in  a  chain  of  ponds  on  No.  7,  R.  14,  and 
running  through  this  town  into  Chamberlain  lake,  has  two  very 
good  powers.  Two  miles  above  the  mouth  a  dam  could  be  built 
at  the  foot  of  a  long  space  of  dead  water  that  would  flow  two  or 
three  square  miles  of  low  bog  land ;  width  of  stream  about  four 
rods  ;  water  very  rapid  below. 

Half  a  mile  from  the  mouth  of  the  stream  is  a  narrow  channel 
with  high  banks  where  the  water  could  be  easily  controlled,  and  a 
good  power  constructed  at  small  cost,  with  abundant  water  for 
the  season. 

This  town  has  a  large  amount  of  spruce,  juniper  and  sapling 
pine. 

Privileges  used  only  for  storage. 


TowNsmp  No.  8,  R.  13 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Twelve  Powers,  or  More. 

This  town  embraces  a  series  of  rapids  on  Allaguash  river  above 
Chamberlain  lake. 

First,  '*  Main  Fall,"  which  breaks  over  a  perpendicular  ledge 
15  feet  high ;  small  pond  one-half  mile  square  at  head  of  falls. 
This  is  one  of  the  finest  natural  powers  on  the  river.  All  the 
dam  necessary  is  across  channel  26  feet  wide  through  the  solid 
ledge. 

Second,  just  below  the  ledge,  a  large  basin  with  an  island  in  the 
channel  at  the  foot,  and  a  fall  sufficient  for  another  dam  on  either 
side  the  island.    Width  of  either  channel  not  over  T5  feet. 

Third,  Fourth,  and  Fiffch,  still  below  this,  three  reefs  of  ledges 
with  falls  from  three  to  seven  feet,  affording  the  whole  power  of 
the  river  by  dams  75  or  100  feet  each. 
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Sixth,  Seventh,  etc.,  main  channel,  below,  very  rapid  to  Cham- 
berlain lake. 

Eighth,  Ninth,  Tenth,  etc.,  Russell  brook,  runs  through  the 
northwest  quarter  of  the  town  into  Eagle  lake ;  is  fed  by  a  chain 
of  ponds  in  adjoining  towns ;  has  a  rapid  current  and  narrow 
ledgy  bed,  and  many  nearly  perpendicular  falls  of  four  or  five  feet. 
As  many  as  five  of  these  falls  could  be  improved,  and  each  com- 
mand the  whole  power  by  a  dam  of  40  feet  length. 

Much  of  the  soil  in  township  is  good  for  farming.  One  large 
farm  on  an  island  in  Eagle  lake,  and  two  on  main  land,  occupied 
for  lumbering  some  years  ago.  Large  amount  of  timber  still  on 
the  town. 

Privileges  all  unimproved. 

Township  No.  9,  R.  13 — Piscataquis  County. 
SUUement  of  Daniel  Barker,  Esq. 

KumerouB  Powers. 

Three  large  streams,  Snare  brook,  Churchill  brook  and  Thorough- 
fare brook,  flow  from  west  to  east  through  this  town  into  the 
lakes.  Bams  on  each  of  these  streams  have  been  constructed  for 
driving  purposes.  Scarce  a  half  mile  on  either  can  be  found  with- 
out sufiScient  fall  and  banks  for  a  good  mill  site.  Water  very 
rapid. 

Soil  fair  for  farming  purposes.    Timber  abundant. 

Privileges  used  only  for  storage. 

Township  No.  10,  R.  13 — Piscataquis  Countt. 
Statement  of  Daniel  Barker,  Esq. 

Five  Powers,  or  More. 

First,  Second  and  Third,  on  the  outlet  stream  of  a  large  lake  in 
the  center  of  the  town,  said  lake  being  three  miles  long  and  three- 
fourths  mile  wide.  Stream  at  outlet  very  narrow  and  rapid  with 
high  steep  banks.  Dam  50  or  60  feet  length  would  give  any 
amount  of  flowage  for  manufacturing  purposes.  Fall  sufficient  to 
use  the  water  two  or  three  times  over  in  the  first  half  mile. 

Fourth,  Fifth,  etc.,  small  powers  on  Thoroughfare  brook  in 
southwest  comer  of  the  town.  Stream  two  rods  wide,  good  banks, 
and  slack  places  for  flowage,  with  rapids  below. 

Soil  mostly  poor.    Large  amount  of  spruce  and  pine. 

Privileges  unused. 
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TowNSfflp  No.  3,  R.  14 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq, 

Three  Powers,  or  More. 

On  Moose-horn  stream  on  the  east  side  of  Penobscot  river; 
stream  of  small  capacity,  not  over  two  rods  wide,  with  no  great 
fall.  Some  small  sites  sufficient  to  drive  a  common  saw  mill  might 
be  improved  at  no  great  cost. 

Lobster  stream  and  the  west  branch  of  Penobscot  are  both  dead 
and  sluggish  through  the  entire  town. 

Unimproved. 

TowNsrap  No.  4,  R.  14 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Several  Powers. 

This  town  is  traversed  from  south  to  north  by  the  main  west 
branch  of  Penobscot.  The  general  width  of  the  river  is  some  20 
rods.     Current  quick  but  not  much  broken. 

First,  at  Big  island  (an  island  dividing  the  channel  into  two 
nearly  equal  parts)  the  current  is  exceedingly  rapid,  and  the 
banks,  both  upon  the  island  and  main  land,  are  high  and  bold. 
Here  either  or  both  channels  could  be  easily  improved  and  any 
amount  of  power  secured  for  driving  the  heaviest  kinds  of  ma- 
chinery. 

Second,  Third,  Fourth,  etc.,  many  other  sites  might  easily  be 
improved  within  the  length  of  the  town  and  the  whole  river  con- 
trolled. 

Sixth,  two  miles  above  the  island,  the  Ragmuff  stream  joins  the 
the  main  river.  Twenty  rods  from  the  mouth  the  stream  breaks 
over  a  perpendicular  ledge  of  six  or  seven  feet  through  a  channel 
of  20  feet  width ;  banks  exceedingly  high.  A  long  reach  of  slack 
water  above  the  fall  convenient  for  holding  large  reserve.  This 
is  a  very  extra  power  with  abundance  of  water  for  common  mill 
machinery. 

Privileges  unused. 

TowNSfflp  No.  6,  R.  14 — Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq. 

The  only  streams  on  this  town  are  Big  Scott  brook,  emptying 
into  Cauquomgomoc,  and  Ragmuff,  emptying  into  the  Penobscot. 
Neither  is  very  large,  or  has  reservoirs  for  holding  surplus  water 
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to  any  great  extent.  Beds  of  streams  about  40  feet  wide.  Dams 
of  seven  or  eight  feet  height  have  been  built  on  each  with  flowage 
sufficient  for  spring  driving.  Such  streams  fail  early  in  a  dry 
season. 

TowNSfflp  No.  6,  R.  14 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq, 

KumerouB  Powers. 

A  stretch  of  two  miles  or  more  of  very  rapid  water  on  the 
stream  of  Cauquomgomoc  lake,  with  fall  sufficient  for  a  head  every 
60  or  TO  rods.  Stream  eight  or  ten  rods  wide  with  a  large  flow  of 
water.  The  banks  at  the  lake  are  too  low  to  obtain  a  great  head, 
but  at  slight  expense  the  channel  could  be  lowered  and  the  lake 
be  drained  many  feet  below  its  natural  level. 

Loon  stream  and  Little  and  Big  Scott  brooks  a£ford  powers  to 
considerable  extent.  Dams  have  heretofore  been  erected  on  these 
for  driving. 

Privileges  unused. 

TowNsfflp  No.  T,  R.  14 — ^Piscataquis  County. 
•  Statement  of  Daniel  Barker,  Esq, 

Numerons  Powers. 

First,  a  small  power  in  east  part  of  the  town,  at  outlet  of  lower 
pond  on  Ellis  brook. 

Second,  at  outlet  of  Shallow  lake,  two  square  miles,  that  can 
be  controlled  by  a  short  dam  at  trifling  €ost. 

Third,  at  outlet  of  Daggett  pond,  about  the  same  as  above. 

Fourth,  at  foot  of  Lower  pond ;  this  pond  is  fed  by  both  branches 
and  affords  a  large  supply  of  water. 

The  streams  from  these  ponds  are  rough  and  rapid,  and  have  a 
great  number  of  good  powers.  In  many  places  the  water  could 
be  used  over  five  or  six  times  in  half  a  mile  distance.  All  kinds 
of  timber  abundant.     Soil  poor. 

Privileges  unused. 

Township  No.  8,  R,  14 — Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq, 
Two  PowerSy  or  More. 

This  township  contains  the  larger  portion  of  Allaguash  lake, 
covering  nearly  one-quarter  of  the  town.     At  the  outlet  of  this 
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lake  the  bank  on  the  Bonth  side  is  a  high  steep  ledge,  and  on 
the  north  side  a  low  sea  wall,  only  six  or  seven  feet  above  the 
lake,  for  a  long  distance.  A  dam  was  formerly  built  here,  but  the 
water  broke  through  the  wall  at  the  end  and  carried  away  one 
wing,  widening  the  channel  to  nearly  twice  its  former  brecMlth.  A 
few  rods  below  the  lake  the  stream  becomes  narrow  and  the  banks 
sufficiently  high  for  a  head  to  overflow  the  present  dam.  This 
would  require  a  dam  T5  feet  long  and  12  high. 

Another  gdod  power  is  at  the  northeast  corner  of  the  town,  on 
Russell  brook ;  bed  of  stream  25  feet,  through  ledge ;  banks  high 
and  current  rapid  below ;  numerous  ponds  above  to  supply  a  head. 

Privileges  unused. 

Township  No.  9,  R.  14 — Piscataquis  County. 
Statement  of  Daniel  Barker ,  Esq. 

The  only  powers  in  this  town  are  on  Russell  brook,  a  small  stream 
taking  its  rise  from  various  little  ponds.  Lumber  has  been  driven 
from  three  of  these  ponds,  and  dams  constructed  at  their  outlets. 
These  powers  are  each  small  but  would  afford  sufficient  water  for 
driving  common  mill  machinery  through  the  spring  and  autumn. 

No  timber  has  ever  been  cut  on  the  town  except  the  large  pine. 
The  balance  still  remains  in  its  natural  state. 

Township  No.  10,  R.  14 — Piscataquis  County. 

■  Statement  of  Daniel  Barker,  Esq. 

There  is  no  stream  sufficiently  large  for  water-power,  except 
Thoroughfare  brook,  and  this  would  serve  only  during  the  wetter 
part  of  the  season. 

,  Township  No.  2,  R.  2 — Somerset  County. 

Statement  of  E.  W.  Parlin,  Esq. 
Two  Powers. 

First,  on  the  Sandy  stream,  below  the  inlet  of  the  Rowe  pond, 
a  fall  of  30  feet  can  be  had ;  dam. 

Second,  a  mile  below,  a  fall  of  50  feet  can  be  had.  Ledge 
bottom,  good  banks,  good  sites  in  all  respects.  Very  large  supply 
ef  water  can  be  had  by  use  of  various  ponds  above,  on  the 
branches. 

Unimproved. 
80 
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Township  No.  1,  E.  3 — Soxebsbt  County. 
SUUement  of  Joseph  Clark,  Esq.,  of  Oarratunk. 

Several  Powers. 

On  the  outlet  of  Pierce  pond.  Stream  violently  rapid,  capaUe 
of  improvement  at  various  points.  Pond  is  a  veiy  large  reservoir, 
3.50  square  miles,  and  can  be  raised  10  feet. 

Several  privileges  on  the  outlet  of  the  lower  Garrying-place 
pond,  stream  is  swift,  good  banks;  pond  can  be  made  a  good 
reservoir. 

Unimproved. 

Township  No.  3,  K.  4 — Somerset  Coitnty. 

[North  of  Dead  River  plantation.] 

Statement  of  J,  Jf.  ffaynea,  Esq.,  of  AiLgusta. 

Two  Powers. 

First,  "Grand  Falls,"  on  the  Dead  river,  in  the  northeast  cor- 
ner of  the  township,  40  feet  fall,  nearly  perpendicular ;  an  excel- 
lent power,  capable  of  great  development.  The  dam  one-half  mile 
above  flows  the  river  six  miles  to  Long  Falls. 

Second,  "  Long  Falls,"  one  mile  long,  two  pitches,  15  feet  each, 
good  bottom,  banks,  excellent  site  for  mills,  and  a  flowage  of  10 
miles  above  on  the  river.  Oreat  supply  of  water  can  be  had  at 
all  seasons. 

Both  unimproved. 

Township  No.  4,  R.  4 — Somerset  County. 

[Weit  of  Hammond.] 

Beveral  Powers, 

At  the  mouth  and  on  the  outlet  stream  of  Penobscot  lake,  a 
series  of  rapids  and  pitches ;  total  fall  —  feet.  Stream  narrow, 
excellent  chance  for  dam  at  the  outlet.  Area  of  pond  two  and  a 
half  square  miles.     Abundant  and  excellent  spruce  forest.     * 

All  unimproved. 

Township  No.  1,  R.  6 — Somerset  County. 
Statement  of  Joseph  Clark,  Esq,,  of  Carratunk, 

.Several  Powers. 

Several  privileges  on  the  Cold  stream,  the  outlet  of  the  pond  of 
the  same  name.  Pond  covers  1.25  square  miles  and  can  be  raised 
12  feet. 
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Two  or  three  privileges  on  Salmon  stream.  Formerly  a  mill  on 
one;  there  is  a  dam  giving  14  feet  head,  used  for  log-driving. 
No  ponds,  bnt  large  flowage. 

Privileges  not  used. 

TowNSHiF  No.  1,  R.  6 — Somerset  County. 
StcUement  of  Joseph  Clark,  Esq, 

[Bee  also  "  TownshipB  Nos.  1  and  1,  R.  6 — Somerset  County."] 

Eight  Powers,  or  More. 

First,  10  rods  below  the  outlet  of  dam  of  Moxie  lake,  16  feet 
fall,  ledge  bottom  and  banks,  lay  of  the  land  excellent.  Unimproved. 

Second,  two  miles  below,  a  dam  flowing  the  river  back  one  and 
a  half  miles  six  feet,  ledge  bottom  and  banks,  favorable  location 
for  mills.     Ten  feet  head  may  be  had. 

Third,  three-fourths  of  a  mile  below,  "  Rankin's  Falls,"  30  feet 
fall  in  six  rods,  and  rapid  slope  for  half  a  mile  below.  Good  bottom 
and  banks. 

Fourth,  a  fall  of  16  feet  perpendicular;  excellent  privilege  in 
all  respects. 

Fifth,  60  rods  below,  the  ''Moxie  Falls,"  96  feet  fall  perpen- 
dicular. 

Moxie  pond,  the  feeder  of  the  above  privileges,  covers  seven 
square  miles,  and  is  fed  by  other  ponds  and  several  important 
streams.  A  head  of  six  feet  is  commanded  on  the  pond|-<;onsti- 
tuting  a  reservoir  of  very  large  capacity.  Water  under  perfect 
control ;  freshets  unknown ;  water  abundant  at  all  seasons. 

Sixth,  Seventh,  etc.,  on  Black  stream,  good  privileges,  easily 
improved,  ponds  above  cover  nearly  two  square  miles,  and  are 
used  for  reservoirs.  A  bog  above  the  uppqr  pond,  has  had  12  feet 
of  water  held  on  it,  covering  half,  a  square  mile.  A  large  amount 
of  fall  from  the  ponds  to  the  Kennebec  river.  Timber  in  large 
quantities. 

Privileges  not  used. 

TowNsmps  Nos.  1  and  1,  R.  6 — Somerset  County. 

Statement  of  J.  M.  Haynes,  Esq.,  of  Augusta, 

Two  Fowersy  and  More. 

First,  "Moxie  Rips,"  on  the  Kennebec  river,  three  miles  above 
the  Forks,  16  feet  fall  in  20  rods;  excellent  site  for  dam  and  means 
of  access ;  dam  would  be  eight  rods  long. 


468  WATBR  POWER  OF  BfAHTB.  [Past  IIL 

Second,  above,  seven  miles  from  the  Forks,  at  the  confluence  of 
the  l^ennebec  and  the  Black  brook,  the  "  Black  Brook  Rips,"  20 
feet  fall  in  30  rods ;  excellent  situation  for  development. 

Two  miles  above  these  rips  commence  the  "  Rapids,"  extending 
nine  miles,  and  in  the  whole  distance  the  river  is  a  violent  torrent, 
foaming  and  boiling ;  the  fall  is  judged  not  less  than  300  feet  in 
the  distance.  About  half  the  fall  is  between  the  two  townships 
now  under  consideration.  The  shores  are  bold,  in  part  precipitous 
and  rising  to  the  height  of  100  feet  on  either  side.  Dams  could  be 
built  at  any  point,  and  at  several  points  roads  can  be  constructed 
and  mills  located. 

None  improved. 

TowNSfflp  No.  2,  R.  6 — ^Somerset  County. 
Statemewt  of  Hemcm  Whipple,  Esq.,  of  Solon, 

Ni^neroua  Powers. 

First,  on  Enchanted  stream,  three-fourths  mile  from  south  line, 
an  admirable  site,  10  feet  fall,  flowage  above. 

Second,  three-fourths  mile  above,  fall  at  foot  of  pond  12  feet, 
large  flowage  on  pond. 

Third,  one  mile  above,  fall  of  eight  feet ;  large  tract  of  flowage 
above. 

Fourth,  above,  near  north  line  of  town,  fall  of  15  feet,  large 
pond  above  which  can  be  flowed  to  any  extent.  The  fall  on  the 
Enchanted  stream  is  100  feet  or  more. 

Numerous  privileges  on  the  Stony  brook ;  total  fall  150  feet  or 
more ;  six  or  more  ponds  all  of  which  can  be  flowed ;  three  or  four 
already  flowed. 

All  unimproved. 

TowNsmp  No.  4,  R.  bSomBStr  County. 

StcUemerU  of  Ex-  Oovemor  Cobum, 

Dam  flows  the  Spencer  stream  back  three  miles,  head  eight  to 
ten  feet.     Quite  large  ponds  above,  which  are  or  can  be  flowed. 

TowNsmp  No.  2,  R.  6 — Somerset  CouNtY. 
StcUemerU  of  Heman  Whipple,  JBsq. 

Several  Powers. 

On  the  Cold  stream;  numerous  reservoirs  above;  several 
already  dammed ;  large  supply  of  water ;  good  sites. 
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Several  privileges  on  Salmon  stream ;   dam  on  one,  formerly 
a  mill  on  one ;  two  or  three  ponds  for  reaesvoirs. 
Privileges  not  used. 

TowNsmp  No.  8,  R.  6 — Somersbt  County. 
Statement  of  Eeman  Whipple,  Esq. 

Three  Powers,  or  More. 

One  or  two  on  Horse  brook,  fed  by  a  pond  covering  three- 
fourths  of  a  square  mile ;  can  be  dammed. 

One  good  site  on  the  outlet  of  Bitter  brook  pond ;  pond  covers 
three-fourths  square  mile,  and  can  be  flowed. 

Not  improved. 

« 

Township  No.  4,  R.  6 — Somerset  County. 
Statement  of  Heman  Whipple,  Esq. 

One  Power. 

At  the  foot  of  the  Great  Spencer  pond,  a  fall  of  20  feet  can  be 
had.  Ledge  bottom,  admirable  chance  for  a  dam ;  banks  favor- 
able, level,  and  of  just  the  right  height  for  improvement.  The 
dam  would  flow  the  pond  12  feet  for  several  square  miles.  Pond 
is  fed  by  other  ponds  and  large  tract  of  country. 

Not  used. 

TowNsmp  No.  1,  R.  Y — Somerset  County. 
Staiement  of  Heman  Whipple,  Esq. 

[See  al8o  "  Townships  No.  2,  Pifleateqvu  Gonntj,  mad  No.  1,  R.  7,  Somenet  Ooonty."] 

One  Power. 

On  Western  outlet,  at  the  foot  of  a  pond,  eight  feet  fall.    Pond 
can  be  flowed. 
Not  used. 

TowNsmp  No.  2,  R.  7 — Somerset  County. 
Statement  of  Heman  Whipple,  Esq, 

One  Power. 
On  Misery  stream,  just  below  the  outlet  of  the  pond,  eight  feet 

fall ;  dam  can  be  raised  to  any  height. 

Misery  pond  covers  about  two  square  miles,  and  is  flowed  two 
feet ;  can  be  raised  more. 

Not  used. 
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TowNSfflP  No.  4,  R.  T — Somerset  County. 
From  the  Statement  of  Hon,  Abner  Gobum, 

One  Po^er. 

"  Attean  Falls/'  at  the  head  of  Attean  pond,  15  feet  descent, 
and  swift  water  below ;  a  long  range  of  sluggish  water  above, 
serving  as  a  reservoir. 

Not  used. 

TowNSfflP  No.  1 — ^WAsraNGTON  County. 

[Soath  of  Vanoeboro'.] 

Statement  of  Peol  Tomah,  of  Indian  Township, 

Two  Powera. 

-  On  the  outlet  stream  of  Lambert's  lake,  which  falls  20  feet  from 

lake  to  river.     Lake  covers  two  square  miles,  and  is  dammed  four 
feet. 
Not  used. 

Township  No.  6 — WAsmNOTON  County. 

[SysledolMia  lake  township.] 

Statement  of  jpeol  Tomdh,  of  Indian  Township. 

Several  Powers. 

Situated  in  part  on  the  outlet  stream  of  the  Chain  lakes.  The 
total  fall  from  the  Upper  Chain  lake  to  Sysledobsis  is  30  feet. 

There  is  a  fall  of  15  feet  from  Sysledobsis  to  Pocumpus  lake. 

Unimproved. 

TowNSfflP   No,    6 — WASfflNOTON   CoUNIY. 
[West  of  Talmadge.] 

Statement  of  Peol  Tomah. 
Three  Powers. 

The  Pleasant  lake  stream  falls  40  feet  to  Scraggy  lake,  and  has 
three  dams  upon  it.  Lake  covers  two  square  miles,  and  is  dammed 
four  feet ;  can  be  raised  more  with  some  flowage. 

Used  only  for  flowage. 

TowNsmp  No.  6 — ^WAsmNOTON  County. 

[Grand  lake  township.] 

Statement  of  Peol  Tomah, 
Several  Powers. 

The  outlet  stream  of  Ox  brook  pond  falls  from  50  to  100  feet  to 
the  lake,  and  affords  several  good  sites  for  dams.  The  pond  cov- 
ers one  to  two  square  miles,  and  is  dammed  three  feet. 
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The  outlet  stream  of  WawbawsooB  or  Machias  lake  falls  40  feet 
from  lake  to  lake.  There  is  one  dam  at  the  outlet,  which  raises 
the  lake  three  feet.  A  second  dam  about  half  a  mile  below.  The 
lake  covers  about  two  square  miles. 

Used  only  for  flowage. 


ToWNSfflP   No.    9 — ^WASfflNGTON   CoUNTY. 
[East  of  Danforth.] 

From  the  Betuma  of  Calais. 
Several  Powers. 

The  Chiputneticook  Grand  Lake  stream,  connecting  Chiputneti-. 
cook  Grand  lake  with  Chiputneticook  lake,  is  about  three  miles 
long.  It  has  in  that  distance  a  fall  of  60  feet.  At  the  outlet  of 
Grand  lake  there  is  a  great  dam,  upon  which  a  large  tannery  was 
built  about  three  years  ago,  and  about  which  quite  a  large  settle- 
ment has  clustered.  There  are  undoubtedly  several  sites  on  this 
stream  susceptible  of  improvement  and  use  for  power  purposes. 

A  storage  of  four  feet  on  the  lakes  above  would  yield  on  the 
whole  fall  of  60  feet,  for  10  hours  a  day,  312  days  a  year,  a  gross 
power  of  1,800  horse  or  T0,000  spindles. 

TowNsrap  No.  14 — ^WAsmNGTON  County. 

[West  of  DennyoTille.] 

Statement  of  T,  W,  Allan,  Esq,,  of  DennysviUe. 

Three  Powers. 

First,  "Long  Rips,"  on  Cathance  river,  one-half  mile  above  the 
south  line  of  the  township,  one  mile  long ;  fall,  estimated  at  15 
feet ;  chance  for  a  dam,  at  the  head  10  feet  high ;  no  improve- 
ments ;  dam  would  make  large  pond,  two  miles  long. 

Second,  three  and  a  half  miles  above,  "  Upper  Rips,"  100  rods 
long,  eight  feet  fall,  not  including  the  dam  at  the  outlet  of  the 
lake. 

Third,  "Outlet  Dam,"  six  and  a  half  feet  head  on  the  lake, 
4,000  or  6,000  acres. 

The  storage  of  Cathance  lake  will  yield  on  these  falls  together, 
for  the  working  hours  of  the  year,  a  gross  power  of  300  horse,  or 
12,000  spindles.     This  is  the  storage  alone. 
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Township  No.  18 — Washinoton  County. 

[North  of  Bui  MftohiM.] 

SAatemeni  of  N.  W.  Foster,  Esq.,  of  East  Mackias. 

Several  Powers. 

A  number  of  good  mill  Bites  on  the  East  Machias  river,  situated 
in  a  stretch  of  rips  extending  two  and  a  half  miles  below  Second 
lake.    Formerly  mills  upon  them. 

''Munson  Rips/'  on  the  East  Machias  river,  a  mile  above 
Second  lake,  six  feet  fall,  a  dam  at  the  head  giving  seven  feet 
flowage  over  Round  and  Rockj  lakes,  total  head  and  fall  13  feet. 
A  most  excellent  power. 

The  water-power  and  the  township  are  owned  by  S.  W.  Pope  & 
Co.,  of  East  Machias. 

Privileges  used  only  for  flowage. 

* 

Township  No.  1» — ^Washington  County. 

[South  of  Omirford.] 

Statements  of  F.  Lormg  Talbot  and  N.  W,  Foster,  Esqs.,  of  East 

MaoMas, 
Seven  Powers,  or  More. 

First  and  Second,  on  the  outlet  stream  of  Spectacle  lakes.  Not 
used. 

Third,  at  the  outlet  of  Long  lake,  a  dam  six  feet  high.  Lake 
covers  1.25  square  miles.  Fed  by  ponds  above  that  are  also 
dammed. 

Fourth,  the  "  Great  Meadow  Rips,"  on  the  East  Machias  river, 
fall  30  feet,  very  extensive  artificial  flowage  over  adjacent 
meadows.     Not  used. 

Fifth,  about  a  mile  below  the  outlet  of  Love  lake,  six  feetfidl 
can  be  had.     Unimproved. 

Sixth,  one  mile  below,  a  fall  of  six  feet ;  formerly  a  shingle  mfll ; 
unimproved. 

Love  lake  covers  l.YS  square  miles  and  is  flowed  five  or  six  feet; 
it  is  fed  by  Barrows'  lake  which  can  be  flowed  several  feet.  Large 
supply  of  water. 

Power  and  township  owned  by  C.  Burrell,  Esq.,  of  East  Machias. 


Pit.  n.]  THB  WAIBB  POWBBS.  473 

TowKsmp  No.  21 — ^Washinotok  Oouktt. 
iSfa^amen/  qf  ^.  Loring  Talbot,  Esq.,  of  East  MacMas. 

Two  Powers. 

A  dam  on  Allen's  stream. 

On  Huntley  brook  a  dam,  five  to  seven  feet,  flows  a  large  tract. 

Used  only  for  log-driving. 

Township  No.  24 — ^WAsmNGTON  County. 
SiatemerU  of  J.  K.  Ames,  Esq,,  of  Machias. 

One  Power. 

On  the  Mopang  stream,  near  the  line  of  No.  25,  ''Six  Mile 
Dam,''  about  six  feet  head,  flows  back  two  miles ;  stream  narrow. 
Used  only  for  log-driving. 

Township  No.  2*1 — ^Washington  County. 
Statemeni  of  Peol  Tomahj 

[See  also  *<  Hinkley  Townihip  and  Towuhip  No.  27— Waahington  Ooan^.''} 

Several  Powers. 

The  outlet  stream  of  Clifibrd  lakes  falls  40  feet  to  Big  lake,  and 
has  several  good  mill  sites.  The  lakes  cover  two  square  miles  and 
are  dammed  five  feet. 

Also  on  Little  river  a  dam  six  feet  high,  used  for  log-driving. 
Stream  fed  by  a  pond  covering  three-fourths  of  a  mile,  and 
dammed  three  feet. 

Privileges  used  only  for  log-driving. 

TowNSfflp  No.  30 — Washington  County. 
Statement  of  J,  K,  Ames,  Esq.,  of  Machias, 

Six  Powers. 

First,  "Bobinson  Dam,"  a  mile  and  a  half  below  the  first, 
Mopang  lake ;  flows  the  lake. 

Second,  "  Gravel  Dam,"  at  outlet  of  second  Mopang  lake,  seven 
feet  bead  on  the  pond.  High  land  all  about  \  can  raise  the  pond 
indefinitely. 

Third,  Fourth,  Fifth  and  Sixth,  on  Crooked  river,  seven  feet  on 
the  lower,  the  "  Robinson  Dam,"  six  feet  on  "  Fletcher  Dam," 
above,  six  feet  on  "  Pope  Dam,"  above,  and  seven  feet  on  "  Elwell 
Dam," 
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Township  No.  86 — ^Washinoton  County. 
SUUement  of  J.  K.  Ames,  Esq.,  of  MachUts, 

Several  Powers. 

On  the  west  branch  of  the  West  Machias  river ;  stream  is  rapid, 
rocky,  and  narrow;  several  sites  for  dams.  One  dam  alreadj 
built. 

TowNsrap  No.  41 — WAsmNOTON  County. 

Statement  of  J,  H.  Ames,  Esq.,  of  Machias . 

Two  Powers. 

First,  "  Knight  Dam,"  two  and  a  half  miles  below  Fifth  lake. 
Six  feet  head. 

Second,  about  half  a  mile  below  Fifth  lake.  "  Fifth  Lake  Dam  " 
flows  the  lake  seven  feet. 

Used  only  for  log-driving. 

Township  No.  43 — Washington  County. 

SlateTneni  of  Peol  Tomah. 
One  Power. 

On  Little  river,  north  branch,  half  a  mile  below  the  lake,  a  dam 
fotir  feet  high.  Pond  covers  nearly  a  mile  square,  and  is  dammed 
three  feet. 

Tbkxont — ^Hancock  County. 
From  Selectmen's  Behims. 

Ten  Powers,  and  More. 

First  and  Second,  on  "  Heath's  Stream,"  the  outlet  of  Seal 
Cove  pond,  and  emptying  into  Seal  Cove,  a  convenient  and  safe 
harbor.  Upon  one  a  saw  mill ;  upon  the  other  a  grist  mill.  The 
productions  of  these  mills  can  be  shipped  without  the  expense 
and  inconvenience  of  trucking.  Annual  Itmiber  produced  about 
250,000 ;  several  hundred  thousand  staves ;  with  proper  machinery 
much  more  could  be  done.  Total  fall,  40  feet  in  one-fourth  of  a 
mile ;  two  dams ;  mills  work  about  three-fourths  of  the  year,  but 
with  proper  improvements  could  be  run  the  whole  season.  Heath's 
stream  connected  with  two  ponds.  Formerly  a  carding  and  full- 
ing will  on  this  stream,  working  successfully,  but  was  worn  out 
and  suflfered  to  go  to  ruin  by  the  owner. 

Third,  Fourth,  etc.,  on  Heath's  stream,  never  been  improved. 
The  water  could  be  carried  along  the  banks  in  flumes  with  but 
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little  expense ;  stream  is  narrow  and  runs  over  a  rockj  bed  and 
between  ledgy  banks ;  the  eastern  bank  is  very  high,  while  the 
western  is  not  too  high  for  the  convenient  erection  of  mills ;  it  is 
but  little  affected  by  freshets,  never  enough  to  cause  damage  to 
dams  or  mills.  All  along  the  eastern  shore  of  the  ponds  and  on 
the  slopes  of  the  mountains  near  the  ponds  are  forests  of  spruce, 
fir  and  pine. 

Fifth,  Sixth,  etc.,  on  Bass  Harbor  stream;  shingle  mill,  six 
months.  The  stream  five  miles  in  length,  and  has  a  fall  in  the 
whole  distance  of  about  60  feet.  There  are  several  points  in  its 
course  at  which  improvements  could  be  made  so  as  to  run  success- 
fully machinery  for  the  manufacture  of  small  lumber. 

Seventh,  Eighth,  etc.,  on  large  brooks,  with  sufficient  power  to 
manu&cture  shingles,  laths,  clapboards,  staves,  &c. 

Ninth,  Tenth,  etc.,  tid.e  privileges,  none  of  which  are  improved. 

Trenton — Hancock  County. 

Selectmen's  StcUement, 
One  Power. 

A  tide-mill  that  does  some  business  at  sawing  boards,  staves,  and 
herring  boxes. 

There  is  no  fresh  water-power  in  town  of  sufficient  volume  to 
warrant  the  construction  of  dams. 

Trescott — ^Washington  County. 
Three  Powers, 

First,  on  Moose  cove,  a  tide  power,  a  saw  mill. 

Second,  on  Wiggin's  stream,  a  saw  mill. 

Third,  on  a  stream  tributary  to  the  south  branch  of  Cobscook 
bay,  a  saw  mill. 

Troy — ^Waldo  County. 

From  Selectmen's  Statement. 
Ten  Powers. 

First,  at  the  foot  of  Carlton  bog,  which  contains  about  1,000 
acres  and  has  five  important  tributary  streams,  "  Carlton  Mills ;" 
saw,  shingle,  clapboard,  and  grist  mills ;  300,000  of  lumber,  shin- 
gles 350,000,  clapboards  30,000;  grist  mill  1,600  bushels;  head 
and  fall  13  feet.  With  a  tight  dam  four  times  the  present  business 
might  be  done.    With  small  expense  there  might  be  an  upper  dam 
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built  to  raise  the  head  four  feet  and  flow  from  2,000  to  3,000  acreSi 
making  power  for  any  buBiuess. 

Second,  40  rods  below,  Bite  for  another  dam,  nine  feet  bead, 
with  goo<ilocation  for  mills,  and  easy  of  access ;  hard  bottom  and 
sides ;  rocks  plenty. 

Third,  one  mile  below,  falls  60  or  70  rods  long. 

Fourth,  "  Myrick  Falls,"  in  southwesterly  part  of  the  town ; 
saw  mill,  150,000  board  measure ;  head  and  fall,  12  feet ;  water 
sufficient  for  nine  months ;  good  farming  lands  up  to  the  edge  of 
the  pond ;  hard  bottom. 

'Fifth,  20  rods  below,  shingle  machine,  300,000  per  year;  could 
run  three-fourths  of  the  year ;  more  machinery  could  be  run. 

Sixth,  below.    Not  used. 

Seventh,  on  Martin  stream ;  saw  mill,  150,000  board  measure ; 
shingle  mill,  150,000  per  year ;  might  do  a  great  deal  more ;  could 
run  nine  months  in  the  year. 

.  Eighth,  below,  quite  as  good,  hard  bottom ;  land  around  good  for 
jfarming. 

Ninth,  clover  mill,  on  Shaw  brook,  10  or  12  tons  of  seed  per 
year;  runs  about  six  months ;  head  and  fall  11  feet;  could  do  a 
great  deal  more  by  building  dams ;  good  farming  land  all  about ; 
banks  of  pond  and  stream  hard ;  plenty  of  stone. 

Tenth,  half  a  mile  below,  shingle  machine,  200,000  per  year ; 
could  run  eight  months ;  bottom  hard ;  good  farming  land.  Con- 
siderable timber  left. 


TuRNBB — ^Andboscogoik  Gounty, 
From  Selectmen's  Setums. 

[See  alio  *'  Qreene  tnd  Tornmr,''  and  "  Leeds  and  Torner."] 

Six  Powers. 

First,  on  the  Martin  stream,  at  the  outlet  of  Bear  pond,  saw 
mill,  can  cut  600,000  feet  annually  ;  fall  10  feet. 

Second,  at  North  Turner  village,  three-fourths  of  a  mile  below, 
lumber,  grist  and  carding  mills ;  also  carriage  factory.  Could  cut 
1,000,000  feet  annually ;  fall  10  feet. 

Third,  "  Chase's  Mills,"  saw  and  shingle  mill,  and  hub  and  bowl 
&ctory. 

Fourth,  at  Turner  village,  on*  the  Twenty-mile  river,  a  woollen 
&ctory,  grist  mill,  lumber  mill  and  carriage  &ctory.  Fall  about 
12  feet ;  all  the  mills  doing  a  large  amount  of  business. 
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Fifth,  at  Bradford  Tillage,  on  the  same  river,  unimproved ;  fall 
12  feet;  if  properly  improved  would  do  a  large  amount  of 
business. 

Sixth,  at  the  month  of  the  Twenty-mile  river ;  fall  11  feet ;  saw 
and  grist  mill ;  power  enough  to  do  a  large  business. 

Plenty  of  good  clay  for  brick. 


Union — ^Knox  County. 

From  (he  Statement,  and  a  Plan  of  the  Water^Potver,  furnished  by 

WUHam  Oleason,  Esq.,  Surveyor. 

[See  also  •*  Uoion  and  Waahingtoa."] 

rateen  Powers. 

Pour  on  Crawford's  river,  the  outlet  of  Crawford's  pond  and 
tributary  to  Seven  Tree  pond.  The  distance  from  pond  to  pond  is 
152  rods,  and  the  declivity  or  fall  T3  feet  seven  and  one-half 
inches. 

First,  nearest  the  outlet;  fall  12  feet;  cabinet  shop,  $5,000 
annual  product. 

Second,  stave  mill,  eight  feet  fall. 

Third,  18  feet  fall,  foundry,  saw  mill,  shovel  fiw5tory,  axe  fac- 
tory; product,  first,  $3,000,  second,  $1T5. 

PouYth,  machine  shop,  10  feet  fall ;  26  feet  11  inches  not  occu- 
pied. 

The  ponds  which  find  their  outlet  at  this  place  are  judged  to 
cover  an  area  of  more  than  2,000  acres,  none  of  which  have  any 
artificial  works  for  reservoiring  water  except  Fisk  and  Lermonds, 
and  these  are  used  as  mill  sites  rather  than  reservoirs.  The 
privileges  on  Crawford's  river  are  not  subject  to  sudden  rise  of 
water,  and  are  among  the  best  in  this  section  to  hold  out  in  the 
dry  season  of  the  year.  The  outlet  of  Crawford's  pond  is  only 
about  40  feet  wide,  and  a  dam  could  be  easily  constructed,  costing 
but  little,  and  the  flowage  of  meadow  would  not  exceed  T5  acres. 
The  privileges  Three  and  Four  have  rock  banks  and  bottom.  A 
section  of  the  stream  was  taken  19  feet  nine  inches  long  and  20 
feet  wide,  depth  in  the  middle,  20  inches,  and  sides  12^  inches, 
and  the  velocity  was  found  to  be  six  seconds  in  the  distance, 
(19  feet  9  inches.)  The  above  described  power  is  situated  in 
South  Union,  and  is  known  as  the  South  Union  water-power. 

The  next  two  powers  are  situated  on  the  St.  George  river,  below 
Senebec  and  above  Bound  pond.    The  declivity  from  Senebec 
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pond  to  the  falls  at  Bachelder  mills,  measured  to  the  bed  of  the 
river,  near  to,  and  on  the  west  side  of  the  flame  at  the  grist  mill, 
is  49  feet  11^  inches.  A  section  of  the  river  was  taken  14  rods 
and  10  links  long,  and  5  rods  12|  links  wide,  average  velocity  of 
current  3  minutes  and  23^  seconds ;  depth,  two  feet  in  centre. 
The  distance  from  the  pond  to  the  falls  named  above  is  514  rods. 

Fifth,  at  the  outlet  of  Senebec  pond;  saw,  grist,  stave  and 
shingle  mill,  and  carriage  factory,  all  of  which  produce  $1,700 
annually. 

Sixth,  below;  a  tannery,  $5,000;  carnage  IHctory,  $5,000; 
Messrs.  Simmons,  Wingate  &  Co.'s  carriage  factory  produces 
$20,000 ;  a  saw  mill  and  grist  mill,  which  produce  annually  $860. 

The  natural  reservoirs  of  these  privileges  are  Senebec  pond  in 
Union  and  Appleton,  Quantabacook  pond  in  Searsmont,  Stevens' 
and  George^s  ponds  in  Liberty,  which  have  an  area  of  more  than 
1,500  acres,  ntino  of  which  are  used  exclusively  as  reservoirs.  The 
mills  on  Nob.  Fivo  and  Six  are  run  most  of  the  season,  and  they 
are  enabled  to  grind,  even  in  the  driest  seasons,  some  portions  of 
every  day ;  and,  if  the  ponds  above  referred  to  were  flowed,  the 
power  might  be  quadrupled. 

The  next  four  powers  are  situated  on  Easton  stream,  the  outlet 
of  Lermond's  pond,  and  tributary  of  Crawford's  pond.  The 
declivity  was  found  to  be  158  feet,  and  the  distance  583  rods.  The 
amount  of  the  water  judged  to  be  about  three-eighths  as  much  as 
is  vented  by  Crawford's  river. 

Seventh,  at  the  outlet;  saw  and  stave  mill ;  $515  annually. 

Eighth,  grist  mill  and  stave  mill;  $700  annually;  also  cabinet 
factory. 

Ninth,  stave  mill  and  threshing  machine.  ' 

Tenth,  saw  mill,  $200  annually.  The  fall  improved  on  No. 
Seven,  is  9  feet ;  on  No.  Eight,  is  16  feet ;  on  No.  Nine,  is  8  feet ; 
and  on  No.  Ten,  is  10  feet;  leaving  on  Eastern  stream  115  feet 
unoccupied.    This  location  is  known  as  East  Union. 

Eleventh,  on  Pettengill  stream ;  the  total  descent  from  the  dam, 
at  jthe  foot  of  the  meadows  to  the  meadows  below,  is  62  feet  2 
inches  in  70  rods.  Privilege  No.  Eleven  appropriates  9  feet  only ; 
occupied  by  stave  and  shingle  mill.  Took  a  section  of  the  stream 
25  feet  long,  and  five  and  one-half  feet  wide,  17  inches  deep  in 
centre,  velocity  five  seconds.  This  stream  has  no  ponds  as  reser- 
voirs, but  a  large  area  of  meadows  is  flowed  from  &11  until  spring, 
which  makes  this  a  good  privilege  at  the  seasons  specified ;  some 
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buBineBs  is  done  here  even  in  the  dry  part  of  the  season,  from 
June  until  August. 

Twelfth,  located  on  GrasBj-pond  stream ;  fall  10  feet;  $250. 

Thirteenth,  situated  on  Muddy-pond  stream ;  fall  12  feet ;  $400. 

Fourteenth,  on  same  stream ;  10  feet  fall ;  $375. 

Fifteenth,  on  the  same  stream ;  a  fall  of  eight  feet ;  $300. 

The  mills  on  Crawford's  and  George's  rivers  operate  nearly  all 
the  year  at  present ;  can  be  made  to  do  a  vast  amount  of  business 
at  all  seasons.  Rocks  suitable  for  building  abundant  at  all  points ; 
one-eighth  of  the  basin  of  the  streams  covered  with  woods ;  lay  of 
the  land  about  the  falls  excellent  for  improvement.  Market, 
Rockland  and  Thomaston,  by  road. 


Union  and  Washington — ^Knox  County. 
Statements  of  Union  and  Washington. 

[See  ftlfo  **  Union,"  and  "Washington."] 

Four  Powers. 

All  situated  on  Medomac  stream.  . 
First,  "Luce's  Saw  Mill,"  15  feet  head. 
Second,  a  stave  mill,  15  feet  head. 
Third,  saw  and  stave  mills,  14  feet  head. 
Fourth,  stave  and  saw  mill. 

Unitt — Waldo  County. 

Statement  of  A,  E,  Myrick,  Esq. 
Four  Powers. 

First,  "  Thompson  Mills,"  grist,  saw,  shingle,  clapboard,  picket 
and  lath  mills,  all  on  one  dam.  The  privilege  is  supported  by  the 
Twenty-five-mile  pond,  whose  area  is  about  four  and  a  half  square 
miles.     Mills  operate  all  the  year. 

Second,  "  Stevens'  Mills,"  on  Sandy  stream,  grist,  carding  and 
cloth  mills.  This  is  a  most  excellent  power,  beautiful  falls,|with 
any  quantity  of  fiowage  land. 

Third,  "  Conner's  Mill,"  on  Sandy  stream,  large  grist  mill. 

Fourth,  ''  Small's  Shingle  Mill,"  a  small  but  nice  water  power. 

Unity  Plantation — ^Kennebec  County. 
Statement  of  the  Assessors. 
There  is  no  water-power  in  Unity  plantation  large  or]]smaU.£vg 
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Upton — Oxford  County. 

Frcrni  Selectmen's  Returns  and  information  furnished  by  E,  8,  Coe, 

Esq.,  of  Bangor. 
IVumerous  Powers. 

The  "Rapid  River  Palls,"  on  Rapid  river,  which  connects 
Umbagog  lake  with  the  great  lakes  above.  There  are  a  large 
nnmber  of  mill  sites ;  the  banks  are  good ;  rock  abundant ;  the 
snpply  of  water  inexhaustible,  the  stream  being  fed  by  aboat  60 
square  miles  of  lakes,  all  of  which  have  dams  at  their  outlets  for 

* 

husbanding  water,  commanding  an  average  head  of  11  feet.  The 
dams  are  used,  at  present,  only  for  log-driving  purposes.  The 
total  descent  from  lake  to  lake,  is  200  feet  in  five  miles,  and  the 
stream  may  be  regarded  as  a  continuous  series  of  miU  privileges 
of  the  highest  excellence  from  end  to  end. 

The  storage  above  noted  will  yield  on  a  fall  of  200  feet  a  gross 
power  of  18,600  horse-powers  for  20  hours  a  day,  312  days  per 
year,  or  744,000  spindles. 

One  power,  the  "  Sluice,"  on  the  Dead  Cambridge  stream,  six 
miles  from  inhabitants ;  fall  10  feet. 

One  on  the  Swift  Cambridge  stream,  near  the  Andover  road. 

"Abbott's  Mills,"  on  the  Main  Cambridge  ;  dam  15  feet;  saw, 
clapboard,  and  shingle  machinery;  grist  and  starch  mill.  Saw 
mill  operates  springs  and  falls ;  grist  mill  all  the  year. 

Flutter  and  centre-vent  wheels. 

Cambridge  river  has  a  pond  at  itSvhead,  one  by  one-half  miles  in 
extent;  can  be  dammed  from  ''The  Sluice,"  up  three  miles;  no 
damage  from  freshets,  nor  ever  need  be ;  good  rock  for  building 
on  all  the  privileges ;  lay  of  the  land  excellent.  The  water-powers 
were  the  cause  of  the  settling  of  the  town. 

Market,  Bethel,  26  miles  by  road.  Power  owned  chiefly  by 
Hezekiah  Winslow,  Esq.,  of  Portland. 

Van  Buren  Plantation — Aroostook  County. 

From  the  Assessors'  Returns, 
Two  Powers. 

Firsts  **  Hammond  Mill,"  on  Yiolette  brook ;  fall  10  feet ;  saw 

mill  of  the  best  construction  and  best  machinery ;  saws  700,000 

clapboards,  2,000,000  shingles,  and  400,000  boards  yearly ;  also 

laths,  as  many  as  are  required ;  room  and  power  for  more  mills ; 

Stevens'  wheel  used  and  much  liked ;  mill  operates  all  the  year 

except  in  winter. 
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Second^  one-fourth  mile  below ;  15  feet  fall ;  grist  mill ;  oper- 
ates all  the  year ;  nxill  in  bad  repair ;  new  one  erecting ;  overshot 
wheel. 

No  natural  lakes  or  ponds;  artificial  reservoirs  can  be  con- 
structed ;  mills  perfectly  safe  from  freshets. 

It  has  been  contemplated  to  cut  a  channel  from  Long  lake  of  the 
Fish-river  chain,  to  the  Yiolette  brook,  and  by  a  dam  at  the  natu- 
ral outlet  of  the  lake  to  divert  its  waters  into  said  brook.  A  very 
great  supply  of  water  could  thus  be  secured. 

Rocks,  slate,  good  for  building ;  lay  of  the  land  good ;  basin  of 
the  stream  nearly  all  covered  with  forests. 

The  improvement  of  the  power  has  created  a  thriving  and  a 
growing  village  out  of  nothing  but  rocks  and  wat^r  in  ten  years' 
time. 

Market,  Fredericton  and  St.  John,  N.  B. ;  also  Boston,  New 
York,  and  all  coastwise  points,  by  the  St.  John  river. 

Yangbborouoh  TowNSfflp — Washington  County. 

From  the  Returns  of  Calais. 
One  Power, 

The  St.  Croix  Log-driving  Company  have  erected  a  dam  at  the 
outlet  of  Chiputneticook  lake,  and  hold  a  15-foot  head  of  water. 
The  lakes,  connected  with  this  lake,  are  dammed  so  as  to  retain 
water. 

« 

A  storage  of  four  feet  on  50  square  miles  of  the  lakes  above 
would  yield  on  a  15-foot  fall,  for  the  ordinary  working  hours  of  the 
year,  a  gross  power  of  825  horse,  or  33,000  spindles. 

Vassalbobough — Kennebec  County. 

JPVom  the  Survey  and  Report  of  Ira  E.  OeicheU,  Esq.,  of  WinshWy 

and  the  Statemeni  of  (he  Selectmen. 

Nineteen  Powers. 

Thirteen  on  the  outlet  stream  of  China  lake,  which  is  201  feet 
above  tide,  has  an  area  of  4,000  acres,  a  basin  of  39,520  acres, 
and  a  head  of  six  feet  on  its  entire  surface,  held  by  a  dam,  giving 
1,045,440,000  cubic  feet  of  reserve  water,  which  alone  will  supply 
the  stream  181  days. 

The  stream  from  the  lake  to  Sebasticook  river  is  six  and  one- 
third  miles  long,  falls  160  feet,  has  nine  dams  erected  and  sites 
for  three  or  four  more.  The  run  of  water  is  8,708  cubic  feet  per 
minute,  for  11  hoi^rs  per  day,  at  low  stage. 

31 
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First,  120  rods  below  outlet  dam,  fall  14  feet ;  gross  power,  233 
horse;  owned  by  the  Yassalboro'  Mills  Company,  and  used  by 
them  for  grist  and  woollen  mill  when  in  operation.  H.  R.  Butter^ 
field  nses  the  surplus  water  for  saw  mill  and  shovel  handle  factory. 

Second;  120  rods  below,  fall  seven  and  one-half  feet;  gross 
power  123  horse  ;  H.  R.  Butterfield ;  grist  mill. 

Third,  200  rods  below,  nine  and  three-fouriha  feet  &11;  160 
horse.    Charles  Davies ;  shingle  mill,  wood  and  iron  machine  shop. 

Fourth,  fall  of  «even  and  one-half  feet  immediately  below,  which 
might  be  made  available  by  a  canal  or  a  new  dam.  This  would 
give  in  all  17  and  one-quarter  feet  fall  and  284  gross  horse-power. 

Fifth,  440  rods  below,  fall  32  feet,  obtained  by  a  dam  eight  feet 
four  inches  high  and  canal  70  rods  down  the  stream.  Occupied 
by  the  Yassalborough  Mills  Company  in  manufacturing  woollen 
goods,  20  sets  of  cards  with  connected  machinery,  wood  and  iron 
machine  shop,  &c.  Company  have  a  capital  stock  of  $450,000. 
Grose  power,  about  500  horse. 

Sixth,  there  is  an  unoccupied  stone  dam  in  the  stream  along  side 
the  canal,  with  a  fall  of  17  and  one-half  feet,  receiving  aU  the 
water  not  used  by  the  factory.  It  has  been  proposed  to  put  in 
new  machinery  at  this  point. 

Seventh,  260  rods  below,  fall  nine  feet  eight  inches ;  159  gross 
horse-power.    T.   S.  &  J.  A.  Lang ;   knit  goods.     0.  A.  Priest, 

a 

shoe  pegs. 

Eighth,  60  rods  below,  fall  six  and  one-half  feet ;  dam ;  107 
horse-power.  T.  S.  &  J.  A.  Lang.  Unoccupied.  Charter  just 
procured  for  a  company  with  a  capital  of  $100,000. 

Ninth  and  Tenth.  In  the  next  500  rods  the  stream  falls  32  feet 
10  inches.  There  are  sites  for  two  or  three  dams  with  but  little 
damage  from  fiowage. 

Eleventh,  two  miles  below,  10  feet  fall ;  164  horse-powers. 
T.  J.  Hayden ;  saw  mill,  threshing  machine,  &c. 

Twelfth,  immediately  below,  a  fall  of  nine  feet,  with  precipitous 
banks. 

Thirteenth,  125  rods  below,  fall  10  feet  10  inches ;  178  horse- 
powers. Flye  &  Hayden,  saw  mill,  laths,  &c.  Can  take  log^ 
from  the  Sebasticook,  which  is  but  40  rods  below. 

All  the  dams  on  this  stream  are  within  three  miles  of  the  Som- 
erset &  Kennebec  Railroad.  They  represent  1,600  horse-power, 
and  there  are  800  more  available. 

Six  are  situated  upon  the  outlet  stream  of  Webber  pond ;  each 
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with  a  dam,  and  a  head  and  fall  of  about  eight  feet  in  a  running 
distance  of  20  or  30  rods.  These  are  now  nearly  all  lying  idle. 
Two  of  these  formerly  drove  paper  mills,  and  one  a  sash  and  blind 
factory.  All  the  powers  on  this  stream  are  within  a  total  distance 
of  one  and  a  half  miles. 

Vbazte — Penobscot  County. 

From  (he  StatemerU  of  the  Selectmen. 
Two  Powers. 

First,  the  "Upper  Veazie  Water-Power,"  on  the  Penobscot 
river,  four  miles  above  Bangor.  Upon,  this  privilege  there  are 
located  two  blocks  of  mills.  The  "  Upper  Block,''  so  called,  con- 
tains two  gangs  of  saws,  six  single  saws,  and  a  lath  mill.  The 
"  Lower  Block "  contains  one  gang  of  saws,  three  single  saws, 

one saw,  lath  mili,  clapboard  and  shingle  mill.     When  all 

the  wheels  are  running  in  the  mills  they  vent,  according  to  the 
area  of  the  discharge  of  the  wheel,  about  18,500  square  inches. 
The  gates  which  let  the  water  from  the  flume  into  the  cylinders 
have  a  discharge  of  about  three  times  the  area  of  the  wheels, 
making  a  total  discharge  of  about  40,500  square  inches.  There 
are  six  and  a  half  feet  head  of  water  from  top  of  waste  dam  to 
apron  of  miUs ;  under  freshets  there  are  from  10  to  15  feet  head 
in  flumes,  at  low  water  about  five  feet. 

Second,  the  "  Lower  Veazie  Water-Power,"  on  the  Penobscot 
river ;  there  is  a  fall  of  about  six  feet  in  this  town  from  the  apron 
of  the  aforesaid  mills  to  the  head  of  tide,  at  Eddington  Bend,  so 
called ;  not  at  present  occupied  by  any  dam  or  mills. 

At  extreme  low  ran  the  power  in  the  12  feet  fall  is  about  3,300 
horse-powers,  gross,  for  the  24  hours,  or  133,000  spindles. 

All  the  above  property  belongs  to  John  W.  Veazie,  Esq.,  and 
the  mills  are  known  as  the  Veazie  Mills. 

Verona — ^Hancock  Countt. 

From  Selectmen's  Report, 
Two  Powers. 

First,  "  Bennett's  Mills,"  on  a  small  stream  at  the  eastern  side 
of  the  town ;  fall  about  16  feet  in  six  rods. 

Second,  two  dams,  one  for  reservoir  purposes ;  a  saw  mill,  with 
a  16-foot  overshot  wheel ;  one  up-and-down  saw,  will  cut  2,000 
feet  of  boards  in  12  hours ;  works  about  three  months  in  the  year. 

Stream  varies  three  or  four-fold  at  diflferent  seasons  of  the  year. ' 

Market,  Bucksport,  by  land  or  water. 
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Vienna — ^Kennebec  County. 

From  Selectmen's  Statement. 
Three  Powers. 

First,  at  Vienna  village,  on  a  mill  stream,  the  outlet  of  two 
small  ponds ;  fall  six  feet ;  a  shingle  mill ;  formerly  a  shoe-peg 
factory. 

Second,  above  the  first,  on  the  same  stream,  at  the  village ; 
fall  five  feet ;  saw  mill  and  shingle  machine,  which  operate  in  time 
of  high  water,  and  cut  the  lumber  used  in  the  vicinity. 

Third,  on  the  same  stream,  above  the  second ;  grist  mill ;  oper- 
ates nearly  all  the  year  by  careful  husbanding  of  the  water ;  fall 
six  feet. 

Boulders  and  some  granite  ledge. 

ViNALHAVEN — ^KnOX   CoUNTY.       . 

Statement  of  Watson  H.   Vinal,  Esq. 

Two  Powers. 

First,  saw  and  grist  mill,  planing  and  shingle  machine,  on  a 
salt  water  stream  at  the  head  of  Carver's  harbor.     Seven  feet  head. 

Second,  saw,  grist,  and  shingle  mills,  near  the  centre  of  the 
town,  on  a  salt  water  stream.    Nine  feet  head. 

Market,  Rockland,  15  miles,  by  daily  steamboat  in  summer. 

Waits  TowNsmp — Washington  County. 

Statemjent  of  Peol  Tomah  of  Indian  TownsMp, 

Several  Powers. 

On  the  Tomah  streams,  the  outlets  of  the  Tomah  ponds.  Long 
tracts  of  dead  water  alternating  with  rips  and  falls.  Ponds,  three 
in  number,  cover  two  square  miles,  and  can  all  be  dammed. 

Waldo — Waldo  County. 

From  Selectm^en's  Returns, 
Seven  Powers. 

First,  "  Hawkins  Saw  Mill,"  on  a  brook  fed  by  three  small 
ponds  in  the  northwest  part  of  the  town ;  saw  and  stave  mill ; 
saws  from  fall  to  spring. 

Second,  above,  "Pitman  Saw  Mill,"   pond  about  one  acre; 
up-and-down-saw ;  used  from  fall  until  spring,  part  of  the  time. 
,     Third,  on  the  same  stream,  in  the  southwest  corner  of  the  town, 
dam  already  built,  mill  burned  10  years  ago. 
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Fourth,  above,  about  midway  the  town,  "  Sanborn's  Mill/' 

The  Passagassawakeag  at  Sanborn's  privilege  is  fed  by  three 
ponds  situated  in  Brooks.  At  the  "Burnt  Privilege,"  by  six 
more,  situated  in.  Waldo,  Morrill,  Knox  and  Brooks. 

Fifth,  in  the  northeast  part  of  the  town,  "Johnson  Saw  Mill," 
runs  from  fall  until  about  the  first  of  June ;  fed  by  a  pond  of  60  or 
TO  acres ;  saw,  stave  and  shingle  machinery ;  pond  is  fed  by  the 
Wescott  stream.  • 

Sixth,  below,  "Holme  Mills;"  stave  and  saw  mill;  operates 
from  fall  until  about  June ;  pond  of  50  or  60  acres. 

Seventh,  below,' "Ellis  Mill;  saw,  stave  and  shingle  machines; 
runs  from  fall  until  spring. 

Waldoborough — Lincoln  County. 

^om  Selectmen's  Statement. 
Twelve  Powers. 

£ight  on  the  Medomac  river,  which  falls  into  tide  water  at 
Waldoboro'  village. 

First,  "  Sproul's,"  in  Waldoboro'  village ;  faU  from  10  to  16 
feet;  saw,  grist,  carding,  plaster,  planing,  and  iron-foundry 
machinery. 

Second,  "Soule's,"  in  the  village;  fall  from  eight  to  ten  feet; 
oakum,  carding,  and  clothing  mills. 

Third,  "  Achorn's,"  about  one-third  of  a  mile  from  village ;  fall 
from  30  to  40  feet ;  grist,  stave  and  shingle  mills. 

Fourth,  "  Winslow's,"  about  three  miles  from  village ;  fall  about 
10  feet ;  saw,  stave  and  grist  mills. 

Fifth,  "Wagner's,"  about  four  miles  from  village;  fall  about 
six  feet ;  unoccupied. 

Sixth,  "  Bums',"  about  six  miles  from  village ;  saw,  grist,  and 
three  stave  mills. 

Seventh,  "Mink's,"  North  Waldoboro';  fall  about  six  feet; 

* 

stave  and  shingle  mill. 

Eighth,  "Mink's,"  North  Waldoboro';  fall  some  six  or  eight 
feet ;  saw  mill. 

Ninth,  "Weaver's,"  on  a  small  stream  which  has  no  name, 
about  five  miles  from  village ;  fall  some  eight  feet ;  stave  and 
shingle  mill. 

Tenth,  "Bonner's,"  about  five  miles  from  village;  fall  not 
reported ;  saw  and  two  stave  mills. 

Eleventh,  "  Burkett  &  Feyler's,"  on  "  Slago  Brook,"  about  two 
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miles  from  village,  and  about  three  miles  from  salt  water ;  stave 
and  shingle  mills. 

Twelfth,  very  near  salt  water  and  navigation,  formerly  occupied, 
but  not  now ;  fall  some  four  or  five  feet. 

The  river  is  fed  by  several  square  miles  of  ponds  which  could 
be  much  improved  for  reservoirs.    See  Part  II,  page  140. 

Wales — Androscoggin  County. 

Selectmen's  Returns. 
One  Power. 

On  a  brook,  where  some  little  sawing  is  done,  during  the  spring 

snow  meltings,  and  during  the  season  of  freshets. 

Wallagrass  Plantation — Aroostook  County. 
Statement  of  WiUiam  Dickey,  Esq,,  9f  Fort  Kent. 

Two  Powers. 

First,  on  the  Fish  river,  six  miles  below  the  outlet  of  Eagle  lake ; 
fall  about  20  feet ;  ledge  bottom  and  banks,  and  in  all  respects  one 
of  the  finest  water-powers  imaginable. 

Second,  above,  at  the  outlet  of  Eagle  lake,  a  dam  can  be  built 
that  will  raise  a  head  of  several  feet,  converting  the  great  lake 
above  into  a  vast  reservoir,  and  establishing  a  power  that  with 
wheels  operating  well  under  variable  heads,  would  do  a  vast 
amount  of  manufacturing. 

For  reservoirs  tributary  to  these  powers,  see  last  Table,  page 
125 ;  also  top  of  page  126. 

By  the  aid  of  the  reservoirs  it  is  evident  that  the  first  privilege, 
in  particular,  can  be  made  constant  and  equal  to  the  demands  of 
very  extensive  operations. 

Both  unimproved. 

Waltham — Hancock  County. 
Two  Powers. 

First,  in  the  village,  on  Webb's  stream,  a  saw  mill. 

Second,  below,  a  saw  mill. 

Webb's  stream  is  the  outlet  of  Webb's  pond,  1.'75  square  miles, 
10  feet  storage ;  Scammon  pond,  one  square  mile ;  Abram's  pond, 
0.80  square  miles  and  10  feet  storage ;  and  Molasses  pond,  2.25 
square  miles,  and  10  feet  storage.  A  very  great  supply  of  water 
could  be  commanded  for  power  purposes.  The  storage  is  now 
used  for  log-driving. 
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Warrbk — ^Knox  Oouktt. 
From  the  StcUemeni  of  C.  T.  Bean,  Esq, 

Two  Powers. 

On  the  St.  George  river,  at  the  village.  First,  "  Factory  Fall,'' 
woollen  factory,  40  hands,  nice  grist  mill,  saw,  shingle,  and  stave 
mills,  etc. 

Second,  one-third  of  a  mile  above,  the  "Knox  Falls;"  fall 
seventeen  feet  four  and  three-fourths  inches.  Improvements;  a 
nice  dam,  saw  mill  and  powder  mills ;  power  is  owned  by  Hodg- 
man  &  McCallam. 

The  stream  is  connected  with  eight  or  ten  ponds  in  the  vicinity, 
in  addition  to  the  large  number  lying  about  its  head  waters  These 
ponds  empty  into  the  river  above  the  falls  and  are  susceptible,  at 
small  expense,  of  indefinite  increase  or  reservoirs.  The  facilities 
for  artificial  reservoirs,  also,  should  these  be  needed,  are  very 
superior.  The  stream  being  connected  with  numerous  lakes,  is 
constant  at  all  seasons. 

Counting  in  only  16  of  the  larger  ponds,  there  are  over  11  square 
miles  of  reservoirs  to  these  powers.  A  head  of  six  feet  on  10 
square  miles,  would  give  on  the  Knox  falls  alone,  a  gross  power 
of  272  horse,  for  10  hours  a  day,  312  days  a  year,  11,880  spindles. 
This  is  the  power  due  to  storage  alone,  not  estimating  the  natural 
low  run  of  the  stream.  The  storage  could  be  used  in  three  or  four 
months,  trebling  the  power,  the  natural  flow  sustaining  the  power 
at  this  figure  for  the  remaining  eight  or  nine  months. 

The  rocks  are  suitable  for  building  purposes,  and  the  lay  of  the 
land  excellent  for  the  accommodation  of  mills. 

The  use  of  the  power  now  constitutes  the  business  of  the  place, 
aside  from  farming,  and  although  but  a  fraction  of  the  power  is 
used. 

Market,  Rockland  and  New  York.  Tide  waters  are  within  half 
a  mile,  and  the  railroad  from  Bath  to  Rockland,  now  building, 
passes  near  the  power. 

The  large  volume  of  water,  the  constancy  of  the  flow,  the  acces- 
sibility of  the  power,  and  the  facility  and  cheapness  with  which  it 
can  be  improved,  render  this  a  privilege  of  quite  unusual  excel- 
lence and  value. 
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Washbuen — Aroostook  County. 

From  Selectmen's  Betums. 
One  Power. 

''Salmon  Brook  Falls/'  upon  Salmon  brook;  fall  25  feet  in 
three-fourths  of  a  mile. 

A  saw  mill ;  the  mills  formerly  upon  it  were  burned  in  1864. 
Turbine  wheel  employed ;  efficiency  four  to  one  as  compared  with 
wheels  previously  used. 

The  power,  if  fully  used,  would  cut  2,000,000  feet  lumber, 
1,500,000  shingles,  100,000  clapboards,  and  grind  50,000  bushels 
of  grain. 

Stream  connected  with  a  pond  500  acres  in  extent,  the  d^acity 
of  which  could  be  greatly  increased  by  dams ;  artificial  reservoirs 
could  be  inexpensively  constructed.  Perfectly  safe  from  damage 
by  freshets. 

Rock,  limestone,  suitable  for  building  purposes.  Improvement 
of  the  power  has  doubled  the  wealth  of  the  town.  Annual  product 
of  the  power  as  now  used,  but  a  small  part,  $5,000. 

WAsmNGTON — Knox  County. 

» 

From  the  SUUemenl  of  J,  L.  RochweU,  Esq,,  and  a  Plan  of  the  Town. 

[See  alflo  "  Union  and  WaahiDgton."] 

Fifteen  Fowers. 

Clark's  pond,  350  acres,  could  be  drained  into  Washington  pond^ 
1.25  square  miles,  and  thus  abundant  water  for  all  the  mills  be 
secured  for  the  whole  year. 

First,  below  outlet,  12  feet  head ;  new  dam  and  mills ;  various 
saws. 

Second,  below,  300,000  staves  and  heading  per  year.  Eleven 
feet  head.    Power  not  all  used. 

Third,  below,  14  feet  head,  tannery  and  stave  mill,  not  used. 

Fourth,  below,  saw  and  tannery,  13  feet  head. 

Fifth,  below,  new  grist  mill,  12  feet  head. 

Sixth,  below,  old  saw  mill,  13  feet  head. 

Seventh,  below,  saws. 

Eighth,  below,  12  feet  head. 

Ninth,  below,  saws,  13  feet  head. 

Tenth,  below,  9  feet  head,  staves. 

Eleventh,  below,  saws,  8  feet  head. 

Twelfth,  below,  10  feet  head,  stave  and  grist  mills. 
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Thirteenth,  on  Damaiificotta  stream,  staves,  water  five  months. 
Fourteenth,  below;  staves^  10  feet  head. 
Fifteenth,  below,  staves,  11  feet  head. 

WaTESBOBOUGH — YOBK   COUNTT. 

From  Selectmen's  Returns, 

[See  alBO  «  Limeriok  and  Wftterboroagh."] 

ISight  Powers. 

First  and  Second,  on  Branch  brook ;  run  three-fourths  of  the 
year. 

Third,  on  the  outlet  of  the  Little  Ossipee  pond ;  runs  four  saws 
and  one  planer. 

Fourth,  on  Smith  brook ;  runs  two  saws  through  the  year. 

Fifth,  on  the  Colcord  brook ;  one  saw ;  runs  half  the  year. 

Sixth,  on  Down's  brook ;  is  not  now  occupied. 

Seventh,  on  Johnson's  Ivrook ;  runs  two  saws  half  the  year. 

Eighth,  on  Roberts'  brook ;  runs  one  saw  half  the  year. 

Watebfobd — Oxford  County. 

From  Selectmen's  Returns, 
Several  Powers. 

The  larger  powers,  two  in  number,  are  situated  in  the  south  part 
of  the  town,  one  on  the  outlet  of  Bear  pond,  which  itself  receives 
the  discharge  of  Moo^e  and  Thomas  ponds,  and  one  on  the  stream 
connecting  Thomas  and  Bear  ponds. 

The  first  mentioned  is  called  the  "Dudley  Privilege;"  the 
second  the  Hapgood  privilege.  The  fall  at  the  former  is  15  feet  in 
four  rods ;  of  the  latter  If  feet  in  the  same  distance. 

Only  a  part  of  the  power  employed  at  either  privilege ;  a  saw 
mill  and  grist  mill  on  each  at  predent ;  ample  power  for  others, 
"  or  for  factories." 

The  first  power  is  connected  with  three  ponds  whose  combined 
extent  is  2,140  acres ;  the  second  with  one  pond  484  acres  in  area. 
The  capacity  of  the  ponds  connected  with  the  former  could  not 
readily  be  increased ;  with  the  latter,  at  an  expense  of  $300. 

Suitable  building  stone  within  a  short  distance ;  land  level  and 
gently  sloping  about  the  falls.  Power  not  yet  sufficiently  im- 
proved to  affect  wealth  and  population  materially ;  serves  simply 
local  uses. 

Market,  Norway  and  Bridgton,  10  miles  each,  by  road ;  Port- 
land nearest  city,  by  railroad  from  South  Paris,  and  by  canal  from 
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Harriflon ;  Sonth  Paris  12  miles,  and  Harrison  four  miles  distant. 
No  information  given  respecting  the  smaller  powers.  Under- 
shot and  breast  wheels. 

Particular  attention  called  to  the  "Dudley''  privilege.  This 
has  500  acres  of  reservoir ;  is  within  50  rods  of  the  lake,  so  that 
the  delivery  of  water  can  be  regulated  with  ease ;  in  particular  the 
mill  pond  can  be  dried  up  day  or  night  in  cold  weather,  and  water 
let  on  in  the  morning,  warm  from  the  pond,  and  so  the  formation  of 
ice  is  prevented ;  thirdly,  it  is  within  50  rods  of  the  county  road 
from  Pryeburg  to  South  Paris,  and  only  10  miles  from  South  Paris 
depot,  and  four  miles  from  the  head  of  the  Cumberland  and  Oxford 
canal ;  fourthly,  a  dam  can  be  erected  at  very  trifling  expense ; 
fifthly,  the  owners  desire  to  sell  to  any  party  who  will  improve. 
Good  building  stone  within  30  rods. 

Other  privileges  on  the  same  stream  further  down,  equally 
good;  unimproved.  ^ 

Waterville — Kennebec  County. 

From  the  Selectmen's  Betums,  and  from  the  Statement  of  John 

Ayer,  Esq.,  for  West  Waterville, 

[S«ea]ao'"Wateryilleaad  Winslow.''] 

Tiffceen  Powers. 

On  Messalouskee  or  Emerson's  stream,  and  eight  of  them  at 
West  Waterville ;  these,  with  the  improvements  thereon,  will  be 
considered  first. 

The  distance  from  Snow  pond  to  Rice  bridge,  below  West 
Waterville,  is  about  two  miles,  and  the  total  fall  nearly  111  feet, 
divided  as  follows : 

First  dam ;  at  the  foot  of  the  pond ;  fall  six  feet ;  owned  by  Ellis 
Saw  Company,  and  others. 

Second  dam ;  fall  nine  feet ;  owned  by  Hubbard  &  Blake,  and 
others. 

Third  dam ;  fall  18  feet. 

Fourth  dam ;  and  the  ''  Cascade  falls ;"  fall  44  feet. 

Fifth  dam;  fall  14  feet.  The  Third,  Fourth  and  Fifth,  are 
owned  by  the  Dunn  Edge-Tool  Company ;  the  total  fall  being  tO 
feet  with  the  "  Cascade." 

Sixth,  a  privilege,  no  dam;  fall  11  feet;  owned  by  Emerson  & 
Blaisdell. 

Seventh,  near  Rice  bridge ;  a  privilege,  no  dam ;  fall  10  feet ; 
owner  not  stated. 
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Eighth,  falls  between  the  dams ;  four  feet  descent ;  owner  not 
stated. 

The  largest  fall  in  the  above  series  is,  as  appears  above,  the 
"  Cascade/'  the  total  fall  of  which  is  44  feet  in  eight  rods.  The 
stream  is  about  70  feet  wide  and  flows  over  the  dam  about  one 
foot  deep. 

About  one-fourth  part  of  the  whole  power  is  improved.  The 
power  is  sufficient  to  saw  40,000,000  feet  per  annum.  The  im- 
provements are  five  dams,  saw  mill,  grist  mill, manufactory, 

tannery,  machine  shop,  foundry,  scythe  and  tool  shop,  etc. 

The  Tuttle,  Blake  and  Tub  wheels  used.  The  Blake  wheel  uses 
less  water  but  is  not  as  strong  as  the  Tuttle. 

The  improvement  of  the  power  has  doubled  both  the  wealth  and 
population  of  West  Waterville.     Annual  production,  $300,000. 

Market,  the  United  States  and  the  Provinces,  via  Mayie  Central 
Railroad  and  connections. 

The  above  statement  applies  to  West  Waterville  only. 

The  following  powers  are  found  upon  the  same  stream  at 
Waterville  village : 

Ninth  and  Tenth,  **  Crommett's  Mills ;"  two  dams ;  on  the  first 
a  saw  mill,  sash  and  door  factory,  and  carding  mill.  The  saw  mill 
is  Qwned  by  T.  E.  &  L.  E.  Crommett;  running  the  principal  part 
of  the  time  through  the  year.  Sash  and  door  factory  owned  by 
Furbish  &  Sanders,  built  last  year,  and  doing  quite  an  extensive 
business.  The  carding  mill  is  owned  by  T.  E.  Crommett.  The 
west  end  of  the  dam  is  unoccupied ;  owned  by  T.  W.  Herrick, 
Joshua  Nye,  John  &  C.  K.  Matthews,  with  about  30  acres  of  land ; 
dam  12  feet  high. 

Eleventh,  a  few  rods  below ;  a  dam,  about  eight  feet  high,  on 
which  is  a  match  factory,  at  present  unoccupied;  Pearson  & 
Lords'  old  tannery  is  situated  on  this  dam,  now  owned  by  S.  H. 
Kicker  &  Co.  The  head  and  fidl  of  these  two  dams  is  about  23 
feet. 

Twelfth,  some  three-fourths  of  a  mile  further  down,  the  "  Paper 
Mill;"  dam  six  feet  high;  owned  by  J.  S.  Monroe  of  Massa- 
chusetts. The  mill  is  doing  quite  an  extensive  business,  running 
day  and  night  through  the  year.     Nathan  Stiles,  Agent. 

Thirteenth,  some  twenty  rods  further  on,  the  "  Iron  Foundry ;" 
dam  built  by  the  Fairbanks'  establishment  of  Vermont ;  was  bought 
out,  some  25  years  ago,  by  Webber  &  Haviland,  the  present 
owners,  who  are  doing  quite  a  large  business,  and  might  do  much 
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more.  The  east  end  of  this  dam  is  unoccupied;  dam  12  feet 
high. 

Fourteenth  and  Fifteenth,  still  farther  on,  are  two  good  wate]> 
powers,  on  one  of  which  is  a  dam,  12  feet  high;  unoccupied; 
owned  by  W.  B.  S.  Moore  and  others. 

As  appears  from  the  foregoing  exhibit,  there  are  IQ  dams  on 
this  stream ;  five  at  or  near  Waterville  village,  and  five  at  West 
village,  with  good  chances  for  three  or  four  more. 

The  stream  upon  which  these  powers  are  situated,  is  remarkable 
for  its  constancy,  being  supplied  by  lakes  almost  exclusively. 
The  lake  chain  tributary  to  it,  is  reputed  to  have  a  length  of  60 
miles,  and  covers  not  far  from  27  square  miles  of  surface.  The 
lakes  are  very  deep,  some  of  them  from  90  to  an  100  feet,  and 
constitute  reservoirs  of  the  highest  excellence.  The  water  from 
the  lakes  is  so  warm  in  winter  that  ice  is  never  troublesome.  The 
total  range  of  water  on  the  dams  from  highest  to  lowest,  is  only 
three  feet,  or  thereabout. 

A  storage  of  six  feet  on  20  square  miles  of  the  lakes  would  yield 
on  thci total  fall  (as  given)  of  164  feet,  a  gross  power  of  6,676 
horse,  for  10  hours  a  day,  312  days  a  year,  or  223,000  spindles. 
This  is  the  power  due  to  storage  alone,  and  to  it  should  be  added 
the  power  due  to  the  natural  low  run  of  the  stream. 

The  underlying  rock  is  slate,  of  quality  suitable  for  construction 
purposes,  but  not  the  best.  Lay  of  the  land  about  the  falls 
favorable. 

Total  annual  production  of  mills  in  Waterville,  estimated  $600,- 
000. 

Waterville  and  Winslow — Kennebec  County. 

From  Materials  furnished  by  G.  A.  Phillips,  Esq,,  and  Col.  JT.  A. 

DeWiit. 

[See  also  "Waterville,"  and  "Winalow."] 

Two  Powers. 

First,  the  "  Ticonic  Falls,"  on  the  Kennebec  river  at  Waterville 
village,  17  miles  above  the  Kennebec  dam  at  Augusta,  and  four 
miles  below  the  Kendall's  Mills  dam  in  Fairfield. 

At  this  point  a  continuous  ledge  of  hard  slate  crosses  the  river 
diagonally,  quite  uniform  in  height,  and  presenting  a  well-defined 
crest,  upon  which  the  dam  is  located.  The  ledge  is  extended 
into  the  banks  and  along  the  river  bed  above  and  below  the  falls, 
and  offers  the  best  possible  foundation   for  structures    of   all 


Bit.  H.]  THB  WATBB  POWBRB.  498 

descriptioiis.  The  height  of  the  natural  fall  is  13  feet,  in  a  few 
rods. 

The  dam,  completed  this  season,  1869,  is  of  an  average  height 
of  seven  fe^t,  giving  an  available  head  and  fall  of  20  feet.  Over 
1,200,000  fAt  of  lumber  have  been  used  in  its  construction ;  it  is 
ballasted  with  stone,  and  is  altogether  unsurpassed  for  solidity 

and  strength.    Its  length  across  the  river  is  feet,  being 

divided  into  sections  by  an  island  in  the  river.  On  the  WaterviUe 
side  it  is  extended  down  the  bank  of  the  river,  forming  a  grand 
canal,  in  connection  with  which  four  raceways  have  already  been 
constructed,  either  of  which  is  of  sufficient  size  to  accommodate 
a  mill  of  the  capacity  of  the  ''  Bates  ''  at  Lewiston.  The  total 
length  of  the  dam,  including  the  wing,  is  1,700  feet ;  and  its  cost 
when  completed  will  be  about  |40,000. 

The  view  accompanying  this  statement  was  taken  prior  to  the 
completion  of  the  dam,  at  mid-summer  low  water,  and  represents 
the  section  of  the  river  then  remaining  open,  with  a  portion  of  the 
dam  at  the  extreme  left. 

Second,  ''College  Eapids,''  on  the  Kennebec  river,  40  rods 
above  the  Ticonic  dam.  As  respects  favorable  disposition  of  the 
river  bed  and  banks  and  foundations  for  dams,  mills,  and  appurte- 
nant structures,  this  privilege  is  in  no  respect  inferior  to  the 
above.  The  natural  fall  is  10  feet  in  10  rods,  upon  which  a  head 
of  20  feet  can  be  had  by  means  of  a  dam,  without  infringing  upon 
the  rights  of  proprietors  above.  A  natural  canal,  apparently  in 
former  times,  and  even  now  in  freshets,  one  of  the  channels  of  the 
river,  offers  at  insignificant  cost  facilities  for  the  conveyance  of 
water  and  its  use,  of  quite  remarkable  character.  The  island 
formed  by  this  channel  and  the  main  river  is  elevated  just  enough 
above  freshets  for  convenience  and  security,  and  affords  unsur- 
passed sites  for  mills  or  other  structuces.  No  part  of  this  priv- 
ilege is  in  use. 

Volume  of  Water  and  Power, — The  volume  of  water  on .  the 
Kennebec  river  at  this  point,  in  the  unimproved  condition  of  the 
reservoirs  above  may  be  assumed  to  be,  in  a  severe  drouth,  30  per 
cent,  less  than  at  Augusia,  or  119,000  cubic  feet  per  minute  for 
11  hours  a  day.  The  enormous  increase  in  the  flow  that  can  be 
realized  from  the  use  of  the  lakes  and  ponds  above  may  be  realized 
upon  reference  to  Part  II,  pp.  94-98.  The  above,  it  will  be  un- 
derstood,  is  the  flow  in  an  extremely  dry  season. 

The  available  power  at  the  Ticonic  dam  in  a  severe  drouth  is 
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accordingly,  for  the  ordinarj  manufacturing  hours  of  the  day, 
about  4,500  horse-powers,  in  gross.  That  of  the  "  Rapids,''  upon 
development  will  be  at  same,  a  total  of  9,000  horse-powers,  or 
594,000  spindles  with  preparation  or  print  cloths,  or  380,000  spin- 
dles for  average  work.  It  can  be  doubled  or  treble<9&8  appears 
from  inspection  of  the  reservoirs  at  command. 

Froprietorahip, — Both  the  above  privileges  are  the  property  of 
the  Ticonic  Water-Power  Manufacturing  Company.  The  company 
own  400  acres  of  land  contiguous  to  the  river,  with  a  river  front 
of  one  and  three-fourths  miles  on  the  east  side  and  of  three-fourths 
of  a  mile  on  the  west  side  of  the  Kennebec,  with  all  the  water 
rights,  buildings,  and  property  necessary  for  the  present  develop- 
ment of  the  power,  the  accommodations  being  ample  for  all  re- 
quired mill  sites,  village  sites,  farming  lands,  and  other  appen- 
dages of  manufacturing  towns. 

The  lay  of  the  land  upon  both  these  privileges  is  singularly 
favorable ;  for  the  most  part  naturally  graded  for  the  reception  of 
mill  structures,  and  admirably  disposed  upon  both  sides  of  the 
river  for  the  convenient  location  of  a  large  city. 

AcceseibilUy. — ^The  tracks  of  the  Portland  &  Kennebec  Bailroad 
pass  directly  by  the  side  of  the  proposed  mill  sites,  and  the  rail- 
road company  have  arranged  to  afford  all  additional  facilities  of 
tracks  as  wanted.  The  depot  of  the  Maine  Central  Railroad  is 
also  within  convenient  distance  for  freight  and  passenger  use. 

Construction  maieriale  of  all  sorts  abundant,  timber,  brick, 
granite,  and  slate,  and  of  the  best  quality. 

MiUa,  etc. — A  grist  mill,  plaster  mill,  door,  sash  uid  blind  fac- 
tory, saw  mill,  and  a  large  wooden  mill  used  for  cutting  lumber, 
are  the  only  structures  in  occupation.  These  employ  an  insignifi- 
cant fraction  of  the  power. 

It  is  believed  by  practical  men,  that  the  Waterville  water-power 
in  the  Kennebec  river,  from  the  amount  of  constant  power  fur- 
nished, the  facilities  for  increasing  the  power  in  the  future  by  a 
system  of  reservoirs  above,  the  economy  of  construction,  the 
convenience  of  location  as  regards  freight  and  passenger  facilities, 
the  advantage  of  a  fine  farming  country  around  it,  and  of  obtaining 
plenty  of  the  best  kind  of  mill  help,  is  justly  entitled  to  be  ranked 
as  one  of  the  best  undeveloped  water-powers  in  New  England. 
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Wayne — ^Kbnnebkc  County. 
From  the  Statement  of  W.  Jordan,  Esq,,  and  of  (he  Selectmen. 

Three  Powers. 

Two  of  these  constitute  the  "  North  Wayne  Privilege/'  owned 
by  the  North  Wayne  Tool  Company. 

First,  "  Upper  Dam,"  head  and  fall  12  feet  at  ordinary  height  of 
water,  occupied  as  follows : 

Two  hammer  shops  now  in  use  ;  one  grindstone  shop,  four  6-foot 
Btones ;  two  polishing  shops ;  one  hardening  and  tempering  shop ; 
one  saw  mill,  one  saw  and  circular  saw ;  one  grist  mill,  three  runs 
stones.  Equal  to  16  single  saw  mills,  or  16  trip  hammers  for 
scythes  and  necessary  machinery. 

Second,  "  Lower  Dam,"  400  feet  from  upper  dam,  head  and  fall 
five  feet  at  ordinary  height  of  water.  Occupied  by  grind  shop, 
five  6-foot  stones  ;  repair  shop,  with  circular  saws,  &c.  At  very 
low  water  shut  down. 

Third,  "Wayne  Power,"  fall  12  feet  in  350,  owned  by  Johnson, 
Turner  &  Brown.  Orist  and  saw  mills,  shovel-handle  and  sash 
and  blind  shops.     Power  not  all  used. 

For  reservoirs  tributary  to  the  powers,  see  Table  2,  page  84, 
Part  II.  As  will  be  seen  a  large  amount  of  additional  storage  can 
be  had  when  needed. 

The  machinery  is  not  the  best  for  economizing  power.  The 
wheels  are  similar  to  the  Blake,  Kendall  and  Rose  patterns. 

The  underlying  rock  at  North  Wayne  is  a  form  of  slate,  with 
granite  in  limited  quantities.  At  Wayne,  granite  suitable  for 
building  purposes.  One-sixth  of  the  basin  of  the  streams  is  cov- 
ered with  woods. 

Lay  oir  the  land  at  North  Wayne,  is  good ;  at  Wayne,  is  very 
superior. 

Total  annual  product  at  North  Wayne,  $76,000;  at  Wayne, 
$35,000.  The  improvement  of  the  powers  has  benefited  the  town 
very  greatly ;  almost  the  entire  village  of  North  Wayne  has  been 
built  by  the  Tool  Company  and  their  workmen. 

Market,  the  whole  country,  by  railroad. 

Webster — Androscoggin  County. 

From  Selectmen's  Returns. 
Fotir  Powers. 

On  Sabattus  stream,  the  outlet  of  Sabattus  pond. 

First,  fall  12  feet;  Second,  14  feet;  Third,  12  feet;  Fourth,  18 feet. 
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Dams  and  mills  upon  each  fall.  A  large  amount  of  unused  power; 
mills  operate  all  the  year ;  privileges  all  owned  in  town. 

SabattuB  pond  covers  four  square  miles  and  is  dammed.  Its 
reservoir  capacity  could  be  considerably  increased.  Stream  very 
.  safe  and  constant ;  abundant  water  all  the  year. 

The  power  of  the  above  falls  may  be  inferred  from  the  fact  that 
at  the  *'  Factory  Fall ''  in  Lisbon  below,  1*75  horse  is  secured  on  a 
10-foot  fall,  with  turbine  wheel. 

Building  stone  on  the  fourth  fall  only ;  there  it  is  abundant  and 
good.  Land  upon  each  of  the  falls  level  and  convenient  for  the 
location  of  mills.    One  third  of  the  basin  covered  with  woods. 

Market,  Lewiston,  six  miles,  by  road  or  railroad. 

• 

Wbbsteb  Plantatiow-jPknobsoot  County. 

Statement  of  D.  BuMers,  Esq,,  of  PrenMss, 

One  Power. 

On  the  west  branch  of  Mattagordus  stream,  where  a  10-foot  head 
would  flow  six  or  eight  hundred  acres ;  stone  for  dam  clo^e  at 
hand.    No  improvement. 

Weld — Franklin  County. 
From  Selectmen's  Returns, 

Fourteen  Powers. 

The  town  of  Weld  is  almost  entirely  surrounded  by  mountains, 
from  which  seven  streams,  converging  to  the  centre  of  the  town, 
are  received  in  the  great  Webb's  pond  there  situated ;  upon  six  of 
the  streams  are  water-powers. 

First,  Second,  Third,  Fourth  and  Fifth,  on  the  Houghton  brook ; 
grist,  saw,  shingle,  sash  and  door,  and  spool  mills ;  another  mill 
building.  Water  sufficient  to  run  the  mills  for  the  most  of  the 
year.     Fall  60  feet  in  60  rods. 

Sixth,  about  three  miles  above,  "  Holden  Mills,"  with  power 
sufficient  to  run  most  of  the  year ;  saw  and  shingle. 

Seventh,  on  the  East  brook,  board,  shingle,  clapboard,  lath  and 
clover  mills.  Other  mills  might  be  erected  and  the  water  used 
over  repeatedly.  The  volume  of  water  is  something  greater  than 
that  of  the  Houghton  brook.  This  power  is  situated  at  Weld 
comer,  near  the  centre  of  the  town. 

Eighth,  one-fourth  mile  above,  carriages,  cabinet  work,  chairs, 
&c.;  the  power  is  only  part  used. 
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Ninth  and  Tenth,  three  miles  above,  small  powers ;  saw  mill, 
clapboard  and  shingle  mill. 

Eleventh,  on  West  brook,  volume  of  water  sufGicient  to  carry  a 
number  of  mills  through  the  year ;  fall  20  feet  in  40  rods. 

Twelfth,  on  Snowman  brook,  saw,  clapboard  and  shingle  mill ; 
can  operate  nearly  all  the  year. 

Thirteenth  and  Fourteenth,  on  Skoefield  brook,  small  powers ; 
saw,  threshing,  clapboard  and  shingle  machinery. 

On  the  mountains,  a  large  amount  of  spruce,  hemlock,  bass, 
rock-maple,  beech,  birch  and  white  ash,  which  can  be  easily  con- 
veyed to  the  mills  or  the  pond  and  run  through  the  outlet,  A 
large  amount  of  ship  timber  might  be  obtained.  Soil  good  for 
grain  and  potatoes ;  great  facilities  for  raising  stock,  &c. 

"The  scenery  of  Weld  is  very  beautiful,  the  town  being  nearly 
surrounded  by  mountains  with  the  pond  in  the  centre,  forming  a 
vast  basin.    A  first-class  hotel  for  summer  tourists  wanted.'' 


WeLUNQTON — ^PlSGATAQmS    CoUNTY. 

From  Selectmen's  Meiums, 
Six  Powers. 

First  to  the  Fourth,  inclusive,  in  the  westerly  part  of  the  town, 
on  the  Hegan  stream. 

Fifth,  on  a  branch  of  the  Hegan  stream,  near  the  centre  of  the 
town. 

Sixth,  on  the  Carlton  stream,  in  the  northeast  comer  of  the  town. 
The  height  of  the  several  falls  not  reported. 

Two  of  the  powers  would  saw  SOOiOOO  feet  of  lumber.  The 
powers  are  not  all  used ;  five  are  improved  in  mills.  The  mills 
work  about  one-third  part  of  the  year ;  one  not  improved  would 
run  the  greater  part  of  the  year. 

Breast,  Steams  and  Bose  wheels.  Basin  heavily  wooded. 
Annual  products,  |4,000. 

Market,  Bangor  and  Skowhegan,  by  road. 

Wells — York  County. 
From  (he  Returns  of  George  Ooodvrin,  JEsq. 

Fifteen  Powers,  Small. 

Ten  on  Little  river,  two  on  Ogunquitt  river,  two  on  Webhannett 
river,  one  on  Branch  river. 

The  fall  at  the  various  privileges  is  from  10  to  15  feet;  the 
82 
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power  capable  of  sawing  1,000,000  feet  of  lumber,  less  or  more, 
yearly.  It  is  all  improved  as  now  used,  with  not  the  best  machin- 
ery.   Rose,  centre-vent,  spile-vent  wheels. 

Streams  not  connected  with  lakes  or  ponds ;  artificial  reservoirs 
not  feasible.  Good  granite ;  convenient  sites ;  but  little  forest. 
The  powers  give  employment  to  about  fifty  men  for  about  half  of 
the  year,  and  so  aid  them  materially  in  the  way  of  business.  Value 
of  lumber  sawed,  |75,000. 

Market,  mostly  Boston,  by  water  or  rail. 

Wesley — ^Washington  County. 
From  (he  Selectmen's  Statement,  and  a  Plan  of  the  Streams, 

Eleven  Powers. 

First,  "Bacon  Dam,''  on  the  Ohain-lake  stream;  seven  feet 
head ;  flows  eight  miles  by  three-fourths  mile.  A  dam  is  to  be 
built  to  give  an  eight-foot  head,  forming  a  large  reservoir.  There 
are  three  ponds  in  the  series. 

Second,  "Groves'  Dam,"  below;  head  seven  feet. 

Third,  "Hayward  Mill,"  below;  nine  feet  head. 

Fourth,  "Joe  Hill  Dam;"  five  feet  head,  on  Old  stream. 

Fifth,  on  New  stream,  "  Gate's  Dam  ;"  nine  feet  head. 

Sixth,  "  College  Falls,"  on  New  stream ;  ten  feet  descent  over 
solid  ledge,  with  rock  bank  on  each  side. 

Seventh,  on  Seavey  brook,  below  the  upper  Seavey  pond ;  dam 
seven  feet  head. 

Eighth,  on  the  same  stream,  below  the  lower  Seavey  pond ;  dam 
seven  feet  head. 

The  Seavey  ponds  are  both  dammed  for  reservoirs. 

Ninth,  Tenth  and  Eleventh,  dams  on  Beaver-dam  brook,  in  the 
northeast  part  of  the  town. 

None  of  the  power  is  now  improved ;  has  been  in  years  past  in 
saw  mills ;  these  have  been  burned,  or  otherwise  disabled. 

Market,  Machias,  twenty  miles. 

West  Bath — Sagadahoc  County. 
Statement  of  (he  Selectmen,  and  of  A,  W.  Ring,  Esq, 

KumerouB  Powers* 

"Tide  privileges  are  numerous;  if  prox)erly  improved  would 
drive  sixty  up-and-down  saws  the  year  round.  This  is  our  delib- 
erate judgment,  though  not  based  upon  careful  survey." 


•i  ■■ 
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The  mean  fall  at  the  privileges  is  seven  feet ;  mills  will  operate 
seven  hours  to  the  tide,  with  a  common  six-foot,  perpendicular 
shaft,  iron  wheel. 


Wbstbbook — Cumberland  County. 

The  Statement  of  George  W,  Hammond,  Esq,,  in  behalf  of  (he 

Selectmen  of  Westbrook,  • 

Twelve  Powers. 

Three  of  the  above  are  situated  on  the  Presumpscot  river ;  one 
at  Cumberland  Mills  village,  five  miles  from  Portland,  on  the  Port- 
land &  Bochester  Railroad,  and  two  in  the  village  of  Saccarappa, 
six  miles  from  Portland,  also  on  the  same  railroad. 

First,  "  Cumberland  Mills  Power,"  a  fall  of  20  feet,  containing 
14  mill-powers,  or  2,013  horse-powers,  of  which  about  one-half  is 
now  in  use  in  the  manufacture  of  paper.  The  mean  velocity  of 
the  stream  is  1.52  feet  per  second,  or  18^  inches,  taken  from  five 
observations ;  the  mean  depth  of  the  stream,  taken  500  feet  above 
the  falls,  (an  average  of  cross  section  of  682|  feet)  is  3.31  feet; 
the  width  of  the  stream  being  176  feet. 

The  mills  are  owned  by  S.  D.  Warren,  Esq.,  and  are  worked 
the  whole  year.  They  give  employment  to  125  men  and  100 
women,  and  produce  an  annual  manufacture  of  over  $1,000,000. 
The  improvement  of  the  power  has  increased  the  population  and 
wealth  of  the  village  to  a  very  large  extent,  there  being  from  1854 
to  186t  an  increase  of  resident  families  from  16  to  66,  and  of 
dwelling-houses  for  the  same  period,  from  16  to  48.  The  height 
of  these  falls  above  the  sea  is  about  30  feet,  and  the  range  from  high 
'  to  low  water  is  five  feet.  The  market  is  chiefly  Boston  and  New 
York,  reached  by  Portland  &  Rochester  Railroad  and  teams  to 
Portland,  thence  by  railroad  and  steamers. 

Second  and  Third,  the  "  Upper  Power,"  at  the  village  of  Sacca- 
rappa, has  a  fall  of  12  feet,  ani  the  "  Lower  Power  "  of  19  feet ; 
containing,  respectively,  13  and  8  mill-powers,  making  a  total  of 
21  mill-powers ;  of  which  number  13  are  now  in  use.  The  cross 
section  of  the  upper  fall  is  about  10  feet,  and  that  of  the  lower 
eight  feet,  taken  15  feet  above  the  falls.  A  small  portion  of  the 
powers  is  improved. 

The  several  miUs  are  owned  as  follows :  on  the  northeast  side 
of  the  river,  by  the  Westbrook  Manufacturing  Company  and 
Messrs.  King  &  Warren.     Those  on  the  southwest  side,  l>y 
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Messrs.  Warren  &  Walker,  the  Patent  Wire  Company,  Judge 
Fitch;  Hon.  J.  Libby,  and  others. 

The  following  are  the  productions  of  the  mills  and  the  names  of 
those  who  now  are  working  them,  viz : 

The  Westbrook  Manufacturing  Company,  in  the  manufacture  of 
cotton,  employing  75  men  and  150  women,  and  producing  over 
$300,000  annually. 

Messrs.  •  Dana  &  McEwan,  in  the  manufacture  of  cotton  yam, 
employing  10  men  and  10  women,  and  producing  over  $50,000 
annually. 

Messrs.  Warren  &  Pennell,  in  the  manufacture  of  wire,  employ- 
ing from  12  to  15  men,  and  producing  about  $30,000  annually. 

Messrs.  S.  T.  Raymond  &  Co. ;  grist  and  plaster  mill ;  employ- 
ing six  men,  and  producing  over  $125,000  annually. 

Messrs.  Babb ;  iron  foundry ;  employing  10  men  and  producing 
$12,000  annually. 

Messrs.  Knowlton  Brothers;  machine  shop;  employing  four 
men  and  producing  $4,000  annually. 

Crowley's  laundry,  employing  four  men  and  two  women,  and 
producing  $4,000  annually. 

Foster's  dye-house,  employing  four  men,  and  producing  $4,000 
annually. 

Messrs.  Warren  &  Clements,  in  the  manufacture  of  lumber,  and 
grist  mill,  employing  about  TO  men,  and  producing  about  $600,000 
annually. 

Making  the  total  amount  of  manufacture  about  $2,130,000. 

The  machinery  is  for  the  most  part  very  good  for  economizing 
power,  though  not  the  best.  The  wheels  used  are  Gates'  centre- 
vent,  Reynolds',  Blake's  and  Tuttle's. 

The  reservoirs  available  to  these  powers  may  be  seen  upon 
reference  to  Part  II,  pages  143-4.  The  volume  of  freshets  as 
compared  with  the  ordinary  volume  of  the  stream,  is  but  little 
more  than  double.  There  has  been  no  destruction  in  past  years 
from  high  water.  The  stream  can  be  made  uniform  in  its  volume 
throughout  the  year.  The  lay  of  the  land  about  these  falls,  with 
reference  to  the  convenient  location  of  mills  and  workshops,  is  all 
that  can  be  desired  for  the  most  part.  About  one-eighth  of  the 
river  basin  is  covered  with  forest.  The  height  of  the  river  at 
Saccarappa  is  about  62  feet  above  the  sea.  The  out-cropping  and 
underlying  rocks,  blue  trap,  are  well  adapted  for  rough,  strong 
erections. 
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Duck  Pond  stream  takes  its  rise  from  the  pond  of  the  same 
name,  which  pond  is  over  three  square  miles  in  extent  and  over 
20  feet  average  depth.  It  is  supplied  chiefly  from  small  ponds 
and  springs,  and  is  1*71  feet  above  the  level  of  the  sea.  The 
stream  is  over  10  miles  in  length  from  "  Pride's  Bridge  "  to  the 
pond,  and  is  161  feet  above  the  river. at  this  point.  The  width  of 
the  stream  is  pretty  uniform  at  about  40  feet. 

Fourth,  the  only  improved  power  on  this  stream  is  at  the  outlet 
of  the  pond.  The  height  of  the  falls  is  1*7  feet,  and  the  power  is 
estimated  at  50  horse.  It  is  owned  by  the  Cumberland,  Bone 
Manufacturing  Company,  and  is  employed  in  the  manufapture  of 
bone  manure,  and  of  pails  and  tubs ;  employing  about  25  men  and 
.  producing  in  the  manufacture  of  bone  manure  about  $25,000 
annually,  and  that  of  pails  and  tubs  about  $20,000. 

Fifth,  Sixth,  Seventh,  Eighth  and  Ninth ;  there  are  five  addi- 
tional good  mill  sites  on  this  stream,  which  with  the  aid  of  dams 
would  give  a  fall  of  from  15  to  22  feet  each,,  and  from  60  to  T5 
horse-power.  About  one-sixth  of  the  basin  of  the  stream  is 
covered  with  forest;  The  population  and  wealth  are  nearly  all 
due  to  the  power  improvement.  The  market  is  chiefly  in  this 
State,  by  teams  to  Portland.  Wheels  are  Tuttle's  and  spiral-vent. 
The  capacity  of  the  pond  could  not  be  increased  with  advantage 
to  any  great  extent.  There  has  been  no  injury  in  years  past  from 
freshets.  Stream  may  be  made  perfectly  uniform  throughout  the 
year.  The  lay  of  the  land  for  mills  and  workshops,  good.  Bock, 
blue  trap.    Large  quantity  of  granite  very  convenient. 

Tenth,  on  the  Stroudwater  river,  in  the  village  of  Stroudwater, 
about  two  and  one-half  miles  from  Portland.  The  falls  are  twelve 
feet  high,  and  the  grist,  salt  and  spice  mills  upon  them,  are  owned 
by  W.  H.  Stevens.  Three  runs  of  stones  and  three  Tub  wheels, 
employ  about  eight  men,  produce  about  $20,000  annually ;  capable 
of  grinding  40  bushels  of  corn  per  hour.  The  average  depth  of 
stream  is  about  10  feet,  taken  100  feet  above  the  falls.  The  falls 
are  12  feet  above  the  sea.  The  market  is  chiefly  Portland,  reached 
by  teams. 

Eleventh  and  Twelfth,  about  three  miles  further  up  the  stream, 
within  one  mile  from  the  village  of  Saccarappa.  The  upper,  known 
as  the  "  Johnson  Falls,"  is  lY  feet  high.  The  lower  fall  is  18.9 
high,  and  is  known  as  the  "  Babb  Falls."  The  height  specified  is 
attained  respectively  in  a  horizontal  distance  of  about  1,000  feet. 
The  faUs  are  situated  about  one-half  mile  from  each  other.    The 
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upper  fall  is  rated  30,  and  the  lower  sixty-three  and  one-half  horse- 
power. 

There  is  a  smaU  threshing  and  saw  mill  owned  by  Sofns 
Johnson,  but  scaurcely  in  running  order  yet.  No  other  improve- 
ment on  either  &11.  The  river  has  only  a  small  flow  of  water,  but 
there  is  generally  a  stream  of  not  less  tiian  one  foot  cube. 

Lay  of  the  land  eligible  for  mill  purposes.  Trap  rock;  no 
injury  to  be  apprehended  from  freshets.  The  dams  for  these  two 
powers  would  require  but  a  small  outlay;  the  water  could  be 
taken  in  a  penstock,  and  by  so  doing  a  dam  one  or  two  feet  higfa» 
would  be  all  that  is  required. 


West  Oardiner — Ejbnnebsc  Oounty. 

SiatemerU  of  the  Selecimen, 
Two  Powers. 

First,  ''Collins'  Mills,''  on  the  Cobbosseecontee  river;  16  feet 
fall ;  work  all  the  year ;  saw,  shingle,  lath  and  picket  machinery. 
Grist  mill,  two  tanneries.  Power  sufficient  for  the  largest  manu- 
factories ;  water  abundant  all  the  year.  Lay  of  the  land  eligible^ 
for  mill  purposes. 

Second,  one  mile  above,  16  feet  fall,  and  equally  improvable 
with  the  other ;  no  improvement. 

The  Cobbosseecontee  being  fed  by  great  lakes  which  are  im- 
proved for  reservoirs,  is  free  from  drouths  or  freshets ;  the  supply 
of  water  is  copious,  and  can  be  made  much  more  abundant.  See 
''Reservoirs  of  the  Cobbosseecontee,"  page  9Y,  Part  II,  of  this 
Report. 

Weston — Aroostook  County. 

Statement  of  Selectmen, 
Two  Powers,  Small. 

First,  on  Cold  brook,  in  the  northwest  comer  of  the  town,  with 
a  privilege  on  it  that  has  run  a  saw  mill  perhaps  eight  or  ten 
weeks  in  a  season. 

Second,  formerly  a  grist  mill  on  Trout  brook,  in  the  southwest 
part  of  the  town,  that  would  grind  a  few  weeks  in  a  season. 
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Wbstpobt — Lincoln  County. 

Reported  by  Heal  Brothers, 
Three  Powers. 

First,  a  tide  power,  10  acres  of  pond,  a  dam,  a  saw  mill  out  of 
repair,  will  operate  12  hours  per  day ;  a  turbine  wheel  of  20  horse- 
power.    Not  now  in  use. 

Second,  a  tide  power,  32  acres  of  pond,  dam,  saw  mill  in  good 
repair;  will  run  three  turbines,  20  horse-power  each,  12  hours 
per  day,  and  cut  1,400,000  long  lumber  per  year,  and  various 
short  lumber.    Owned  by  Heal  Brothers. 

Third,  the  "  Riggs'  Mill,"  tide  power,  10  acres  of  pond,  saw 
mill  and  grist  mill,  two  turbine  wheels,  12  hours  per  day,  20 
.  horse-power  each ;  cut  700,000  of  lumber  and  grind  5,000  bushels 
of  grain  per  year.    Owned  by  Heal  Brothers. 

WmTEriBU)— Lincoln  County. 

From  Selectmen's  Betuma, 
Ten  Powers. 

First,  on  the  East  branch  of  the  Sheepscot  river  at  the  extreme 
northern  limit  of  the  town,  a  fine  mill  privilege,  saw,  grist,  shingle 
and  other  machinery.     Not  occupied  upon  the  western  side. 

Second,  20  rods  south,  a  good  privilege;  shingle  and  grist 
mill. 

Third,  three  miles  south,  on  an  outlet  of  Pleasant  pond,  a  fine 
privilege  within  20  rods  of  the  main  river ;  saw  and  shingle  mill. 

Fourth,  one  mile  south,  on  the  main  river,  a  fine  privilege ;  saw, 
shingle,  grist,  carding  and  clothing  mills. 

Fifth,  on  the  western  branch,  two  miles  north,  a  good  privilege ; 
formerly  a  saw  mill. 

Sixth,  south  of  the  Fourth,  about  three  miles  on  the  main 
stream,  a  good  privilege  ;  formerly  two  saw  mills. 

Seventh,  one  mile  south  of  the  last  mentioned,  the  best  privilege 
on  the  river  ;  formerly  two  saw  mills,  grist,  box  and  shingle  mills 
and  blacksmith  shop. 

Eighth  and  Ninth,  two  and  a  half  miles  further  south,  a  good 
privilege.  In  the  southeastern  part  of  the  town,  on  a  small  stream 
flowing  into  the  main  river,  another  privilege ;  saw  and  shingje 
mill. 

Tenth,  on  another  small  stream  flowing  into  the  mmn  river  near 
the  centre  of  the  town,  half  a  mile  north  of  No.  Seven,  a  shingle 
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mill.     Other  good  privileges  on  the  main  river  that  have  never 
been  occupied. 

The  head  and  fall  of  each  of  the  privileges  on  the  main  river 
will  average  10  to  12  feet.  Stream  fed  by  various  ponds,  aU  used 
for  reservoirs,  and  all  capable  of  further  improvement. 

WfflTING— WASmNGTON   CoUNTT. 

Five  Fowers. 

First,  on  Orange  stream,  the  outlet  of  Orange,  Rocky,  and  other 
ponds,  covering  three  or  four  square  miles ;  at  the  village,  a  grist 
mill, feet  fall. 

Second,  a  short  distance  above,  a  saw  mill,  faU feet. 

Third,  on  the  outlet  of  Roaring  lake,  a  shingle  mill. 

Fourth,  on  the  outlet  stream  of  Rocky  and  several  other  ponds, 
a  saw  mill. 

Fifth,  on  Holmes'  stream  in  the  southwest  part  of  tho  town,  a 
saw  mill. 

The  powers  on  Orange  stream  are  inferred  to  be  of  considerable 
value  from  the  apparent  facilities  for  storage  on  the  lakes  and 
ponds  above. 

WmTNEYVILLE — WASHINGTON    CoUNTY. 

From  the  Returns  of  N.  Bacheller,  Esq. 
One  Power. 

The  ''Middle  Falls,"  or  "The  MUls,"  on  Machias  river.  Height 
10  feet  in  60  rods.  The  dam  is  15  feet  high,  and  ponds  the  water 
back  five  or  six  miles.  Improvements,  three  gang  saw  mills,  five 
single  saws,  four  lath  mills,  one  shingle  and  one  clapboard  mill. 
Mills  work  about  half  of  the  year.  Shingles  and  laths  are  some- 
times  sawed  in  the  winter.  The  Stearns  wheel  used.  Power 
owned  by  an  association  known  as  the  Whitneyville  Agency. 
The  members  of  it  reside  part  in  Whitneyville  and  part  in  Boston. 

The  power  with  the  present  machinery,  dams,  etc.,  would  saw 
10,000,000  of  long  lumber,  10,000,000  of  laths,  800,000  shingles, 
and  60,000  clapboards.  In  1866  the  mills  cut  11,000,000  long 
lumber,  11,000,000  laths,  800,000  shingles,  some  clapboards,  and 
a  few  thousand  spool  bolts. 

.'\Jlfith  a  good  dam,  a  gang  and  single  saw,  and  lath  mill,  could 
undoubtedly  run  through  the  whole  summer. 

If  the  volume  of  water  in  an  ordinary  summer  season  be  assumed 
to  be  14,600  cubic  feet  at  this  point,  that  at  Machias  being  15,000, 
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the  power  on  the  whole  fall  of  25  feet  is  6*75  horse  or  2*7,000 
spindles.  With  regard  to  the  increase  of  the  volume  of  water, 
see  page  132,  Part  II,  of  this  Report. 

The  lakes  are  now  to  a  considerable  tetent  dammed,  but  the 
water  is  used  for  only  log-driving  purposes,  and  of  course  is  not 
available  for  manufacturing.  Six  hundred  acres  of  artificial  reser- 
voirs may  be  had  at  small  expense. 

With  the  present  machinery  and  no  development  of  the  lakes 
for  summer  storage,  the  power  is  about  all  used. 

Market,  by  railroad  to  Machiasport,  seven  and  a  half  miles  dis- 
tant, and  thence  by  sea,  in  vessels  of  all  sizes,  to  all  quarters. 

WlLLUMSBURG PiSCATAQUIS   OOUNTY. 

From  Selectmen's  Returns, 
Three  Powers. 

First,  on  the  west  branch  of  Pleasant  river,  at  the  mouth  of 
Eoaring  brook ;  would  drive  a  saw  mill  and  grist  mill  all  the  year. 
Unimproved. 

Second,  on  Roaring  brook,  two  miles  from  its  mouth ;  would 
drive  a  grist  mUl  and  saw  mill  one-half  of  the  year.  It  is  unim- 
proved.    An  artificial  reservoir  feasible. 

Third,  on  Whetstone  brook ;  a  saw  mill  about  going  up,  with 
shingle  machine ;  will  operate  about  half  of  the  time. 

First  and  Second  are  in  the  unbroken  wilderness. 

Wilton — Frankun  County. 

From  the  Statement  of  G.  Bartlett,  Esq.,  and  'the  Returns  of  Mai, 

John  H,  WiUard. 
Twenty  Powers. 

Nine  of  the  above  are  situated  on  Wilson's  stream,  the  outlet 
of  Wilson's  pond,  in  the  south  part  of  the  town,  which  forms  the 
reservoir  for  the  powers  at  and  below  the  outlet. 

This  pond,  according  to  the  town  plan,  contains  390  acres ;  but 
the  surface  now  flowed  by  the  dam,  which  is  five  feet  six  inches 
high,  is  much  greater.  The  pond  is  very  deep ;  in  one  part  no 
bottom  can  be  found  with  a  line  175  feet  long.  This  great  body 
of  water  retains  the  heat,  so  that  there  is  no  trouble  firom  ice  at 
the  mills  near  the  pond. 

First,  at  the  foot  of  the  pond,  head  and  fall  of  15  feet ;  can  be 
increased ;  saw  and  shingle  mill,  with  right  to  draw  one  and  a 
half  feet  below  the  top  of  the  dam ;  will  cut  3,000  feet  hemlock 
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and  ?,000  shingles  per  day ;  except  in  drouth  can  saw  most  of  the 
time  summer  and  winter ;  also  grist  mill  with  complete  equipment; 
uses  with  all  gates  hoisted  2T7  inches  water;  will  operate  six 
hours  a  day  with  full  head  and  all  gates  hoisted,  after  the  saw 
mill  has  to  stop ;  also  a  starch  factory,  with  right  to  draw  water 
necessary,  for  nine  months. 

Second,  below,  about  4=0  rods,  "  Brown's  Furniture  Factory ;" 
two  planing  machines. 

Third,  below,  carriage  shop,  six  feet  head. 

Fourth,  nine  feet  head,  "Furnel's  Woollen  Factory;"  machin- 
ery not  yet  in. 

Fifth,  "  Hobbs'  Bake  Factory,"  planing  machine,  etc. ;  seven 

feet  fall. 

Sixth,  Bass'  tannery ;  five  feet  head. 

Seventh,  fall  15  to  20  feet ;  F.  Robbins ;  no  improvement. 

Eighth,  below,  Bartlett's  saw  mill,  threshing  machine,  shingle 
machine ;  also  a  building  64  by  42  feet,  flume  built,  ready  for 
wheel,  cotton  yarn  factory  proposed ;  proprietor  will  let  or  lease ; 
located  within  40  rods  of  Androscoggin  Eailroad  station ;  a  most 
excellent  privilege. 

Ninth,  50  rods  below,  nine  feet  head  can  be  had ;  J.  Eobbins ; 
no  improvement. 

Tenth,  one-half  mile  below,  and  one-third  of  a  mile  below  the 
mouth  of  North  Pond  brook ;  10  feet  head  can  be  had ;  W.  S. 
Hinkley ;  no  improvement. 

Twelfth,  below,  and  at  East  Wilton,  Holt's  scythe  factory. 
Harper's  saw  mill,  spade-handle  factory,  &c. ;  plenty  of  water 
year  round. 

Thirteenth,  fall  13  feet;  Wilton  woollen  factory;  three  sets 
machinery,  40  inch,  now  run.  Mr.  Townsend,  the  agent,  says 
there  is  plenty  water  to  run  five  sets. 

Fourteenth,  fall  10  feet;  Swayne's  estate;  grist  mill,  shingle 
machine  and  threshing  machine.  In  addition  to  the  water  of  East 
Wilton,  this  power  has  the  water  from  Pea  pond,  99  acres. 

North  pond,  the  area  of  which  is  nearly  equal  to  that  of  Wilson 
pond,  (little  over  half  its  extent  being  represented  on  the  county 
map)  is  now  used  as  a  reservoir  by  the  East  Wilton  Woollen 
Manufacturing  Company,  who  own  the  privilege  and  the  right 
to  control  the  water.     On  the  outlet  stream  are  several  privileges. 

Fifteenth,  at  the  outlet,  an  old  grist  mill  and  saw  mill,  but  not 
used. 
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Sixteenth;  Seventeenth,  Eighteenth,  etc.,  below ;  small  powei^ 
of  not  much  value  owing  to  the  use  now  made  of  ihe  pond  for 
storage,  the  delivery  of  water  being  regulated  by  the  demand  at 
East  Wilton. 

Twentieth,  on  the  main  inlet  of  Wilson  pond ;  small  power ;  not 
occupied. 

The  water-power  in  this  town  is  of  unusual  constancy  owing  to 
the  land  upon  the  tributary  streams  of  the  ponds  being  springy  and 
charged  with  water,  so  that  the  reservoirs  hold  out  remarkably. 

It  also  enjoys  excellent  facilities  of  access  to  market,  the 
Androscoggin  Railroad  passing  in  the  immediate  vicinity  of  the 
Wilson-atream  powers. 

Windham — Oumbbrland  Countt. 
From  (he  StatemetU  of  WiUiam  H,  White,  Esq. 

[See  ftlw  "  Qorham  and  Wlndbam,*  and  «  Standuh  and  Windham.''] 

Eight  Powers. 

First,  the  "  Narrows'  Falls,"on  Pleasant  river,  at  the  outlet  of 
Little  Sebago  pond,  fall  10  feet;  owned  by  J.  Pope  &  Co.  Unim- 
proved, the  mills  having  been  carried  off  by  the  dam  giving  away. 

Second,  "  Legrows'  Palls,"  below,  on  the  same  river,  seven  feet 
fall.    Unoccupied. 

Third,  "  Carney's  Falls,"  below)  10  feet  fall,  occupied  by  stave 
mill  and  other  machinery. 

Fourth,  "Andrews'  Palls,"  below,  eight  feet  fall.    Unoccupied. 

Fifth,  "Pope's  Falls,"  below,  ten  feet  fall,  woollen,  saw,  stave 
mills,  &c. 

Sixth,  "Allen's  Falls,"  below,  seven  feet  fall.    Unoccupied. 

Seventh,  "  Baker's  Palls,"  below,  10  feet  fall,  stave  mill. 

The  above  powers  are  valuable,  the  supply  of  water  being  con- 
stant and  freshets  being  wholly  under  control.  Little  Sebago 
pond  is  "  ten  miles  long  and  a  mile  wide."  It  is  already  raised 
seven  feet  by  a  dam,  and  can  be  raised  five  feet  more,  increasing 
the  storage  capacity  nearly  three-fold. 

Eighth,  "Kennard's  Mill,"  on  the  outlet  of  Turtle,  Mud,  and 
other  ponds ;  fall  seven  feet,  stave  mill. 

Market,  Portland,  by  canal,  road,  and  part  by  rail. 

Windsor — ^Kennebec  County. 
Four  Powers, 

First,  on  the  west  branch  of  Sheepscot  river,  south  of  the  centre 

of  the  town,  grist  and  saw  mills. 
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•  Second,  above,  at  the  junction  of  the  river  and  the  Sevade  pond 
stream,  a  saw  mill ;  a  large  mill  pond  and  two  considerable  ponds 
on  the  stream. 

Third,  on  the  outlet  stream  of  Moody  pond,  a  saw  mill. 

Fourth,  a  saw  mill  on  a  small  stream  in  the  south  part  of  the 
town. 

Winn — Penobscot  County. 
From  the  Returns  of  Winn. 

[Soe  alflo  "  Cheeter  and  Winn,"  and  "  Mattawamkeag  and  Winn."] 

Three  Powers. 

First,  "Upper  Mattakeunk  Falls,"  on  the  Mattakeunk  river ; 
fall  50  feet  in  100  rods ;  saw  mill.     Otherwise  totally  unimproved. 

Second,  "  Lower  Mattakeunk  Falls ;''  fall  15  feet  in  125  rods ; 
not  improved.     About  500  square  inches  of  water. 

Third,  rapids  on  Salmon  stream ;  saw  mill ;  otherwise  not  used ; 
will  operate  half  the  year. 

All  the  powers,  except  the  last,  will  carry  a  large  amount  of 
machinery  all  the  year.  An  insignificant  portion  of  the  power  is 
now  improved.  Qranite  and  slate  rock  abundant ;  sites  excellent, 
in  every  case.  Nine-tenths  of  the  basins  of  the  streams  are 
covered  with  wood.  Yearly  product  of  mills,  about  1,000,000 
feet  lumber.  Stream  fed  by  Mattakeunk  pond  1,000  acres, 
dammed ;  cah  be  made  a  great  reservoir. 

Market,  Bangor,  by  rail  and  river. 


WiNSLow — ^Kennebec  Countt. 
From  Selectmen's  Returns,  including  a  Plan  of  the  Water-Power. 

[See  also  "WatenriUe  and  Wiiulow/'] 

Seven  Powers,  and  More. 

First,  on  the  Mill  brook,  fed  by  large  ponds  in  China.  "  Upper 
Dam ;"  a  woollen  factory,  owned  by  J.  D.  Lang ;  turns  out  eighty 
dollars  per  day  of  manufactures  when  in  operation.  Peg  factory 
on  the  other  side. 

Second,  "  Second  Dam ;"  no  machinery  in  operation. 

Third,  "Haydon's  Dam;"  saw  mill,  shingle  mill,  threshing 
machine,  picket  mill,  and  the  power  is  but  partially  used. 

Fourth,  "  Fourth  Dam ;"  saw,  shingle,  picket  and  lath  machine  ; 
power  part  used.  * 
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Fifth,  on  the  outlet  of  Pattee's  pond ;  grist  mill  and  shingle  mill ; 
formerly  a  saw  mill ;  power  only  partially  used. 

Sixth,  on  the  outlet  of  Webber's  pond  ;  a  saw  mill ;  can  operate 
one  saw. 

From  Benton  falls  to  .the  mouth  of  the  Sebasticook,  I.  E. 
Oetchell,  Esq.,  reports  a  fall  of  22  feet  six  inches,  the  whole  dis- 
tance being  five  miles.  From  the  falls  to  Winslow  line,  three- 
fourths  of  a  mile  run,  and  eight  feet  six  inches  fall ;  thence  to  the 
head  of  dead  water  one  and  a  quarter  miles  run,  and  six  feet  eight 
inches  fall ;  thence  two  miles  of  dead  water  and  two  feet  four 
inches  fall ;  thence  to  the  mouth  of  the  river,  one  mile  run  and 
five  feet  fall ;  total  fall  as  above. 

Mr.  GetcheU  judges  a  fine  power  could  be  developed  at  the 
mouth  of  the  Sebasticook,  the  bottom  and  banks  being  favorable 
for  dam  and  mills ;  logs  can  be  taken  from  both  the  Sebasticook 
and  Kennebec. 

WiNTERPORT — Waldo  County. 

Statement  of  the  Selectmen, 

Seven  Fowers,  or  More* 

First,  "Plummer's  Mills,"  on  the  Marsh  river,  fall  25  feet; 
power  sufficient  to  run  saw,  stave  and  shingle  mills. 

Second,  the  "Boyd  Mill,"  on  Marsh  river,  fall  16  feet;  saw 
mill. 

Third,  '*  Tapley  Mills,"  on  Marsh  river,  16  feet  fall ;  power  has 
been  sufficient  to  carry  a  grist  mill  with  two  runs  of  stone,  saw 
mill,  and  card  and  clothing  mill.  Mill  was  burned  last  fall,  and 
has  not  been  rebuilt. 

Fourth,  on  Cole's  brook,  at  North  Winterport,  "Baker  Mill," 
fall  12  feet ;  stave  and  shingle  mill. 

Fifth,  Sixth,  Seventh,  etc.  There  are  several  more  privileges 
on  the  Marsh  river,  never  occupied,  between  the  above  mentioned 
mills. 

WiNTHBOP — KSNNBBBO   COUNTT. 

From  Selectmen's  Betuma, 
Six  Powers. 

Four  situated  at  the  village,  and  between  the  two  ponds  called 
North  and  South. 

First,  a  woollen  factory,  15  feet  head  and  fall ;  manufactures 
blankets,  &c.;  uses  400  pounds  wool  per  day,  and  pays  $100  per 
day  for  labor;  amount  of  goods  sold  per  annum,  $150,000. 
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Second,  a  grist  mill  of  about  the  eame  power,  and  a  bark  and 
fulling  mill,  on  same  dam.  The  grist  mill  grinds  12,000  bushels  of 
grain  of  all  kinds  per  annum ;  the  bark  and  foiling  mills  are  unem- 
ployed. 

Third,  a  saw  mill  and  cotton  factory,  same  dam,  about  12  feet 
head  and  fall ;  mill  saws  about  200,000  feet  of  lumber  annually ; 
the  factory  makes  cotton  yam  and  lines ;  amount  of  goods  manu- 
factured and  sold,  $?5,000. 

Fourth,  "Whitman's  Agricultural  Tool  Manufactory,"  manu- 
factures cider  mills,  horse  and  hand  rake,  planing,  threshing  and 
winnowing  machines,  &c.,  &c.;  iron  machine  shop,  foundry,  &c., 
connected,  and  a  saw  mill  on  the  same  dam ;  about  the  same  as  the 
other  privileges  for  power ;  the  mill  cuts  out  600,000  lumber  per 
year.  The  agricultural  implements,  &c.,  manufactured  and  sold, 
amount  yearly  to  from  $75,000  to  $100,000. 

Fifth,  on  a  small  stream  leading  from  Carlton  pond,  in  East 
Beadfield,  is  used  only  a  part  of  the  year ;  occupied  by  Jacob 
Pope  of  Manchester,  to  polish  and  finish  hay  forks,  &c.;  formerly 
used  for  a  saw  mill. 

Sixth,  on  a  small  stream  leading  from  a  small  pond  in  East 
Winthrop,  used  by  Parlin  Brothers  for  grinding  bark,  Ac,  for  a 
tannery. 

WiscASSET — Lincoln  Countt. 

From  Selectmen* 8. Betums. 

Twelve  Powers. 

First  to  Eighth,  inclusive,  on  Mt.  Sweag  stream ;  all  have  been, 
in  times  past,  improved ;  only  one  at  present,  McKenney's  grist 
mill;  six  or  seven  feet  fall;  grinds  six  months  in  the  year; 
(average)  about  10  bushels  per  hour. 

The  other  mills,  saw  and  grist,  have  all  been  carried  away  or 
burned ;  height  of  fall  at  other  places  before  dams  were  carried 
away,  five  or  ten  feet ;  average  six,  and  about  the  same  power  of 
the  one  now  standing.  One  of  the  mills  sawed  100,000  feet 
boards,  etc.,  per  year. 

Ninth,  in  the  eastern  part  of  the  town ;    Wright's  grist  and 
plaster  mill ;  partly  a  tide  mill ;  grinds  50  bushels  of  corn  to  a . 
tide.    Kendall  wheel ;  finds  it  much  better  than  the  Partridge  or 
Atkins  wheel  for  tide  wheel. 

Tenth,  Eleventh  and  Twelfth,  tide  mills,  south  part  of  the  town ; 
saw  from  100,000  to  600,000  feet  per  year. 
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Woodstock — ^Oxford  Oottktt. 

From  Selecifmen'a  Betums. 
Four  Powers. 

First,  on  Concord  river,  the  outlet  of  Little  and  Great  Concord 
ponds.  The  capacity  of  these  ponds  might  be  increased  with 
small  expense.  Six  miles  from  market,  and  a  bad  road ;  "  Perry's 
Saw  Mills,"  operate  three  or  four  months  in  the  year.  A  large 
quantity  of  spruce  and  hemlock  in  the  vicinity;  also  a  small 
amount  of  pine. 

Second,  at  the  outlet  of  Bryant's  pond,  two  miles  from  Bryant's 
Pond  village,  on  the  Grand  Trunk  Railroad.  Some  timber  in  this 
vicinity ;  privilege  not  improved ;  it  offers  decided  advantages  for 
manufacturing  upon  a  small  scale.  The  capacity  of  this  pond 
could  be  increased  without  a  very  heavy  expense ;  it  has  already 
been  considerably  increased  by  a  company  located  at  South  Paris. 
Great  quantity  of  granite  in  the  vicinity  and  of  good  quality. 

Third,  on  a  branch  of  the  Little  Androscoggin  river ;  convenient 
to  market.  "Andrews'  Mill,"  boards,  coffins,  sash,  doors,  &c. 
Small  amount  of  timber  in  this  vicinity. 

Fourth,  at  North  Woodstock,  on  a  branch  of  the  Little  Concord 
river,  two  miles  from  Biyant's  Pond  station  on  the  Atlantic  and 
St,  Lawrence  Railroad.  "  Crocker's  Saw  Mill,"  not  used  now. 
Considerable  timber  in  this  vicinity ;  the  location  offers  advantages 
for  manufacturing  lumber  on  a  limited  scale. 

The  natural  falls  at  these  privileges  are  slight,  their  capacity 
being  increased  by  dams.  Wheels  and  machinery  are  not  generally 
of  the  most  approved  kind.  Freshets  have  done  but  slight  damage 
in  years  past ;  streams  variable. 

Woolwich — Sagadahoc  County. 

Five  Powers,  and  More. 

First,  on  a  creek  tributary  to  Back  river,  a  tide  power,  two 
saw  mills. 

Second,  a  tide  power  in  the  southeast  part  of  the  town,  a  saw 
mill,  quite  a  mill  pond. 

Third,  at  the  mouth  of  the  Monsweag  river,  a  saw  mill. 

Fourth,  on  a  tributary  to  the  Monsweag  river,  a  grist  mill. 

Fifth,  on  the  outlet  stream  of  Nequosset  pond,  a  saw  mill ;  pond 
covers  nearly  a  square  mile. 

Various  sites  for  tide  mills. 
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Yarmouth — Cumberland  County. 

From  Selectmen's  Betums. 
Six  Powers. 

They  are  called— one,  "GoocVs;"  four,  "Baker's;"  one,  the 
"Factory  Fall."  All  are  situated  on  Royal  river;  combined 
height,  66  feet  in  one  mile. 

Power  estimated  sufficient  to  grind  75  bushels  of  grain  per  hour 
each ;  more  could  be  done  with  the  best  machinery.  Mills  work 
all  the  year. 

Stream  connected  with  three  small  ponds.  Range  from  lowest 
to  highest  water,  six  feet.  Effect  of  the  improvement  of  the  power 
upon  the  wealth  of  the  town,  excellent. 

Sabbath-day  pond  in  New  Gloucester,  is  now,  1869,  being  con- 
verted into  a  reservoir  to  Royal  river ;  10  feet  head  will  be  com- 
manded upon  the  pond  and  surrounding  low  land,  500.  acres  in  all. 

Market,  Portland,  by  Orand  Trunk  Railroad,  and  by  sea. 

York — York  Countt. 

From  Selectman's  Statement. 
Two  Powers. 

First,  "  Chase's  Wool  Factory,"  upon  a  fall  of  19  feet,  on  the 
outlet  stream  of  Chase's  pond,  350  acres  in  extent.  A  pond 
above,  of  100  acres,  might  easily  be  drained  into  Chase's  pond.. 

Second,  two  miles  below,  "  Webber's  Mills,"  on  a  fall  of  35 
feet ;  saw,  grist,  and  shingle  mills. 

None  of  the  mills  work  all  the  year. 

Z  Tract — Penobscot  County. 

[South  of  Nioatou.] 

One  Power. 

On  Pattagumpus  stream,  a  saw  mill. 


APPENDIX. 


In  his  report  of  the  water-powers  in  Bradlej/ Milford  and  Old- 
town,  S.  F.  Harrison,  Civil  Engineer,  gives  the  following  details 
respecting  the  volume  of  the  Penobscot  river : 

"  August  22,  1868,  I  measured  a  section  of  the  river  about  half 
a  mile  below  the  Oreat  Works  Mills  (Bradley  and  Oldtown)  where 
I  found  a  very  uniform  bed  and  uniform  current,  about  2,000  feet 
in  length,  and  with  a  breadth  of  water  at  the  time  varying  from 
377  to  400  feet.  Soundings  were  taken  every  10  feet,  and  the 
surface  current  timed  at  each  section  by  floats,  for  1,000  feet. 
The  measurements  of  the  current  were  made  in  the  afternoon, 
commencing  at  3  o'clock,  the  accumulations  in  the  mill-ponds 
above  the  dams  made  in  the  hours  of  partial  non-use  in  the  night 
time  having  by  that  hour  become  drawn  down,  and  the  river 
accordingly  running  at  its  natural  minimum  volvme.  The  volume 
found  was  243,480  cubic  feet  per  minute.^' 

This  exceeds  considerSibly,  it  will  be  noticed,  Mr.  Mills^  estimate 
for  the  excessive  drouths  of  1864-5.    See  page  105. 

Mr.  Harrison  estimates  the  maximum  flow  at  this  point  in  the 
spring  freshet  of  1869,  at  4,200,000  cubic  feet  per  minute,  not 
including  the  Stillwater  branch. 

The  range  from  lowest  to  highest  water  at  this  point  is  in  the 
average  of  years,  nine  feet.  In  the  spring  of  1869  it  was  nine  feet 
three  inches.  At  other  points  in  this  general  section  of  the  river 
the  range  is  greater,  from  13  to  14  feet. 

Bbadlby — ^Penobscot  County. 

Statement  of  8.  F.  Harrison,  OivU  Engineer,  based  upon  kis 

Survey  in  August  and  September,  1868. 
£See  alw  "  Bndlej  and  Oldtown,"  ud  "  BndUj  ud  Oroao,"  la  Appcodlz.] 

Xighteen  Powen. 

Eleven  of  these  are  on  the  Great  Works  stream,  and  seven  on 
the  Blackman  or  Nichols  stream, 
33 
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First,  on  Great  Works  stream,  about  40  rods  from  its  outlet 
into  the  Penobscot,  and  11  miles  from  Bangor;  fall  11  feet;  two 
shingle  mills ;  owned  by  N.  Kittredge  &  Go.  Bon  nine  months 
in  the  year,  manufacture  2,500,000  shingles.  The  mills  are  so 
situated  as  to  take  stock  from  the  Penobscot  as  well  as  from  their 
own  pond. 

The  erection  of  a  5-foot  dam  at  the  foot  of  the  meadow  one  and 
a  quarter  miles  up  stream,  would  form  a  reservoir  of  about  800 
acres,  ponding  the  water  back  about  six  miles,  and  supply  water 
sufficient  for  15  horse-powers  through  three  months  drought,  the 
power  for  the  remainder  of  the  year  would  be  much  larger. 

Second,  Third,  Fourth,  Fifth,  and  Sixth.  Above  this  power  and 
below  said  meadow,  are  four  other  powers  of  nine  feet  head  and 
fall  each,  and  one  of  14  feet  head  and  fall.  The  last-mentioned  has 
been  improved  by  mills  and  dam,  burned  a  few  years  ago. 

Seventh,  seven  miles  above,  on  the  north  branch  of  said  stream, 
"  Shepley's  Falls,''  formerly  shingle  mills,  burned  a  few  years  ago. 
Sufficient  water  to  run  a  shingle  mill  eight  months  in  the  year  and 
do  good  business. 

Eighth,  Ninth,  Tenth,  Eleventh,  Twelfth,  above,  on  the  same 
branch,  and  within  two  miles,  head  and  fall  from  11  to  14  feet 
each ;  a  6-foot  dam  at  the  upper  would  pond  back  the  water  about 
three  miles,  and  frirnish  a  reservoir  of  about  60  acres.  There  are 
no  large  ponds  on  this  branch. 

About  nine-tenths  of  the  basin  of  this  stream  is  wooded,  and 
large  quantities  of  timber  are  cut  and  hauled  into  the  stream 
every  year. 

On  the  Blackman  or  Nichols  stream  there  are  seven  powers  all 
within  nine  to  ten  miles  of  Bangor,  and  at  varying  distances  from 
the  outlet  of  the  stream  into  the  Penobscot  river  for  one  and  a  half 
miles  up  said  stream. 

Thirteenth,  the  first  or  lowest  on  the  stream,  about  10  rods  from 
the  Penobscot;  11  feet  head;  a  single  saw,  shingle  and  lath  mill, 
one  each,  run  10|  months,  manufacture  500,000  feet  of  long  lum- 
ber, 1,000,000  shingles,  500,000  laths ;  stock  can  be  taken  from 
the  Penobscot  river  into  the  mill,  and  the  lumber  can  be  very  con- 
veniently loaded  on  teams  or  rafted  down  the  river  to  Bangor. 
This  power  is  perfectly  safe  from  danger  by  ice  or  freshets,  and  is 
considered  by  lumbermen  one  of  the  best  powers  on  the  river. 
Owned  by  Blackman  brothers,  who  also  own  all  the  oth^r  powers 
on  the  stream  except  two. 
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Fourteenth,  about  20  rods  above,  at  present  unoccupied,  grist 
mUl  going  up  soon. 

The  total  fall  at  the  foregoing  two  powers,  is  28^  feet  in  a  hori- 
zontal distance  of  25  rods.  A  toll-bridge  across  the  Penobscot 
near  these  two  powers  is  soon  to  be  built,  giving  access  to  OroBO 
and  the  European  and  North  American  Railway,  greatly  enhancing 
the  value  of  all  the  powers  on  the  stream. 

Fifteenth,  Sixteenth,  Seventeenth,  Eighteenth,  above,  and  within 
one  and  a  half  miles,  unimproved;  head  and  fall  from  nine  to  12 
feet  each.  One  of  nine  feet  fall  is  improved  by  two  shingle  mills, 
one  set  of  heading  machinery,  which  run  10^  months,  and  manu- 
facture 2,000,000  shingles,  60,000  feet  spool  lumber,  53,000  pair 
heading,  50,000  staves,  40,000  broom  handles. 

Both  of  the  improved  powers  have  ample  ponds  for  the  storage 
of  all  the  stock  they  can  manufacture,  and  more. 

Bradley  and  Oldtown — Penobscot  County. 

&atementof  8.  F.  Harrison,  Civil  Engineer,  hosed  upon  his 
Survey  in  August  and  September,  1868. 

[See  also  **  Bradley,"  and  •<  Oldtown,"  In  Appendix.] 

One  Power. 

''Great  Works  Falls,"  on  the  Penobscot  river,  about  11  miles 
from  Bangor;  elevated  70  feet  above  tide-water;  total  descent  II 
feet. 

The  amount  of  power  estimated  for  the  volume  of  water  found 
by  Mr.  Harrison  in  his  survey,  is  5,000  horse.  Estimated  for  the 
volume  found  by  Mr.  Mills  near  Bangor  in  the  great  drouth  of 
1864-6,  the  power  is  about  3,000  horse. 

The  natural  falls  are  formed  of  two  ridges  of  ledge  extending 
across  the  river  about  80  rods  apart,  and  with  a  fall  of  about  three 
and  a  half  feet  each.  The  height  of  the  upper  ridge  is  increased 
one  and  a  half  feet  by  a  low  dam  and  apron  occupying  about  200 
feet  of  the  central  part  of  the  river.  This  dam  is  made  low  so  as 
not  to  obstruct  the  passage  of  rafts,  logs,  &c.  Adjoining  the  low 
dam  on  either  side  are  higher  dams  (of  wood)  extending  down  the 
river  and  nearly  parallel  with  its  axis,  to  the  Qreat-Works  mills  in 
Bradley,  and  to  the  West  Great-Works  mills  in  Oldtown.  Said 
lateral  dams  are  about  95  rods  in  length.  The  river  at  this  point 
is  about  700  feet  in  width. 

Two  blocks  of  saw  mills  and  one  shingle  and  clapboard  mill  are 


516  WATER  POWBE  OV  MAINS. 

in  occupation  of  this  power  on  the  Bradley  side,  owned  by  the 
Great- Works  Milling  and  Manufacturing  Company. 

In  said  blocks  there  are  three  gang  saw  mills,  12  single,  one 

muley, "three  lath,  one  clapboard,  and  three  shingle  mills ;  which 

manufacture  in  the  seven  months  of  running,  20,000,000  feet  of 

^  long  lumber,  14,000,000  laths,  300,000  pickets,  5,000,000  shingles, 

and  300,000  clapboards. 

The  power  on  this  (Bradley)  side  of  the  river  might  be  farther 
improved  by  extending  a  dam  down  the  bank  of  the  river  about 
80  rods  from  the  mills  aforesaid,  and  so  as  to  cross  the  outlet  of 
Great  Works  stream.  An  increase  of  two  feet  head  and  fall  would 
be  obtained  in  the  section  below  the  mills  by  this  means,  or  a  total 
head  of  13  feet.  This  would  greatly  increase  this  power  at  lowest 
water,  and  for  five  and  a  half  months  of  the  sawing  season  would 
increase  it  three-fold  at  least.  It  would  also  augment  the  capacity 
of  the  mill  ponds  for  storing  logs,  &c.,  50  acres.  The  expense  for 
damages  in  making  the  improvement  would  not  exceed  $40,000. 
With  the  improvement  aforesaid  this  power  would  not  be  equaled 
on  the  Penobscot  river. 

The  lay  of  the  land  about  this  power  is  favorable  for  the  erection 
of  mills  and  the  location  of  a  town.  The  village  at  this  place, 
called  Great  Works,  has  a  population  of  about  700  inhabitants, 
who  are  mainly  dependent  upon  the  business  furnished  by  this 
power.  A  large  extent  of  unimproved  lands,  heavily  wooded, 
near  by,  can  be  obtained  cheap ;  about  four^fths  of  the  town  is 
covered  by  forest. 

Market,  Bangor,  by  road  or  by  the  river.  Passengers  and  light 
freight  cross  the  river  by  ferry-boat,  and  take  the  cai^s  at  the  West 
Great- Works  station,  on  the  European  and  North  American  Rail- 
way. Heavy  freight  by  teams  one  and  a  half  miles  to  Milford,  at 
either  the  European  and  North  American  Railway  or  the  Bangor, 
Oidtown  and  Milford  Railroad. 

The  Legislature  at  its  session  last  winter  granted  a  charter  for  a 
ctoll  and  railroad  bridge,  to  cross  the  river  at  this  point  so  as  to 
connect  with  the  European  and  North  American  Railway,  and  the 
prospects  are  favorable  for  its  erection  at  no  very  distant  day. 

On  the  west  side  of  the  river  at  West  Great  Works  in  Oidtown, 
this  power  is  improved  by  one  block  of  mills,  owned  by  Smith  & 
Pearson,  four  gang  saw  mills,  six  single,  three  lath,  one  clapboard, 
two  shingle  mills;    which  run  seven  months  and  manufacture 
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20,000,000  feet  of  long  lumber,  14,000,000  laths,  pickets,  &c., 
4,000,000  shingles,  500,000  clapboards. 

By  a  short  branch  track  .the  cars  of  the  European  and  North 
American  Railway  are  run  to  these  mills  and  loaded  directly  from 
the  mills. 

Bradley  and  Orono — Penobscot  County. 

Statement  of  S,  F.  Harrison,  Civil  Engineer,  hosed  upon  his 
Survey  in  August  and  September,  1868. 

[See  also  **  Bradley,'*  in  Appendix,  and  '*  Orono."] 

Two  Powers. 

First,  an  unimproved  power  located  on  the  Penobscot  river, 
about  nine  and  three-fourth  miles  from  Bangor,  and  one  and  one- 
fourth  miles  below  the  Great-Works  falls.  Total  descent  13  feet 
from  the  foot  of  Great- Works  falls.  The  banks  of  the  river  are 
sufficiently  elevated  to  admit  of  a  dam  11  feet  high.  The  bed  of 
the  river  at  this  point,  and  the  left  bank  (Bradley  side)  to  above 
high-water  mark;  are  ledge,  the  bottom  being  solid  bare  rock  for 
one-third  the  distance  across,  and  for  the  remainder  being  covered 
by  large  stones.  The  width  of  the  river  here  is  about  500  feet. 
Seven  feet  of  the  fall  are  attained  in  the  first  half  mile  above  said 
ledge.;  there  is  also  the  same  amount  (seven  feet)  of  fall  from  this 
fall  to  the  Orono  mill-pond  half  a  mile  below. 

Second  power,  "Ayer*s  Falls,"  3T  feet  above  tide-water,  10  feet 
fall ;  river  600  feet  wide.  For  further  particulars  see  report  of 
Orono,  of  this  power  and  of  the  "Basin  Mills." 

MiLFORD — Penobscot  County. 
Statement  of  S,  F.  Harrison,  Civil  Engineer. 

[See  also  "  Mtlford  and  Oldtoivn,'*  in  Appendix.] 

There  is  no  water-power  in  Milford  except  upon  the  boundary, 
on  the  Penobscot  river,  an  account  of  which  is  given  below. 

MiLFORD   AND    OlDTOWN — PeNOBSCOT   CoUNTT. 

Statement  of  S,  F,  Harrison,  Civil  Engineer,  based  upon  his 
Survey  in  August  and  September,  1868. 

[See  also  •*  MUford,"  and  ««01dtown,''  in  AppondU.] 

Three  Powers. 

First,  "Oldtown  Falls,"  on  the  Penobscot  river,  between  the 
villages  of  Oldtown  and  Milford,  12  miles  from  Bangor,  the  head 
thereof  being  92  feet  above  tide-water  at  Eddington  bend. 
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Formation. — ^The  natural  fall  is  formed  by  a  ledge  extending 
across  the  river  at  nearly  right  angles  to  its  general  course,  which 
serves  as  the  foundation  for  the  mills  and  dams  built  on  each  side 
of  the  central  part  of  the  river.  Said  central  part  for  about  300 
feet  in  width  is  free  from  all  obstruction's.  The  natural  fall  is  13 
feet  in  a  horizontal  distance  of  190  feet,  with  an  additional  descent 
of  three  and  a  half  feet  in  20  rods.  The  river  at  this  point  is  about 
800  feet  in  width. 

Power. — These  falls  (in  the  first  190  feet)  will  furnish  a  constant 
power,  day  and  night,  during  the  lowest  run  of  water,  of  6,000 
horses,  and  with  dams  at  the  head  of  the  fall  to  increase  its  height  ^ 
a  much  greater  amount.     This  is  estimated  for  the  volume  of  water 
found  by  Mr.  Harrison  in  his  survey.     See  Appendix,  page  513. 

Lay  of  the  land,  etc. — The  lay  of  the  land  on  both  sides  of  the 
river  is  favorable  for  the  location  of  manufacturing  establishments. 
Large  quantities  of  stone  suitable  for  foundations  are  procurable 
near  by,  and  boulder  granite  is  also  found  in  considerable  quanti- 
ties. Any  amount  of  good  granite  can  ibe  easily  and  cheaply 
obtained  at  the  celebrated  Prospect  quarry,  and  cheaply  transpor- 
ted by  vessel  and  rail.  Good  brick  clay  near  at  hand.  Lumber 
for  building  purposes  either  manufactured  or  in  the  log  is  obtain- 
able  in  almost  unlimited  quantities.  The  great  Penobscot  booms, 
in  which  are  stored  nearly  all  the  lumber  cut  on  the  river,  are  about 
two  miles  above. 

Accessibility. — This  power  is  accessible  by  the  Bangor,  Oldtown 
and  Milford  Railroad,  which  has  a  branch  track  to  the  mills  at  Old- 
town  ;  and  also  by  the  European  and  North  American  and  Bangor 
and  Piscataquis  Railways,  both  of  whitch  have  stations  near  by 
this  power  both  in  Oldtown  and  Milford ;  the  Bangor,  Oldtown 
and  Milford  Railroad  also  has  a  station  near  this  power  in  Milford, 
being  one  of  the  termini  of  said  road. 

Improvements. — ^These  are  as  follows : — On  the  Oldtown  side  of 
the  river,  two  blocks  of  saw  mills  with  short  dams  connected  there- 
with, all  built  in  a  substantial  manner  of  wood,  and  owned  by  the 
heirs  of  the  late  Samuel  Yeazie. 

Said  blocks  contain  14  single  saw  mills,  five  gang,  three  shingle, 
two  clapboard,  four  lath  mills ;  which  run  about  seven  months  in 
the  year  (could  run  all  the  year,)  and  manufacture  in  that  time 
26,000,000  feet  of  long  lumber,  4,500,000  shingles,  1,000,000  clap- 
boards, 13,500,000  laths,  pickets,  &c. 
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The  lumber  finds  a  market  at  Bangor^  being  run  down  the  river 
in  rafts,  or  sent  by  rail  on  either  of  the  aforesaid  roads. 

On  the  Milford  side  of  the  river  there  is  one  block  of  saw  mills, 
with  short  connecting  dams  all  built  of  wood,  and  comparing  favor- 
ably with  the  other  mills  on  the  river.  Owned  by  the  Milford  Mill 
Company. 

Said  block  has  six  single  saw  mills,  foar  gang,  one  shingle,  one 
clapboard,  and  four  lath  mills ;  which  run  about  seven  months  in 
the  year,  and  manufacture  15,000,000  feet  of  long  lumber,  13,500,- 
000  laths,  pickets,  &c.,  1,500,000  shingles,  500,000  clapboards. 
Marketed  at  Bangor,  by  raft  and  rail. 

Second.  The  second  power  is  located  at  the  southern  extremity 
of  Treat  and  Webster's  island  in  Oldtown,  and  is  known  as  the 
"  Rufus  Dwinel  Privilege.'^  It  is  supplied  with  water  through  the 
dams  of  the  Yeazie  mills,  aforesaid,  about  half  a  mile  above.  This 
power  is  very  secure  from  damage  by  ice  and  freshets.  Is  acces- 
sible by  the  European  and  North  American  Railway,  which  has  a 
station  within  a  few  rods  of  the  mills ;  a  branch  track  could  be  laid 
to  the  mills  with  very  little  expense.  Owned  by  Rufus  Dwinel. 
Fall  seven  and  a  half  feet.     Power  not  measured. 

This  power  is  improved  by  a  block  of  mills  and  dam  owned  by 
said  Dwinel.  The  block  of  mills  consists  of  two  single  saw  mills, 
two  muley,  two  gang,  three  lath,  one  clapboard  and  two  shingle 
mills.  They  run  seven  months,  and  manufacture  12,000,000  feet 
long  lumber,  10,000,000  laths,  3,000,000  shingled,  600,000  clap- 
boards. 

Third.  The  third  power  is  located  at  "  Shad  Rips,''  about  half 
a  mile  below  Oldtown  Falls,  and  between  the  east  side  of  Treat 
and  Webster's  island  in  Oldtown  and  the  left  bank  of  the  main 
branch  of  the  Penobscot  (Milford  side),  which  is  about  250  feet  in 
width  and  has  a  fall  of  about  eight  feet  in  three-eighths  of  a  mile. 
Lay  of  the  land  is  favorable  for  the  erection  of  mills  and  dwellings. 
Is  now  unimproved,  formerly  occupied  by  a  saw  mill.  Power  at 
lowest  stage  of  water  2,000  horses.     Ownership  unknown. 

Oldtown — Penobscot  County. 

Statement  of  S.  F.  Harrison,  Civil  Engineer,  hosed  upon  Ms 

Survey  in  August  and  September,  1868. 

[See  also  "Bndlej  and  Oldtown,"  and  "Milford  and  Oldtown,"  in  Appendix.] 

Three  Powers.. 

First,  "  Pushaw  Falls,"  16  miles  from  Bangor,  and  on  the  line 
between  Oldtown  and  Alton,  a  part  of  the  falls  and  improvements 
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in  each  town.  This  power  is  on  Poshaw  stream,  the  outlet  of  the 
Pnshaw  lake,  which  has  an  area  of  some  12  square  miles. 

Improved  as  follows :  one  gang  saw  mill,  one  single  mill,  one 
shingle  mill ;  owned  by  Richard  S.  Porter ;  one  brush-handle  fac- 
tory, owned  by  0.  W.  Whitten ;  and  two  shingle  mills,  owned  by 
C.  Douglass. 

Second,  "  Oooper's  Falls,"  on  the  Stillwater  branch  of  the  Penob- 
scot river,  13  miles  from  Bangor. 

Improved  as  follows :  one  gang  saw  mill,  one  single  saw  mill, 
one  shingle  mill ;  owned  by  J.  G.  Oilman ;  runs  about  five  months 
in  a  year. 

Third,  at  Upper  Stillwater,  10  miles  from  Bangor;  two  gang  saw 
mills,  four  single,  two  lath,  one  clapboard,  and  two  shingle  mills, 
owned  by  Smith  k  Pearson  of  Bangor.  Also  two  gang  saw  mills, 
two  single,  one  lath,  one  clapboard,  and  two  shingle  mills,  owned 
by  A.  B.  Sutton.  About  six  weeks  in  the  driest  season  do  not  run. 
A  6-foot  dam  a  short  distance  below  the  meadow,  and  above  all  the 
powers,  about  one  and  three-fourth  miles  up  the  stream,  would  fiow 
the  meadow  and  lake  Chemo  about  two  feet,  making  a  reservoir  of 
about  2000  acres.  This  together  with  the  other  natural  reservoirs 
above  on  the  stream,  would  furnish  a  total  power  of  160  horse  at 
least,  night  and  day,  at  the  lowest  stage  of  water  any  season.  The 
damages  would  be  light  for  flowing,  and  the  dam  could  be  erected 
at  little  expense. 

The  natui:al  reservoirs  on  the  stream  are  as  follows : 

AerM. 

Parker's  pond,  in  Clifton,  (estimated)  ....  100 
Holbrook's  pond,  in  Dedham,  (surveyed)  .        .        322 

Davis'  pond,  in  Eddington,  "  ....        396 

Lake  Chemo,  in  Clifton,  £ddington  and  Bradley  (estimated)  1,600 

2,318 

Lake  Chemo,  is  about  four  miles  above  the  upper  power,  and  by 

the  dam  aforesaid  would  be  flowed  about  two  feet  above  its  natural 

level.     About  half  of  the  basin  of  this  stream  is  covered  with 

forest )  there  is  su£Scient  timber  to  last  the  mills  many  years. 
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*  Hie  Second  Division  of  Put  III  is  anfflciently  iadexed  by  th*  aipkaUtical  ananga- 
ment  of  the  towns. 
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